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FOREWORD 





Radar Electronic Fundamentals has been written for the purpose of 
providing the student technician with an understanding of basic circuits 
which are the components of more complex radar circuits. It is assumed 
that he possesses a rudimentary knowledge of magnetism and electricity 
and the basic principles of radio, and is familiar with the subject coverage 
of either the Radio Technician Courses as furnished by the Bureau of 
Naval Personnel, or TM 1-455 and 11-455 as provided by the War 
Department. 

The review of electrical fundamentals is provided in section II for the 
student who requires a survey of pertinent electrical concepts prior to the 
study of circuit performance. This section is not in sufficient detail to 
serve as an introduction to the subject of electricity. The review of elec- 
trical fundamentals is followed in section III by an introduction to the 
characteristics of nonsinusoidal waves and transient action in circuits con- 
taining resistance and capacitance or inductance. Sections IV, V, and VI 
provide a brief discussion of vacuum tube types and performance, ampli- 
fier, oscillator, and power-supply circuits. Emphasis is placed on the cir- 
cuits which find extensive application in radar. 

Sections VII through XIII are devoted to the analysis of circuits and 
circuit elements which form the basic components of radar equipment. 
Explanations throughout the text are as nearly nonmathematical as pos- 
sible, as it is anticipated that the student technician has neither an ex- 
tensive mathematical background nor the need for concern with design 
considerations. 

It is recognized that a simple descriptive nomenclature is important in 
training radar technicians, and an effort has been made throughout this 
text to select and use consistently terms of a descriptive nature. In sup- 
port of this effort a glossary of terms is provided in the appendix. 
Simple conventions have been used in preparing the circuit diagrams. 
The following practices have been adopted with regard to values of circuit 
elements on diagrams: 


Resistors. 


150 = 150 ohms. 
150K = 150,000 ohms (150 kilohms). 
1.5M = 1,500,000 ohms (1.5 megohms). 


Capacitors. 

.01 = 0.01 microfarad. 

10 = 10 microfarads. 

lOu = 10 micromicrofarads. 
Lines which cross and are not tied together by a dot form no contact. 
Lines which cross and are tied together by a dot do form a contact. The 
direction of current flow has been considered to be the direction of the 
movement of electrons, that is, from negative to positive within the cir- 
cuit and from cathode to plate within the vacuum tube. 


This manual supersedes TM 11-466, 30, December 1943. 
SECTION | 
INTRODUCTION TO RADAR 





1. DEFINITION. Radar is a radio device which may be used to locate 
airplanes or ships in darkness, fog, or storm. Radar means radio direc- 
tion and ranging. It is one of the greatest scientific developments which 
has emerged from World War II. Its development, like the development 
of every other great invention, was mothered by necessity, that is, off- 
setting an offensive weapon which first appeared in the last war—the 
airplane. The basic principles upon which its functioning depends are 
simple. Therefore, the seemingly complicated series of electrical events 
encountered in radar can be resolved into a logical series of functions. 


2. PRINCIPLES OF OPERATION. a. Sound wave reflection. (1) The prin- 
ciple upon which radar operates is very similar to the principle of sound 
echoes, or wave reflection. If a person shouts toward a cliff, or some 
other sound-reflecting surface, he hears his shout “return” from the 
direction of the cliff. What actually takes place is that the sound waves, 
generated by the shout, travel through the air until they strike the cliff. 
They are then “bounced off” or reflected, some returning to the original 
spot where the person hears the echo. Some time elapses between the in- 
stant the sound originates and the time when echo is heard, since sound 
waves travel through air at approximately 1,100 feet per second. The 
farther the person is from the cliff, the longer this time interval will be. 
If a person is 2,200 feet from the cliff when he shouts, 4 seconds elapse 
before he hears the echo: 2 seconds for the sound waves to reach the cliff 
and 2 seconds for them to return. 

(2) If a directional device is built to transmit and receive sound, the 
principles of echo and velocity of sound can be used to determine the 
direction, distance, and height of the cliff shown in figure 1. A source 
of pulsating sound, at the focus of a parabolic reflector, is so arranged 
that it throws a parallel beam of sound. The receiver is a highly direc- 
tional microphone located inside a reflector to increase the directional 
effect. The microphone is connected through an amplifier to a loud speak- 
er. It is assumed that the distance between the transmitter and receiver 
is negligible compared with their distance from the cliff. 


(3) To determine distance and direction, the transmitting and re- 
ceiving apparatus is placed so that the line of travel of the transmitted 
sound beam and the received echo coincide. The apparatus is rotated 
until the maximum volume of echo is obtained. The distance to the cliff 
can then be determined by multiplying one-half of the elapsed time in 


1 


seconds by the velocity of sound, 1,100 feet per second. This will be 
the distance along the line R-A. If the receiver has a circular scale which 
measures degrees of rotation and which has been properly oriented with 
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Figure 1. Determination of direction. 


a compass, the direction or azimuth of the cliff can be found. Thus, if 
the angle read on the scale is 45°, the cliff is northeast from the receiver 
position. 

(4) To determine height (fig. 2), the transmitter and receiver are 
elevated from the horizontal position while still pointing in the same di- 
rection. At first the echo is still heard but the elapsed time is increased 
slightly. As the angle of elevation is increased further, a point is found 
where the echo disappears. This is the angle at which the sound is pass- 
ing over the top of the cliff and therefore is not reflected back to the re- 
ceiver. The point at which the echo just disappears is that where the angle 
of elevation is such that the apparatus is pointed at B. If the receiver 
is equipped with a scale to read the angle of elevation, the height of the 
cliff A-B can be calculated from this angle and the distance R-A. 

b. Radio wave reflection. (1) All radar sets work on a principle very 
much like that described for sound waves. In radar sets, however, a radio 
wave of an extremely high frequency is used instead of a sound wave 
(fig. 3). The energy sent out by a radar set is similar to that sent out by 
an ordinary radio transmitter. The radar set, however, has one outstand- 
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Figure 2. Determination of height, 
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Figure 3. Transmission and reflection of radar pulses. 


ing difference in that it picks up its own signals. It transmits a short 
pulse, and receives its echoes, then transmits another pulse and receives 
its echoes. This out-and-back cycle is repeated from 60 to 4,000 times per 
second, depending upon the design of the set. If the outgoing wave is 
sent into clear space, no energy is reflected back to the receiver. The wave 
and the energy which it carries simply travel out into space and are lost 
for all practical purposes. 


(2) If, however, the wave strikes an object such as an airplane, a ship, 
a building, or a hill, some of the energy is sent back as a reflected wave. 
If the object is a good conductor of electricity and is large, compared to 
a quarter-wavelength of the transmitted energy, a strong echo is re- 
turned to the antenna. If the object is a poor conductor or is small, the 
reflected energy is small and the echo is weak. 


(3) Radio waves of extremely high frequencies travel in straight lines 
at a speed of approximately 186,000 miles per second as compared to 
1,100 feet per second for sound waves. Accordingly, there will be an 
extremely short time interval between the sending of the pulse and the 
reception of its echo. It is possible, however, to measure the interval of 
elapsed time between the transmitted and received pulse with great accu- 
racy—even to one ten-millionth of a second. 


(4) The directional antennas employed by radar equipment transmit 
and receive the energy in a more or less sharply defined beam. Therefore, 
when a signal is picked up, the antenna can be rotated until the received 
signal is maximum. The direction of the target is then determined by 
the position of the antenna. i 


(5) The echoes received by the radar receiver appear as marks of light 
on a specially constructed instrument called the “oscilloscope,” often called 
“scope” for short. This scope may be marked with a scale of miles, or 
degrees, or both. Hence, from the position of a signal echo on the scope, 
an observer can tell the range and direction of the corresponding target. 


3. USES OF RADAR. a. General. Modern defense against aircraft attack 
requires that the presence, height, bearing, and range of hostile airplanes 
be made known long before the airplanes can be seen or heard. This 
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knowledge must be available irrespective of atmospheric conditions; fog, 
clouds, or smoke during the day or night must not interfere with the de- 
tection of hostile aircraft. Radar has provided a source for such informa- 
tion, and at the same time has opened new fields for greatly improving 
traffic control and safety for both airplanes and ships. 


b. Long-range reporting or search. Reporting is accomplished by fixed 
or shipborne stations constantly searching a specific area to warn of enemy 
attack. Information from such stations is recorded continuously. The data 
are used to guide interceptor craft toward an enemy target. 


c. Gun laying or fire control. Radar sets capable of determining with a 
high degree of accuracy the «range, bearing, and elevation of the enemy 
target when within firing range are used for the control of land-based 
defense equipment, such as searchlights, antiaircraft batteries, and coastal 
batteries. Similar radar sets aboard ships are used for fire control, for 
antiaircraft, secondary, and main batteries. In such applications the data 
must be formulated rapidly and accurately. 


d. Airborne use. Portable equipment is used in patrol aircraft to search 
for the presence of enemy targets; and in combat aircraft to locate the 
target, and for fire control. The equipment may be designed for the de- 
tection of aircraft, surface vessels, or submarines. It may also be used 
as an aid to navigation to determiné the course or position in relation 
to a home beacon station, 


e. Identification. It is possible to use auxiliary equipment with radar 
to determine whether an echo has come from a friendly or enemy craft. 


4. HISTORICAL DEVELOPMENT. One of the first observations of “radio 
echoes” was made in the United States in 1922 by Dr. Albert H. Taylor 
of the Naval Research Laboratory. Dr. Taylor observed that a ship pass- 
ing between a radio transmitter and receiver reflected some of the waves 
back toward the transmitter. Between 1922 and 1930 further tests proved 
the military value of this principle for the detection of surface vessels 
which were hidden by smoke, fog, or darkness. Further developments 
were conducted with carefully guarded secrecy. During this same period 
Dr. Breit and Dr. Tuve, of the Carnegie Institute, published reports on 
the, reflection of pulse transmission from electrified layers in the upper 
atmosphere which forms the earth’s ceiling. This led to the application 
of the principle to the detection of aircraft. Other countries carried on 
further experiments independently and with the utmost secrecy. By 
1936, the United States Army was engaged in the development of a radar 
warning system for coastal frontiers. Between 1936 and 1940, the pulse 
system of transmission was further developed. By the end of 1940, mass 
production of radar equipment was under way. By September 1940, the 
British had developed radar to such a point that they were able to bring 
down great numbers of enemy airplanes with very little loss to themselves, 
Beginning in 1941, British-American cooperation in the development of 
radar has given the United Nations the best radar equipment in the world. 
However, our enemies have also made great strides in radar development. 
This was evidenced by the sinking of the British battle cruiser Hood by 
the German battleship Bismarck, by means of radar range finding, before 
the Hood could fire her second salve. 


SECTION Il 
REVIEW OF ELECTRICAL FUNDAMENTALS 





5. GENERAL. In order to study fundamentals of radar, a clear under- 
standing of basic radio theory is essential. This section therefore provides 
a general review of d-c and a-c principles. Since it is assumed that the 
reader has previously studied the elementary principles of electricity and 
radio, as covered in TM 1-455 and 11-455 or the Bureau of Navigation 
Training Courses for Radioman 3d class and 2d class, no attempt is made 
to cover the material thoroughly. It is essential, however, that some im- 
portant concepts be reviewed. 


6. CONSTITUTION OF MATTER. a. General. Matter is any substance 
having weight and occupying space. The air a person breathes, the water 
he drinks, the bus in which he rides, his own body, all constitute matter. 
All matter is made up of one or more of 92 fundamental constituents, 
such as oxygen, hydrogen, iron, carbon, and copper, known as elements 
because they cannot be broken into simpler substances by chemical proc- 
esses. Matter appears in three forms: it may be a pure elemental sub- 
stance; it may be a compound formed by the chemical union of two or 
more elements; or it may be a mixture of several elements or compounds 
which are not bound together by chemical action. Irrespective of the 
form in which it is found, all matter can be broken down into molecules. 
The molecule of a compound always contains two or more atoms, while 
the molecules of some elements consist of a single atom. 


b. Composition of atom. An atom is the smallest particle of an ele- 
ment which retains all the characteristics of the element. Although it is 
an extremely small particle of matter, the atom can be subdivided into 
a positively charged nucleus or core and a cloud of negatively charged 
particles called electrons that revolve at a very high speed around the 
nucleus. Figure 4@ shows the atomic structure of the simplest atom, the 
hydrogen atom, which contains one electron revolving around the proton 
which acts as the nucleus. The positive charge on the proton exactly 
equals the negative charge on the electron so that the atom is electrically 
neutral. In figure 4@) the nucleus contains four protons, the charge on 
two of which is neutralized by the two electrons which are bound to 
the protons to form neutrons. The resulting positive charge is just sufh- 
cient to hold two revolving electrons in an orbit around the nucleus, and 
the net charge of the atom is zero. Atoms of other elements are more 
complex than the two simple examples shown here. However, the only 
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Figure 4. Structure of hydrogen and helium atoms. 


difference among the atoms of the several elements lies in the number 
and arrangement of the protons and electrons of which each atom is 
composed. All atoms are electrically neutral since the number of positive 
charges always equals the number of negative charges. Since all matter 
is composed of atoms, and all atoms are composed of positive and negative 
electrical charges, all matter is electrical in nature. 


c. Conductors and insulators. In any material some of the electrons are 
not tightly held in their orbits. Such electrons, called free electrons, are 
able to move from one atom to another with relative ease. If a voltage 
is impressed across a substance, the free electrons are very quickly set 
in motion, causing the flow of an electric current. In many materials 
such as glass, hard rubber, and porcelain, there are very few free elec- 
trons. These materials are known as insulators because it is difficult to 
force an appreciable electric current through them. In other materials, 
such as silver, copper, and aluminum, there are many free electrons. 
These materials are known as conductors because an electric current 
can easily be forced through them. 


d. Electric current. The free electrons in a conductor are moving con- 
stantly and changing their positions in a haphazard manner. When a 
battery is connected to the two ends of a copper wire, the random motion 
of the free electrons is directed toward the positive terminal by the at- 
traction of the positive voltage. Although the electrons themselves do 
not move through the wire at a high speed, the disturbance that causes 
them to drift along the wire progresses with the speed of light. This 
action may be compared to knocking down a column of tin soldiers ; the 
soldiers do not move very far, but the initial disturbance travels down 
the column almost instantaneously. The battery forces the free electrons 
to drift from atom to atom along the wire only as long as it is connected. 
When it is removed, each atom is left with its proper number of electrons 
since those that were taken from the wire at the positive terminal of the 
battery exactly equal those that were added at the negative end. This 
drift or flow of electrons along a wire is called an electric current. Since 
the electrons flow from negative to positive, the current is said to flow 
from negative to positive. This statement is in contrast with the older 
conventional theory which assumed current flow to be from positive to 
negative. In order to avoid confusion in this manual, any reference to 
direction of current refers to electron flow or electron-current flow. 


e. Resistance. Since an electric current is a flow of free electrons in 





a material, those substances which have a large number of free elec- 
trons are able to pass a larger current with a given voltage impressed 
than can a substance with few free electrons. The measure of the num- 
ber of free electrons in a material is a property called resistivity. For a cer- 
tain cross section and length, the resistance of a material can be calculated 
from its resistivity. The resistance of a material of a given resistivity is 
proportional to the length and inversely proportional to the cross-sec- 
tional area. A unit in which resistance is deliberately lumped is known 
as a resistor. A voltage drop appears across a resistor because the volt- 
age must be higher at one end than at the other to cause a current to 
flow. The larger the resistor, the larger the voltage difference, or drop, 
must be to cause a given value of current to flow. A resistor dissipates 
energy because some of the free electrons which are set in motion by the 
applied voltage collide with others and generate heat. Since the energy 
to set the electron in motion was obtained from the power source, the re- 
sult of the collisions is to cause the resistor to absorb energy from the 
source. As the temperature of the resistor is increased, the random mo- 
tion of the free electrons is increased but more collisions take place so 
that there are effectively fewer electrons able to flow as a current. There- 
fore, the resistance of a material increases as the temperature is raised. 


7. ELECTRICAL UNITS. The voltage in an electrical circuit can ‘be com- 
pared to pressure since it is the force which causes electron flow. The 
open-circuit voltage of an electrical power source is called electromotive 
force (emf) because it is the force available to cause motion of electrons. 
Voltage is also called potential since it represents a force which can do 
work. The unit of voltage or potential is the volt, which is measured 
between a pair of selected points by an instrument called a voltmeter. 
The electron flow that results from the application of a voltage is called 
current. The fundamental unit of current is the ampere, which is meas- 
ured by passing the current through an instrument called an ammeter. 
The voltage required to be impressed on a circuit to cause one ampere 
to flow is equal to the resistance of the circuit, which is measured in ohms. 
The potential difference which must exist across any circuit element 
containing resistance to cause a flow of electrons is often called the 
voltage drop across that element. 


8. DIRECT-CURRENT CIRCUITS. a. Ohm's Law. The greater the volt- 
age applied to a given resistance, the larger the resultant current will 
be. On the other hand, with a given voltage, the larger the resistance 
the smaller the current. Expressed mathematically, the current (J) in 
amperes equals the voltage (E) in volts divided by the resistance (R) 
in ohms, or I =p, this may also be stated as R mae —and E = IR. 

Example: If the current (I) through a resistor is 5 amperes and the 
voltage (E) is 100 volts, what is the value of resistance ? 

E __ 100 


b. Kirchoff's Laws. (1) Current. In any circuit the total amount of cur- 
rent leaving a given point must be exactly equal to the total amount ap- 
proaching that point. 


Example: In figure 5, two resistors Ry and Rə are connected so that 
part of the current supplied by battery B goes through each of them. 
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Figure 5. Kirchof’s Laws on current. 


Kirchoff’s first law, when applied to this circuit, simply states that the 
current at point 4 must equal the sum of currents through RR, and Ro. 
This principle applies regardless of the number of resistors. 

(2) Voltage. In any circuit the total voltage drop around any com- 
plete path is exactly equal to zero. This same idea may be expressed in 
slightly different words as: The voltage between two points in a circuit 
is the same no matter what path is taken in going from one point to the 
other. 
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Figure 6. Kirchoff’s laws on voltage. 


Example: In figure 6, the voltage drop across each resistor is E = IR 
= 10x 5 = 50 volts. The sum of the voltage drops across the three re- 
sistors equals 150 volts, which is the battery voltage. 


c. Series circuits. When resistors are connected in series, the total re- 
sistance is equal to the sum of the individual resistances. The reason for 
the addition of the resistance of resistors in series may be explained by 
applying Kirchoff’s laws to the circuit of figure 6. The current J which 
is supplied by the battery must flow through all the resistors in the cir- 
cuit. Therefore, using Kirchoff’s second law, 


E= IR, + IR, + IR}. 


Since all of the terms on the right-hand side of the equation contain the 
factor J, the expression may be rewritten: 


E=I (R, + Ro + R3). 
Thus it is apparent that the resistance effective in the circuit is equal 
to the sum of the resistances through which the current flows. 


Example: In figure 7, what is the total resistance of a 2,000-ohm, a 
4,000-ohm, and a 15-ohm resistor ? 
Since resistances in series are added, 


R = 2,000 + 4,000 + 15 = 6,015 ohms 


Ri 
2000 4000 | 
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Figure 7. Resistors in series. 


d. Parallel circuits. When resistors are connected in parallel, or shunt, 
the resultant equivalent resistance is always less than that of any single 
resistor. The manner of determining the effective resistance of several 
resistors in parallel can be shown by applying Kirchoff’s first law to 





TL 8966 


Figure 8. Parallel circuit. 


the circuit shown in figure 8. Since the voltage across each resistor is 
equal to E, the three branch currents may be expressed : 
E E E 
== of, ae ee Tree 
I 1 R, 2 Ro 3 Rs , 
and the effective load on the battery may be considered a single resistor 


Ro through which flows a current equal to Io e 
0 


Kirchoff's first law states that the current Jy must equal the sum J, + 
I> + Iz. Therefore, 
E E E E 
HERRERA 
The voltage may be eliminated from this expression because it appears 
on both sides of the equation. It may be seen, then, that the reciprocal of 
the equivalent resistance is equal to the sum of the resistances which are 
in parallel: 








ES | 1 1 ; 1 a 1 
ee MU Re a OA OA qe de 
R, Ros Rez Bs Ry 
In the simpler case in which there are only two resistors in parallel, the 
equivalent resistance may be stated as 
cai Re R, 
Lo ER, 
9 
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Figure 9. Resistors in parallel. 


Example: Find R,, the equivalent resistance for the three parallel 
resistors shown in figure 9, 


1 
Ri = 
1 1 1 
10 +40 tS 
TES A PRE © 
ST ee sees De 10 
40 40 
R, = 4 ohms 


e. Series-parallel circuits. (1) Series-parallel circuits are made up of 
combinations of resistors in series and resistors in parallel. No addi- 
tional rules or formulas are necessary for solving these circuits. Series 
formulas can be applied to the series parts while parallel formulas can 
be applied to the parallel parts. 


R 


E 200v 
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Figure 10. Series-parallel circuit. 


Example: Referring to figure 10, determine the reading of ammeter 
A,, the reading of ammeter 4, the reading of voltmeter V4, and the read- 
ing of voltmeter Vo. | 

(2) This problem will be solved in steps to clarify the procedure. First 
determine the total resistance for the entire circuit. 

(a) Step 1. Rg and R; are in series. Therefore their equivalent re- 
sistance is 

Ra, 5 = 10 + 15 son 20 ohms 

(b) Step 2. R4 is in parallel with Rs,s. Therefore, the product-sum 
formula is used to find their equivalent resistance. 

Ra: CRsig)-- 30: 25: 
Ret (hn) oe 13.6 ohms 


(c) Step 3. R, and Rg are in parallel. Therefore, their equivalent re- 
sistance is 





R3,455 ri 
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Ri Ro 75 x 100 
R, + Rp 75 +100 = 42.8 ohms 

(d) Step 4. The equivalent resistance of R, and Rə (step 3) is in 
series with the equivalent resistance of Rz, R4, and R; (step 2). There- 
fore, the equivalent resistance of the entire circuit is 

R; = (Ryo + R345) 
Rë = 42.8 + 13.6 = 56.4 ohms. 

(e) Step 5. The current through the battery equals the battery volt- 
age divided by the total resistance. 

fe eee ee 

to Ry BO 

Since the entire circuit current must flow through ammeter 44, its read- 

ing is 3.54 amperes. There are various ways of completing this prob- 
lem. One method is shown in steps 6 to 8, inclusive. 

($) Step 6. The same current which flows through 4; must also flow 
through the equivalent resistance of Ry and Rp. Therefore, the voltage 
drop across this resistance is 

E, = TR4,2 = 3.54 X 42.8 = 151.5 volts 
Since the battery voltage is 200 volts and the resistor combination R4,92, 
drops the voltage by 151.5 volts, then the reading of voltmeter V, = 200 
— 151.5 = 48.5 volts. 

(g) Step 7. The voltage shown by V, is also across Kg and R; in 
series. Therefore, in ammeter Ag, 


E485 
R35 25 
The reading of ammeter 43 is 1.94 amperes. 
(h) Step 8. Since 1.94 amperes flows through R3 and the resistance 
of Rg is 10 ohms, then the voltage drop across Rg is 
Ey = IR = 1.94 X 10 = 194 volts 


The reading of voltmeter Va is 19.4 volts. 
f. Power. The power in an electrical circuit is expressed in watts and 
is equal to the product of the voltage and the current. 


W (watts) = El 
Since from Ohm’s law E = IR, IR may be substituted for E in the power 
formula, giving W = I?R. This gives the power in terms of current and 
resistance. Likewise power can be expressed in terms of the voltage and 
resistance as 


R4,0 —> 


= 3.54 amperes 


| — 1.94 amperes 


E2 

AS E 

Example: What is the power required for a 115-volt light bulb which 
draws a current of 0.87 amperes ? 
Substituting in the equation, 

i W — EI = 115 x 0.87 = 100 watts 

-g. D-C voltage dividers. A simple voltage divider may consist of two 
resistors connected in series across which a d-c voltage is impressed, as 
in figure 11. Kirchoff's Laws state that the voltage drops E, and Eg must 


766812°—47 2 11 





equal the input voltage, E. Therefore the input voltage is divided into 
two parts. 





TL -8967 


Figure 11. Simple voltage divider. 


If no current is drawn out of terminals 4, B, or C, a current I = 


Cha aes flows through R, and Ry. From Kirchoff's Laws it may be 
R, +R, 


shown that 
| oy tE = IR, + IR) 
so that > 
i 1 ds, PRA 
AR, te Same Be ER, 
If these expressions are written | 
ee nage Ri E Rs 


= = 5-5 and Se U ni I 
E Ri + Ro E R, +R: 
it is apparent that the ratio of the voltage across a resistor to the applied 
voltage is the same as the ratio of the resistance of the resistor to the 
total voltage divider resistance. 


Example 1: In figure 11, E= 100 volts, Ry = 3,000 ohms, and Ro 
= 1,000 ohms. What is the value of voltage E, ? 


z2 Ro Sie 1,000 wal woe 
E, <E R, +R? T 100 X 1000 + 3,000 ~ 100 X Y = 25 volts 


In most practical voltage dividers, however, a current flows through ter- 
minals 4 and B. The ratio of voltage division in such a case is not simply 
the ratio of resistances as in the first case. Since the current which flows 
to terminal B must also flow through R,, the current in R; is greater than 
that in Ry. This fact must be carefully considered in determining the ra- 
tio of voltage division. 


Example 2: Assume that the constants in the circuit of figure 11 are 
the same as in example 1, but that a current of 0.02 amperes flows in at 
terminal B. 


Find the voltage Eo. 
Because R, and Ro are connected in series across 100 volts, some value 
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of current, J, flows through both resistors. The current which flows 
through Ry therefore equals J, +0.02. By Kirchoff’s voltage law: 
E = (J, + 0.02) Ry + I Re 
100 = (7, + 0.02) 3,000 + J, X 1,000 
100 = 3,000 I, + 60 + 1,000 I 
4,000 J, = 100 — 60 = 40 
HS 4000 = 0.01 amperes 
The voltage Es therefore is Es = Iı Rə = 0.01 X 1,000 = 10 volts. 


Thus it can be seen that the effect of drawing a load current is to change 
the ratio of voltage division from the simple resistance ratiC. 


9. MAGNETISM. a. Properties of magnetic substances. Magnetism is a 
property peculiar to certain materials such as iron, nickel, and cobalt, and 
is most pronounced in iron and certain of its alloys. A common bar type 
steel magnet is shown in figure 12. The ends of this magnet are known 
respectively as the north-seeking pole and the south-seeking pole. If the 
magnet is suspended horizontally by a thread, the N pole points toward the 
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Figure 12. Bar magnet. 


earth's north magnetic pole and the S pole points toward the earth’s south 
magnetic pole. This property of magnetism also causes a magnet to at- 
tract nails, washers, steel filings, etc. Unlike poles of magnets attract each 
other while like poles repel each other. 


b. Molecular theory of magnetism. According to the molecular theory 
of magnetism, each molecule of a magnetic material is itself a tiny mag- 
net. Before a piece of iron or other magnetic material is magnetized, its 
molecules have a haphazard but neutralizing arrangement in which their 
north poles point in different directions (fig. 13). When the magnetic 
material is completely magnetized, its molecules are lined up with their 
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Figure 13. Unmagnetized tron bar. 


north poles pointing in one direction (fig. 14). The piece of material is 
then a magnet. 
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Figure 14. Magnetized iron bar. 
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e. Magnetic field. The surrounding space in which the magnet exerts 
its force is called its magnetic field. The field can be pictured as made up 
of thousands of magnetic lines of force, which are commonly called mag- 
netic flux. The magnetic field around a bar magnet is shown in figure 15, 
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Figure 15. Magnetic field around a bar magnet. 


d. Electromagnetism. Just as a magnetic field always exists between the 


poles of a magnet, a similar magnetic field is produced when a current 
flows through a conductor (fig. 16). 
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Figure 16. Magnetic field around conductor. 


This magnetic field extends outward in planes at right angles to the 
conductor. The relation between the direction of electron flow and the di- 
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Figure 17. Magnetic field around coil. 
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rection of the magnetic lines of force can be determined by the left-hand 
rule. Thus, if the conductor is grasped in the left hand with the thumb 
pointing in the direction of electron flow, the fingers curl around the 
conductor in the direction of the magnetic lines of force. If several turns 
of wire are wound in the form of a coil (fig. 17), a relatively strong 
magnetic field can be created with a small current, since the fields of all 
the individual turns reinforce each other. 


e. Reluctance. Magnetic lines of force encounter a certain amount of 
opposition, called reluctance, in all materials. If the reluctance is decreased 
the number of lines of force, or magnetic flux, is increased. Since iron has 
much less reluctance than air, the magnetic flux of a coil (fig. 17) is in- 
creased greatly by the insertion of an iron core within the coil. The lines 
of force inside the coil then travel through the iron, making the iron a 
magnet. This combination of an iron core and a coil is called an electro- 
magnet. When a soft iron core is used in an electromagnet it produces 
a stronger magnet than if a steel core is used. This is because iron is more 
readily acted upon than steel by the magnetizing force of the current. In 
other words, soft iron is said to have greater permeability because it car- 
ries magnetic lines of force more easily. The total flux from an electro- 
magnet depends on the amount of current flowing through the coil, on 
the number of coil turns, and on the material, cross-section, and iength of 
the magnetic circuit for a given core. If the total flux is large, the electro- 
magnet is said to have a high flux density; if the flux lines are few in 
number, the electromagnet is said to have a low flux density. 


f. Magnetomotive force. The force which produces the magnetizing 
action in a magnetic circuit is known as the magnetomotive force, abbre- 
viated mmf, and is measured in gilberts. 


g. Core saturation. After a certain point is reached in the flux density 
of an electromagnet, a further increase of current through the coil does 
not produce a material increase in flux density. This point is known as 
the core saturation point. 


h. Hysteresis. Some magnetism, known as residual magnetism, remains 
in the core of an electromagnet after the magnetizing force, or flow of cur- 
rent through the coil, has dropped to zero. Residual magnetism has the 
effect of causing a delay or lag in the increase of magnetic flux as the 
magnetizing force rises and a similar lag in the decrease of flux as the 
magnetizing force falls. This effect takes place when the current through 
the coil alternately reverses direction and the magnetic core must go 
through correspondingly rapid changes in magnetization. This lagging of 
the magnetic flux behind the magnetic force producing it is known as 
hysteresis. 


10. SOURCES OF ELECTRICITY. a. Mechanical. (1) Just as a current 
flowing in a conductor produces a magnetic field around the conductor, 
the reverse of this process is true. A voltage can be generated in a circuit 
by moving a conductor so that it cuts across lines of magnetic force or, 
conversely, by moving the lines of force so that they cut across the con- 
ductor. 

(2) In simplest terms, an electric generator (fig. 18) is a device which 
changes mechanical energy into electrical energy by utilizing this prin- 
ciple. A single loop: of wire, called the armature, is arranged on a shaft so 
that it can be rotated through the magnetic field existing between the 
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north and south poles of the permanent magnet. To turn the armature, 
any suitable driving mechanism, such as a gasoline engine or electric 
motor, can be used. 
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Figure 18. Simple electric generator. 


(3) When the armature is rotated, the two long sides of the loop move 
past the pole pieces. An emf or voltage is induced in each side of the 
loop as it moves through the magnetic field. The direction of this induced 
emf is determined by the direction of the field and the direction of motion 
of the conductor. If an external circuit is connected to the two ends of 
the loop, an electron movement is in one direction, while at the other side 
of the loop, which is moving downward, the electron movement is in 
the opposite direction. These two effects are additive and the total gen- 
erated voltage can be measured at the open ends of the loop. 


(4) The amount of voltage induced depends upon the rate at which 
the lines of force are cut by this single-turn loop or by each turn of a 
rotating coil. Wher the sides of the loop are moving perpendicular to the 
stationary magnetic field (positions 1 and 3, fig. 18), the greatest number 
of lines of force are being cut and the induced voltage is maximum. When 
the sides of the coil are moving parallel to this stationary field (positions 
2 and 4), no lines of forces are cut and the induced voltage is zero. As 
the rotation continues and the two sides of the coil interchange their posi- 
tions, the induced emf is in the opposite direction. Thus, one complete 
revolution of the armature results in one cycle of an induced a-c voltage. 
Such a device serves as an a-c generator. 


(5) In an a-c generator (fig. 190), the ends of the armature coil are 
terminated at two slip rings, which as they rotate make continuous con- 
tact with two fixed brushes. In a d-c generator (fig. 19@)), a switching 
arrangement is needed to develop an unidirectional voltage. In this case, 
the terminals of the coil are connected to separate metallic segments of 
what is known as the commutator. The segments of the commutator are 
insulated from each other and are arranged in the form of a broken ring 
on the shaft on which the armature rotates. As the armature revolves, the 
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Figure 19. Methods of taking power from electric generator. 


brushes make contact with segments at opposite sides of the commutator. 
The position of these brushes is such that the connections to the brushes 
are broken when the voltage induced in the coil falls to zero. After the 
coil rotates past the zero voltage position, an emf is induced of the opposite 
polarity. However, the connections of the commutator segments to the 
external circuit have reversed so that the output terminals of the gener- 
ator are always of the same polarity. In order to eliminate the large vari- 
ation in amplitude that occurs in the output of this simple machine, com- 
mercial d-c generators have many armature coils and as many commu- 
tator segments as coils. 

b. Chemical. (1) Chemical energy can be transformed directly into 
electrical energy. When two different substances, such as zine and cop- 
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per or zinc and carbon, are placed a little distance apart in certain chem- 
ical solutions called electrolytes, an emf exists between them. As a re- 
sult of this voltage, an electron flow takes place from the zinc to the 
copper (or carbon) electrode when they are connected externally by a 
conductor. The combination of the two plates, electrolyte, and container 
is called a primary cell (fig. 20). An example is the ordinary dry cell, 
which uses a paste containing ammonium chloride as the electrolyte. Its 
emf is 1.53 volts. With other electrolytes and electrodes the emf may 
be from 0.7 to 2.5 volts. 

(2) When the active elements in cells become exhausted the ele- 
ments must be renewed or the cells discarded as in the case of dry cells. 
Storage or secondary cells, however, convert chemical energy into elec- 
trical energy and vice versa by chemical reactions which are essentially 
reversible. Therefore they can be charged by passing an electric current 
through them in a direction opposite to their discharge direction. 

(3) There are two common types of secondary cells: the Edison cell, 
which uses iron as the negative pole and nickel oxide as the positive in 
an electrolyte consisting of a 20 percent solution of potassium hydroxide ; 
and the lead cell, which uses lead as the negative pole and lead dioxide 
as the positive pole in an electrolyte of 30 percent sulfuric acid. 


c. Miscellaneous. Electricity can also be generated by— 

(1) The piezoelectric effect such as the voltage which is produced be- 
tween opposite faces of quartz plates when they are compressed or twisted. 

(2) The photoelectric effect of some materials like cesium which emit 
electrons under the influence of light. 

(3) The thermoelectric effect such as the electromotive force which 
is produced by heating the junction point of two different metals. 


11. ALTERNATING CURRENT. a. Generation. As the loop of the simple 
generator (fig. 18) is rotated, the voltage output starts from zero, gradu- 
ally builds up to a maximum in one direction, falls back to zero, again 
builds up to a maximum in the opposite direction, and finally again drops 
to zero. Thus one cycle of a-c voltage is generated in each complete 
revolution of the single-turn loop. Since the frequency of an alternating 
current or voltage is the number of cycles per second, the speed of 
revolution of the loop through the magnetic field determines the fre- 
quency. A rapid rotation produces a high frequency while a slow rota- 
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Figure 21. Designating direction and distance by vector. 


18 





tion produces a low frequency. A rapid rotation also results in the gener- 
ation of a high voltage because the voltage induced in a conductor is 
proportional to the number of magnetic lines of force cut per second. 
The value of the alternating voltage therefore also can be increased by 
increasing the strength of the magnetic field. A higher output voltage 
also results if more turns of wire are added to the loop in such an 
arrangement that the voltage induced in each turn adds the voltage 
induced in the others. In commercial a-c generators, several coils usually 
are used to supply the strong magnetic field through which the conduc- 
tors on the armature rotate. These electromagnets are called field coils, 
while the loops make up the armature winding. All a-c generators con- 
sist fundamentally of the field coils and the armature winding. 


b. Vectors. (1) A vector is a straight line which is used to denote the 
direction and magnitude of a given quantity. Magnitude is denoted by the 
length of the line, while direction is indicated by the position of the line 
with respect to a reference or base line and by an arrow at the end of the 
line. For instance, if a certain point B (fig. 21) lies one mile east of 
point A, the direction and distance from A to B can be shown by the 
vector e through use of a scale of approximately 14 inch=1 mile. 


(2) If a person is standing on the ground at the center of a moving 
merry-go-round and wishes to keep his finger pointing at a certain horse 
he has to turn around continually. If the merry-go-round is indicated by 
figure 21, he is standing at point 4 while point B represents a horse. 
The length of the vector e represents the distance to the horse and can 
be drawn to a scale of approximately 1⁄4 inch=10 feet. As B rotates 
around the circle, the vector e has to rotate with it in order to indicate 
continually the distance and direction to the horse. Vector e is then a 
rotating vector. A rotating vector of this sort can be used to represent 
the current and voltage variations of an a-c generator. 


c. Sine curve. (1) The variations in the emf produced in the simple 
a-c generator throughout one cycle can be represented by a curve (fig. 
22(8)) called a sine curve. The study of how this sine curve is generated 
is essential to provide a background for the further study of alternating 
current. 


(2) A sine curve has a definite relation to a circle. The point of a 
rotating vector describes a circle as shown in figure 22. A line which is 
drawn from the point of the vector perpendicular to the horizontal diam- 
eter of the circle is known as the vertical projection of the vector. As the 
vector rotates, figure 22 shows that its vertical projection varies in mag- 
nitude between + E and —E. If the value of the projection is plotted 
against the counterclockwise angle the vector makes with the horizontal 
diameter, a sine curve is produced. 


(3) In figure 22, the rotating vector E represents one conductor in the 
armature of a generator rotating counterclockwise in a magnetic field. In 
(D, corresponding to 02 rotation of the generator armature, no flux is 
being cut and therefore the voltage is zero. In @, corresponding to 45° 
rotation, the voltage has reached a magnitude represented by the line A 
and a 45° portion of the sine wave has been generated. Since the generator 
armature must turn 360° to complete one revolution, it now has rotated 
through 45°/360° or % of a cycle. In @), corresponding to 90°, the voltage 
represented by the line B ic a maximum in the positive direction, and 
909/3602 or 14 of a cycle of the sine wave has now been completed. In 
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Figure 22. Evolution of sine wave. 


(4), corresponding to 135°, the voltage is dropping back toward zero and 
3g of a cycle has been generated. In (5), corresponding to 180°, the voltage 
is again zero and Y% of the sine-wave cycle, called a half-wave, has been 
made. All of this half-wave is on the positive side of the axis. In (6), cor- 
responding to 225°, the voltage, represented by line E, has again started 
to rise, but this time in a negative direction. In (7), corresponding to the 
270° position, the voltage has reached a maximum in the negative direc- 
tion. The voltage at this position, represented by the line F, equals the 
voltage at position in (3) but is opposite in polarity. In (8), corresponding 
to 315°, the voltage is again dropping toward zero; seven-eighths of the 
sine wave has now been completed. In (9), corresponding to 360°, the 
voltage has again reached zero; one cycle has been completed. Degrees 
measured along the sine-wave axis are known as electrical degrees. The 
amplitude of the sine wave is the voltage represented by B in @)—the 
maximum value of the voltage. 


d. Phase angle or phase difference. (1) The phase angle or phase dif- 
ference is used to denote a time difference between two quantities alter- 
nating at the same frequency. This time difference may be expressed in 
electrical degrees or in fractions of a cycle per second. In either case, 
time is indicated. 

(2) Figure 23 shows two one-cycle sine waves which are generated in 
a manner exactly similar to the one illustrated in figure 22. Here, how- 
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ever, two rotating vectors are used so that two sine waves are generated 
at the same time. The two rotating vectors are 90° or one-fourth cycle 
apart and maintain this relationship as they rotate. Thus, when vector 4 * 
reaches position two or the 90° point, vector B is just starting from zero. 
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Figure 23. Sine waves with 90° phase difference. 


The phase difference also is shown clearly by the difference in electrical 
degrees along the sine-wave axis. Curve 4 is at the 90° point when 
curve B starts. A is therefore said to lead B by a phase angle of 90°, 
or B is said to lag A by 90° or one-fourth cycle. 


(3) Figure 24 can be explained in a manner similar to figure 23, 
except that the two sine-wave voltages are 180° or one-half cycle apart. 
As can be seen from the relation of the rotating vectors, the direction of 
one voltage is exactly opposite to that of the other, 
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Figure 24. Sine waves with 180° phase difference. 


e. Use of vectors. (1) Since a vector is a straight line which is used 
to indicate both direction and magnitude, the addition and subtraction 
of vectors is somewhat complicated. For the purpose of explaining these 
operations, it may be helpful to assume that each vector represents the 
motion of a body along a straight line. 

(2) For example, if an airplane is flying due north and the wind is 
blowing from the west, the motion of the airplane relative to the ground 
may be determined by adding the two motions vectorially. 


Figure 250) shows the airplane and the velocities that result from having 
its own engine and because of the wind. The actual velocity of the air- 
plane relative to ground may be found by drawing vectors to scale to 
represent the two component velocities (fig. 250)). To perform the vec- 
tor addition, it is first assumed that the plane is acted on by the wind 
only. The motion of the airplane would then be eastward at 30 miles 
per hour, and if the line OX represents 30 miles, the airplane will move 
from O to X in 1 hour. Second, it is assumed that the airplane is acted 
on by its own engine only, and that the wind is not blowing. The air- 
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Figure 25. Vector addition. 


plane is now at position X and it is moved at 90 miles per hour along 
the line XA, parallel to the line OX which represents the velocity. At the 
end of 1 hour, the airplane. will be at position A. If the two forces act on 
the airplane simultaneously, it moves along the line OA, and will arrive 
at point A 1 hour after leaving point O. The line OA is the resultant 
or vector sum of the two velocities. 


(3) A vector difference is obtained by reversing the vector to be 
subtracted and adding this reversed vector to the first. For example, the 
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Figure 26. Vector subtraction. 


process of finding the vector difference OB—OA is shown in figure 
260). Vector OA is reversed, so that it becomes — OA, and this vector 
is added to OB to obtain the resultant, OC. If the order of the subtrac- 
tion is reversed, then vector OB is subtracted from vector OA, as in 
figure 26(2), and the resultant OC” is the negative of OC in ©. 


(4) Since a sine wave is generated by the rotation of a vector, as illus- 
trated in figure 23, vectors are very convenient in examining the rela- 
tionships among quantities that vary sinusoidally. The vector diagram 
of an a-c circuit can be drawn only if it is assumed that the rotating 
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vectors are frozen at some instant of time. For example the vectors of 
figure 24 may be stopped at the instant that vector A reaches point two, 
producing the vector diagram shown in figure 270). Since the conven- 
tional direction of rotation of rotating vectors is counterclockwise, it is 
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Figure 27. Vector diagrams of representing sinusoidal quantities, 


apparent that vector A leads vector B by the angle 6, which is 90° in 
this case. The angle @ is called the phase angle and it is measured in 
electrical degrees to indicate the phase difference between the electrical 
quantities by vectors A and B. Figure 27@ shows the vector diagram 
for two equal sine-wave voltages which are 180° out of phase. The 
resultant of these two voltages is zero at every instant of time since the 
vector sum of 4 and B is zero. 


12. INDUCTANCE. a. Self-inductance, (1) Any change of current, either 
a rise or a fall, in a conductor causes a change of the magnetic flux 
around the conductor. Since a voltage is induced when magnetic flux 
lines cut across a conductor, this change in flux causes the generation of 
a voltage in the conductor itself as well as in nearby circuits. Therefore, 
in a coil consisting of a few turns of wire, a varying current produces 
magnetic flux around one turn which cuts across adjacent turns and in- 
duces a voltage in them. This induced voltage is always of opposite 
polarity to the applied voltage. The sum of the voltages induced in all the 
turns is called a counter emf or a back emf because it opposes a change 
in the current. Thus, if the current is increasing, the counter emf tries 
to prevent the increase; if the current is decreasing, the counter emf tries 
to prevent the decrease. The ability of a circuit to generate a counter 
emf is known as the inductance of the circuit. Therefore, the greater the 
opposition to a change in current, the greater is the inductance in a circuit. 


(2) The symbol for inductance is L, and the unit of inductance is the 
henry. A coil has an inductance of 1 henry when a voltage of 1 volt is 
induced by a uniform rate of current change of 1 ampere per second. 
Since the henry is a rather large unit for use in some parts of radio 
circuits, the millihenry (mh) representing one-thousandth (103) of a 
henry, and the microhenry (yh) representing one-millionth (10-6) of 
a henry are used frequently. 


b. Mutual inductance. (1) When two coils are so placed in relation to 
each other that the magnetic lines of force produced by and encircling 
one coil link the turns of the other, the coils are said to be inductively 
coupled. If an a-c voltage is applied to one coil, an a-c voltage is induced 
in the second coil (fig. 28). This effect of linking two inductors is called 
mutual inductance (abbreviated M) and also is measured in henrys. 
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As in the case of self-inductance, the induced voltage is opposite in 
direction to the exciting voltage. The amount of mutual inductance 
present between two circuits depends upon their size and shape, their 
page positions, and the magnetic permeability of the medium between 
the two. 


(2) In figure 28, not all of the lines of force set up by coil A cut the 
turns of coil B because the high reluctance of the magnetic circuit causes 
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Figure 28. Mutual inductance of. two coils. 


most of the flux lines to follow paths which do not link coil B. The extent 
to which two inductors are coupled is expressed by a coefficient of 
coupling. This term is unity when all of the flux set up by one coil links 
the other, and it expresses the ratio of the mutual inductance actually 
present to the maximum value obtainable with unity coupling. 

c. Inductors in parallel. The total inductance of inductors in parallel 
is calculated in exactly the same manner as for resistors in parallel, pro- 
vided the coils are far enough apart to make the effects of mutual induc- 
tance negligible. 


d. Inductors in series. When the coils are far enough apart to make 
the effects of mutual inductance negligible, inductors in series are added 
in the same manner that resistors in series are added. However, when 
two inductors are in series and so arranged that the field of one links 
the other, the net inductance is L1 + L2 + 2 M. The plus-or-minus 
sign (+) must be used in the general expression because the emf induced 
in one coil by the flux produced by the other may either aid or oppose 
the counter emf produced by self-induction. If the coils are arranged so 
that one can be rotated relative to the other to cause a variation in the 
coefficient of coupling, the effective inductance can be varied. Such a 
device is called a variometer. 


e. Inductive reactance. (1) In a-c circuits the current changes con- 
tinuously, causing a continuous change in the flux around an inductor. 
This induces a counter emf in the coil which opposes the flow of the 
alternating current. This opposition is known as reactance. Since the 
opposition is caused by an inductor it is called inductive reactance, which 
is denoted by Xz. 


(2) The magnitude of the counter emf is proportional to the rate of 
change of the current through the coil. In figure 29@) it can be seen that 
the slope of the current waveform is greatest in the regions between 
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B and C and between E and F. Since the slope shows the rate of change 
of the current, it is apparent that the counter emf is a maximum at 
some time between B and C and again between E and F. Thus, the 
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Figure 29. Phase relations in pure inductance. 


voltage across the inductor is a maximum when the current through 
the coil is passing through zero. In the same way, at points A, D, and G 
the rate of change of current is instantaneously zero, so that the voltage 
induced in the coil is zero. The current, through a pure inductance, then 
lags behind the voltage across the coil by 90°. The vector diagram for 
an inductor is shown in figure 290). 


(3) Since any practical inductor must be wound of wire which has 
resistance, it is not possible to obtain an inductor which is purely induc- 
tive. The resistance associated with the inductor may be considered as a 
separate resistor in series with an inductor which is purely inductive 
(fig. 300). If an alternating current I, flows through the inductor, a 
voltage drop occurs across both the resistance and the inductance. The 
drop across the resistance is in phase with the current and the drop 
across the inductance leads the current by 90°. The relative phase of 
these two voltages is shown in figure 300. If the voltages Ez and Er 
are added at every instant the sum is the curve Eo. The vector diagram 
in @ shows this addition more simply than is possible with the sine 


waves shown in (). 


(4) Since the counter emf of an inductor is proportional to the rate 
of change of current, the counter emf generated at a high frequency is 
larger than that generated at a low frequency. The reactance of a coil 
is stated in ohms and may be calculated if the frequency f, in cycles per 
second and the inductance L, in henrys are known. The formula is 


¿=2"fL = 6.2832 fL 


Example: What is the inductive reactance of.a coil, operating at a fre- 
quency of 500 cycles per second, which has an inductance of 2 henrys? 


X, = 27 fL = 6.2832 X 500 X 2 = 6,283 ohms. 
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Figure 30. Phase relations in resistive inductor. 


4. Transformers. (1) A transformer consists of two coils which have 
mutual inductance between them. A transformer can have either an iron 
core (fig. 31) or an air core, depending on the frequency at which it is to 
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Figure 31. Simple transformer. 


be operated. The primary winding of a transformer is connected to the 
a-c source and a voltage is induced in the secondary winding. A trans- 





former is designed to have either a step-up, a step-down, or a 1-to-1 ratio. 


(2) In a perfect transformer, all the magnetic flux lines produced by 
the primary winding link every turn of the secondary winding. If the 
primary has 200 turns, and an a-c voltage of 100 volts is applied, the 
flux set up by the primary will be large enough to induce 4 volt in each 
turn. Since all of this flux also links each turn on the secondary, a voltage 
of % volt is induced in each secondary turn. If the secondary winding 
consists of 10 turns, the total secondary voltage is 10 turns X Y% volt 
per turn = 5 volts, and the transformer is said to have a step-down 
ratio. On the other hand, if the secondary has 400 turns, the secondary 
voltage is 200 volts, and the transformer has a step-up ratio. For a 
perfect transformer, the ratio of the primary and secondary voltage is 
exactly the same as the ratio of the number of turns in the two windings. 
This may be stated usefully as 


N, — E» 
Ne Cei 
where Np = number of turns in the primary winding, N, = number of 


turns in the secondary winding, Ep = voltage across the primary wind- 
ing, and E, = voltage across the secondary winding. 


Example: A transformer has a step-up ratio of eight. If an a-c voltage 
of 125 volts is applied to the primary winding, what voltage is obtained 
from the secondary ? 

Np Np 
nA EE T = q E, = 8 X 125 = 1,000 volts 

8 8 

(3) The current that flows in the secondary winding as a result of 
the induced voltage must produce a flux which exactly equals the 
primary flux. The magnetizing force of a coil is expressed as the product 
of the number of turns in the coil times the current flowing in it. Thus, 
in a transformer, 

Ni 

NG sg 

it can be seen from this expression that when the voltage is stepped 
up, the current is stepped down, and vice versa. 


(4) Although it has been assumed that unity coupling exists between 
the primary and secondary windings, it is impossible to build a trans- 
former with this degree of coupling. Consequently, the actual transfor- 
mation ratio of a transformer is less than the turns ratio. However, in 
properly designed iron-core transformers practically all of the flux lines 
link all turns of both windings, so that the turns ratio may be used as 
the transformation ratio within the accuracy required of most radio 
work, In r-f transformers, on the other hand, the losses that would 
occur because of the circulating currents set up in any magnetic core 
material are excessive. Therefore, transformers which are used for high 
frequencies usually do not have magnetic cores. The reluctance of air 
to the flow of magnetic flux is so great that only a relatively small num- 
ber of flux lines cut both the primary and the secondary windings. There- 
fore, the simple voltage and current ratios which may be used with iron- 
core transformers do not hold true with air-core transformers. 


13. CAPACITANCE. a. General. (1) Like electrical charges repel each 
other so that one electron in space exerts a force on another, If two 


Ny, X I, = N, X Is or 
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metal plates are connected as shown in figure 32@), both plates are at 
ground potential. If there were more electrons on plate X than on plate 


ELECTRIC 


FIELD RN 
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Figure 32. Simple capacitor. 


Y, the repelling force between the two groups would cause a flow of 
electrons through ground to equalize the number of electrons on the 
two plates. However, if the switch is thrown to the other position, plate 
X is connected to the positive terminal of the battery, and the attraction 
of the battery removes electrons from plate X. As these electrons move 
away, the repelling force between the two plates tends to decrease, so 
that other electrons can move up from ground and accumulate on plate 
Y. Since plate X has fewer electrons than before, it is positive with 
respect to ground, but the potential of plate Y cannot change because 
it is still connected to ground. Thus, a voltage exists between plates X 
and Y. The flow of electrons can continue only until the voltage between 
X and Y equals the battery voltage. Because the number of electrons or 
charges on the two plates is now unequal, they are said to be charged. 


(2) There exists between the two plates thousands of imaginary lines 
which represent the paths along which the repelling force of the elec- 
trons would act on a free electron inserted between the two plates. 
The electron would tend to move along a line of force toward the plate 
where the deficiency of electrons exists (fig. 32@)). These lines of force _ 
are an electric field in which electrical energy is stored by creating a 
difference of potential. If the medium between the two plates is an 
insulating material, or dielectric, no electron flow can take place in it 
and the difference of potential between the two plates will remain until 
a path is provided for electrons to flow from plate Y to plate X. 


(3) The measure of the ability of two electrodes to store energy in 
an electric field between them is called capacitance. A device which is 
designed to be able to store a relatively large amount of energy in an 
electric field is called a capacitor. The capacitance of a capacitor varies 
directly with the area of the plates and the type of dielectric material 
used between the plates, and the capacitance decreases as the distance 
between the plates is increased. 

(4) The unit of capacitance (C) is the farad. A capacitor has a 
capacitance of 1 farad when a current of 1 ampere flowing into its 
plates for 1 second charges it to 1 volt. Since a 1-farad capacitor would 
be tremendously large, the practical units of capacitance used in radio 
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work are the microtarad (uf), which is equal to one-millionth (10-6) 


oí a farad, and the micromicrofarad (uf), which is equal to one million- 
millionth (10-12) of a farad. 


b. Capacitors in parallel. The tota] capacitance of capacitors in paral- 
lel is found by adding the value of each capacitor. This is the same 
method that was used for resistors in series. 


c. Capacitors in series. The total capacitance of capacitors in series 
is calculated in the same method that was used for resistors in parallel: 


(1) For capacitors of equal capacitance, divide the value of one 
capacitor by the number of capacitors. Thus four 20-microfarad capaci- 
tors connected in series have a total capacitance of 2% = 5 microfarads. 


(2) For two capacitors of unequal capacitance: 


mes Ci X Co 
AO 
(3) For more than two capacitors in series: 
| 1 i 
C; =  _ - _ _____ 
1 1 1 1 
G a > 


d. Capacitive reactance. (1) A capacitor which is initially uncharged 
tends to draw a large current when a voltage is first applied. When the 
charge on the capacitor reaches the applied voltage, no current flows. 
Thus if a sine-wave voltage is applied to a pure capacitance, the current 
is a maximum when the voltage begins to rise from zero, and the 
current is zero when the voltage across the capacitor is a maximum (fig. 
33@). As a result, the alternating current through a capacitor leads the 
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Figure 33. Phase relations in pure capacitance. 
a-c voltage across it by 90°. This phase relationship is most easily seen 
in the vector diagram (fig. 33@). 


(2) Since the leakage resistance of most capacitors is very high, the 
phase angle of a capacitor is very nearly 90°, as for pure capacitance. 
However, the presence of a small amount of leakage causes the capacitor 
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to act as a pure capacitance shunted by a high resistance (fig. 340). The 
current drawn by the pure capacitance leads the applied voltage by 90° 
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Figure 34. Phase relations in a capacitor with poor dielectric. 


(fig. 34@), and the current drawn by the resistor is in phase with the 
applied voltage. Since the resistance in parallel with the capacitance is 
very high, the resistance component of the current is relatively small. 
Consequently the total current, Io, leads the applied voltage by an angle 
9 which is slightly less than 90°. 


(3) Since a capacitor of large capacitance can store more energy than 
one of small capacitance, a larger current must flow to charge a large 
capacitor than to charge a small one. Also, because it takes time to charge 
a capacitor, a greater charge can be put on a given capacitor within one- 
quarter of a cycle of a low frequency than of a high frequency. Since 
the amplitude of the alternating current that flows in a capacitor depends 
on both the size of the capacitor and the frequency, it is evident that 
the capacitor offers opposition to the flow of alternating current. This 
opposition is called capacitive reactance, (Xe), and it is measured in 
ohms. The formula for capacitive reactance in ohms, calculated from f 
in cycles per second and C in farads, is 


ee i ieee’ 1 
Ms wee FC. OL 

Example: What is the capacitive reactance of a capacitor, operating 
at a frequency of 1,000 cycles per second, which has a capacitance of 2 
microfarads or 2 X 1076 farads? 


ats 1 ls 1 
ae 6.2832fC ~ 6.2832 X 1,000 x 2 X 1076 


14. ALTERNATING-CURRENT CIRCUITS. a. Impedance. (1) Impedance 
is the total opposition to the flow of alternating current in a circuit which 
contains resistance, capacitive reactance, and inductive reactance in some 
combination. The symbol for impedance is Z. 


= 79.6 ohms 


(2) A modification of Ohm’s Law is needed for calculations in circuits 
which contain reactance. The simple statement J = = is not true in an 


a-c circuit because reactance introduces a phase angle between the current 
and voltage. The impedance of an inductor in series with a resistor does 
not equal the arithmetic sum of the inductive reactance and the resistance. 


Rather, the impedance in ohms is 
Z = V R2 + X2, 

Likewise the impedance of a resistor and capacitor in series is 
Z = y R + Xz 

(3) It has been shown that the voltage across a pure inductance leads 
the current by 90° and that the voltage across a pure capacitance lags 
the current by 90° (figs. 29 and 33). Therefore, capacitive reactance is 
considered negative and inductive reactance is considered positive to 
account for the fact that their effects in a circuit are 180° out of phase 
with each other. In the general case, then, the impedance of an a-c cir- 
cuit is 

Z — V R2 + (Xz —— X¢)*. 

Example: What is the impedance at 60 cycles per second of the series 
combination of a resistor of 2,000 ohms, a capacitor of 1 microfarad, and 
an inductor of 10 henrys? 

R = 2,000 

A ae SORE a AERO Se a5 

e “" 2afC ~ 6.2832 X 60 X10-6 — 6.2832 X 60 
X, = 2a fL = 6.2832 X 60 X 10 = 3,770 ohms 

A ae st (Xz — Xe)? 
= Y (2,000)2 + (3,770 — 2,650)? 
= vV 2,0002 + 1,1202 
= vy 4,000,000 + 1,255,000 
= y 5,255,000 = 2,300 ohms 

(4) Thus the impedance of an a-c circuit equals the square root of 

the sum of the square of the resistance plus the square of the net reac- 


tance. This relationship of electrical quantities is the same as the relation- 
ship of the length of the hypotenuse of a right triangle to the lengths of 


= 2,650 ohms 





+X, 
As 
-R + 
c 
—X 
c 
ojd 
ŠIS © 
= 
212 
Ad 
cal 
TL-7630A 


ABSCISSA=4 
B RESISTANCE=R A 


© 


Figure 35. Impedance triangle. 
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the two shorter sides. For example, a right triangle having a base 
(abscissa) 4 inches long and a vertical side (ordinate) 3 inches long has 


an hypotenuse 5 inches long, = y 42 + 32, not 3 + 4 = 7 inches. 


The relationship between resistance, reactance, and impedance can there- 
fore be shown as the impedance triangle (fig. 35). Where both inductive 
and capacitive reactances are present, the ordinate AC of figure 35@ 
represents the net reactance, or the difference of the two reactances, 
which has the characteristics of the larger reactance. For example, 50 
ohms of inductive reactance and 25 ohms of capacitive reactance have a 
net inductive reactance of 25 ohms. Figure 35@) shows how Xz, repre- 
senting positive or inductive reactance, is plotted on the Y axis above the 
horizontal baseline, while X., representing negative or capacitive reac- 
tance, is plotted on the Y axis below the horizontal baseline. This method 
of plotting is possible because the inductive and capacitive reactances are 
180° out of phase with each other. 


(5) As an example of the use of the impedance triangle, a series 
circuit (fig. 36G)) containing a 0.4-microfarad capacitor and a 200-ohm 


R=200N. 





Z*10I5SQN\ | x,=9952N 


R=200 
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Figure 36. Phase relations in a series circuit containing 
resistance and capacitance. 


resistor will be solved using an operating frequency of 400 cycles per 
second. These values 
R = 200 ohms 


ee TER ee en eek 
° 2efC 62832 X 400 X 0.4 X 10-8 1005 


are then used to construct the two sides of the impedance triangle (fig. 


36@)). 
The total impedance in the circuit is: 
Z= y R? + X2 = y 2002 + 9952 


Z = y 40,000 + 990,000 = y 1,030,000 = 1,015 ohms 
Since the impedance of the circuit is known, the voltage drop across the 
capacitor and across the resistor can be found to permit construction of 
the vector diagram of the circuit. 


LE 100 
A BOES 
Er = LR = 0.0985 X 200 = 19.7 volts. 
E. = I.X. = 0.0985 X 995 = 98 volts. 


The vector diagram (fig. 36@)), is constructed by drawing these values 
to scale. Note the similarity between the vector diagram and the im- 
pedance triangle. The phase angle, 6, may be found from either diagram. 
Compare the vector diagram with the sine waves shown in figure 366). 
Because the vector diagram shows the relationships so much more clearly 
than the sine waves, vectors are widely used in this way. 


li = 0.0985 amperes. 


(6) Since the total impedance (Z) in an a-c circuit corresponds to 
the resistance in a d-c circuit, Z can be substituted for R in Ohm’s law. 


Thus for d-c circuits— 


|| 


Ei et, 
|! 


For a-c circuits— 

E ES es 
E, orl = vf R? + (Xt — Xe)? 
Z 


1400 Bo = y R* Ks X63 
2 = 2 = 
E V+- kX) SE 


I I 


b. A-C voltage dividers. Voltage dividers for alternating current are 
quite similar to d-c voltage dividers. However, because capacitors and 
inductors oppose the flow of alternating current as well as resistors, 


I 
E 
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— 995 ohms — 


( 


voltage dividers for alternating voltages may take any of the forms shown 
in figure 37. 
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Figure 37. Simple a-c voltage dividers. 


Since the impedances within each divider are of the same type, the out- 
put voltage is in phase with the input voltage. However, by using com- 
binations of different impedances, the phase of the output may be shifted 
relative to the input at the same time that the amplitude is reduced. 
Several varieties of a-c voltage dividers of this type are shown in figure 
38. The expression for the output voltage is shown in each case. Note that 
the ratio of output voltage to input voltage in all cases is equal to the 
ratio of the impedance across which the output appears to the total 
impedance of the voltage divider. These expressions are correct only if 
negligible current is drawn by the load on the output terminals. 


c. Resonant circuits. (1) A resonant circuit is one in which the induc- 
tive reactance is equal to the capacitive reactance. 


(2) A series resonant circuit consists of a combination of inductance, 
capitance, and resistance in series (fig. 39@)). Since the inductive and 
capacitive reactances are equal and opposite in polarity at the resonant 
frequency, they balance each other and the actual total reactance is 
reduced to zero. Therefore, a large current flows through meter M since 
at resonance the impedance is minimum because the only opposition to 
the current flow is that of the resistance in the circuit. This resistance is 
caused by the wire in the inductor and the wire connecting the circuit 
components, The impedance in ohms across the terminals of the circuit is 


DS vV R2 + (X, — X,-)?. 
At frequencies below resonance, accordingly, the series circuit acts like 
a capacitor plus a resistor. At frequencies above resonance, it acts like 


an inductor plus a resistor. Since.a large current flows at resonance, the 
actual voltages across the inductor and capacitor may be many times the 
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Figure 38. Complex a-c voltage dividers. 
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Figure 39. Series resonant circuit and its current curve. 


voltage applied to the circuit. Figure 3963) shows how a large resonant 
current will develop large canceling voltage drops across L and C. Since 
a large voltage exists across the capacitor, it may flash over even though 
the capacitor is rated considerably higher than the applied voltage E. 

(3) If a graph of the current is plotted against the frequency to in- 
clude the resonant frequency f, (fig. 39@)), the resultant curve is called 
a resonance curve. Note that if the total resistance of the circuit is large, 
the curve is broader and flatter than if the total resistance is small. The 
circuit which curve 4 represents is said to be much more selective than 
the circuit represented by curve B. This means that under the conditions 
of curve A, a circuit is better able to discriminate against, or refuse, the 
frequencies on either side of resonance. This property of the series circuit 
is often used where it is required to pass current of a certain frequency 
at low impedance while a high impedance is offered to the flow of cur- 
rents at other frequencies. 

(4) A factor known as Q is used to show the sharpness of resonance 
of a tuned circuit. This factor is usually expressed as the ratio of the 
inductive reactance at resonance to the resistance as follows: 

ae. E 2 fl 
As R or Oe R` 
The O of resonant circuits ranges from 20 to 100 for circuits involving 
iron-core coils and to as high as 30,000 for silver-plated resonant cavities. 
Another way of defining Q is to say that it is a comparison between the 
total power in a tuned circuit and the power which is dissipated by the 
resistance in the circuit. Since no power is dissipated in a pure inductance 
or in a pure capacitance, the resistance should be kept as low as possible 
in order to realize the greatest efficiency of the tuned circuit. In practice, 
since nearly all of the resistance of a circuit is in the coil, the ratio of 
the inductive reactance to the resistance is especially important. The 
higher the Q of a coil, the better the coil. 


(5) A parallel resonant circuit consists of a combination of inductance, 
capacitance, and resistance connected in parallel (fig. 40@)). In the 
parallel circuit, the main-line current is minimum at the resonant fre- 
quency and therefore the impedance is very high. The impedance at res- 
onance for a parallel circuit is expressed by 


_ (2nfL)? 
tee er gee 





The impedance in a parallel resonant circuit can also be expressed as 
a function of O as— 
Z = WLO 


This formula shows that the impedance of such a circuit is directly pro- 
portional to its Q at resonance. 

Example: What is the impedance at resonance of a parallel resonant 
circuit operating at 1,000 kilocycles per second with an inductance of 60 
microhenrys and a resistance of 20 ohms? 

Solution: 1,000 kilocycles = 106 cycles; 60 microhenrys = 6 X 105 
henrys. Substituting in the formula 


_ (2afL)? 
“fem 00 


_ (6.28 X 108 X6 X 105)? 


A 20 


= 7.106 ohms 


The resonant impedance curves for the parallel circuit (fig. 40@), have 
the same shape as the current curves of a series circuit. Note that the 
impedance across the terminals of a parallel circuit is maximum at reso- 
nance whereas it is minimum for the series circuit. As in the series cir- 
cuit, the resonance curves are sharper when the resistances are smaller. 


(6) The parallel resonant circuit (the combination of L and C in con- : 
junction with the R of the inductance) of ten is called a tank circuit 
because it acts like a storage tank when used in some vacuum-tube cir- 
cuits. In figure 40@ note the two meters, My and Mo, for indicating the 
two currents which must be considered in the parallel circuit. The line 
current is read by M, and the circulating current which flows within the 
parallel portion of the L-C circuit is read by Mp. Since the inductive 
and capacitive reactances are equal at resonance, the currents through the 
two also are equal and are opposite in phase. They cancel each other in 
the external line circuit and therefore M, indicates a very low value of 
current. The small current which flows in the line results from the fact 
that the resistance of the inductor causes the phase angle to be slightly 
less than 90° in this branch so that complete cancellation cannot take 
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Figure 40. Parallel resonant circuit and its impedance curve. 


place. The circulating current shown on Ma is quite large depending upon 
the applied voltage and the impedance of the capacitor C at the resonant 
frequency. In a parallel resonant circuit, therefore, the impedance 1s 
maximum across the L-C circuit while the main-line current 1s minimum. 


d. Impedance matching. (1) To obtain the greatest transfer of energy 


from one circuit to another the impedances of the two circuits must be 
matched. The simplest and most common circuit for impedance match- 
ing is the transformer. It was shown in paragraph 12 that in an iron- 


; N 
core transformer the secondary voltage is Es = E eN, and the second- 


ary current is Is = I AE. The impedance at the primary of a trans- 


S 
former is equal tet and the impedance at the secondary iss How- 
p 8 


ever, the secondary impedance can be found in terms of the primary 
current and voltage by substituting the expressions given above. 


37 








E sak 
y, =Es__"No_ Ep y) 
? N, 
Since Z ER , the impedance relationships in a transformer are 


Ip 


Zs nome N? r N, pame ms VE 

NN MOS 
Thus, in a transformer which has nearly unity coupling, the impedance 
ratio is equal approximately to the square of the turns ratio. 


Example: What turns ratio is required to match a 10,000-ohm plate 
load to a 10-ohm loudspeaker circuit? 


Turns ratio = +? = Ly = y 10,000 = 1/1,000 = 31.6 
; Z 10 
This does not mean that the primary must have only 31.6 turns of wire 
and the secondary only 1 turn. It means that if, for example, there are 


100 turns on the secondary winding there must be 3,160 turns on the 
primary winding. 





(2) The use of an air-core transformer to couple r-f energy out of 
a tank circuit is illustrated in figure 41. The match of impedance is con- 
trolled by varying the coefficient of coupling between coils L4 and Lo. 


(3) When coil La is coupled to Ly, Lı is affected in exactly the same 
manner as though a resistance had been added in series with it. This 
apparent resistance thus coupled into the tank circuit can be considered as 
being reflected from the load circuit to the tank circuit. Increasing the 
coupling between L, and Lə by bringing the coils closer together in- 
creases the reflected resistance and thus decreases the circuit O. Decreas- 
ing the coupling between L, and Lo decreases the reflected resistance and 
thus increases the circuit O. 


(4) When the coupling is small (fig. 410), the circuit is said to 
be loosely coupled. Under these conditions the reflected resistance, in- 
dicated by the dotted resistance (fig. 41@)), is small, the resonance curve 
is sharp (fig. 41@)), and the circuit Q is high. 


(5) When the coupling is increased to a value somewhat beyond that 
of the loose coupling, the circuit is said to have medium coupling (fig. 
41@). Under these conditions the reflected resistance is larger than 
those with loose coupling, as indicated by a dotted resistance of more 


ohms. The resonant curve also is broader (fig. 41), and the circuit O 


is lower. 


(6) When the coupling is very close the circuit is said to have tight 
coupling (fig. 41@)). Then the reflected resistance is large as indicated 
by the dotted resistance of more ohms, the resonant curve is very broad 
(fig. 41@)), and the circuit O is low. 


(7) It is important that both the resistive and reactive components 
of a load be matched to the source impedance at high frequencies or where 
very long circuits are involved. If a mismatch occurs, not only is energy 
lost, but reflections occur from the mismatch which distort the signal, 
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SECTION Ill 
NONSINUSOIDAL WAVES AND TRANSIENTS 





15. NONSINUSOIDAL WAVES. a. General. Pure sine waves, which have 
been discussed previously, are basic waveshapes. In radar, however, waves 
of many different and complex shapes are used, particularly square, saw- 
tooth, and peaked waves. The composition of these differently shaped 
waves must be studied so that the treatment of them in various circuits 
can be understood. 


b. Composition. (1) Any periodic wave (one that repeats itself in def- 
inite time intervals) is composed of sine waves of different frequencies 
and amplitudes, added together. The sine wave which has the same fre- 
quency as the complex periodic wave is called the fundamental. The 
fundamental corresponds to the first harmonic. 


(2) The frequencies higher than the fundamental are called harmon- 
ics. The harmonics are always a whole number of times higher than 
the fundamental, and are designated by this number. For example, the 
frequency twice as high as the fundamental is known as the second 
harmonic. 


c. Square wave. (1) Figure 42@ compares a square wave with a sine 
wave A of the same frequency. They are considerably different. If an- 
other sine wave B of smaller amplitude, but three times the frequency, 
called the third harmonic, is added to 4, the resultant more nearly ap- 
proaches the square wave. The resultant is curve C and is brought down 
as the curve C in figure 42@). When the fifth harmonic is added, the 
sides of the new resultant are steeper than before. The new resultant is 
the line E in figure 42@) and is carried down to figure 42@). Addition 
of the seventh harmonic, of even smaller amp'itude, makes the sides of 
the composite curve even steeper. 


(2) While the top of the curve still has a few waves, it is much 
nearer the steady value of the square wave than the fundamental sine 
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wave was. Addition of more and more odd harmonics brings the resulting 
wave nearer and nearer to the square wave. The resulting wave becomes 
an exact square wave if an infinite number of odd harmonics is added. 


SQUARE WAVE 
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Figure 42. Composition of a square wave. 


d. Sawtooth wave. Similarly, a sawtooth wave is made up of different 
sine waves (fig. 43). First a second harmonic of smaller amplitude is 
added to the fundamental. The resultant is shown as curve C in figure 
430) and is moved down to figure 43@). It is seen that the crest of the 
resultant is already pushed to one side. Next the third harmonic added. 


41 


il 


The resultant is the curve E in figure 43@) and in figure 43G). The 
peaks are pushed farther to the side. This process is carried on through 
the other sections of figure 43, adding the fourth, fifth, sixth, and seventh 
harmonics in turn. As each harmonic is added, the resultant more nearly 
resembles the sawtooth wave. 





O 
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Figure 43. Composition of a sawtooth wave. 


e. Peaked wave. Figure 44 shows the trend in the composition of a 
peaked wave. Notice how the addition of each successive harmonic makes 
the peak of the resultant higher and the sides steeper. 
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Figure 44. Composition of a peaked wave. 
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f. Other wave shapes. (1) The three preceding examples show how a 
complex periodic wave is composed of a fundamental and different har- 
monics. The shape of the resulting wave depends on the harmonics that 
are present, their relative amplitudes, and relative phase relationship. 
In general, the steeper the sides of the waveshape, that is, the more rapid 
its rise or fall, the more harmonics it contains. 


(2) In addition to the waves discussed previously, in which the 
cycles are divided into two equal alternations, waves that do not have 
definite equal alternations are encountered in radar work. Examples of 
some of these waves are shown in figure 45. Here again, the waves are 
made up of a fundamental and numerous harmonics of different ampli- 
tudes. The general principles outlined previously indicate that the wave 
shown in figure 456) does not have as many harmonics as the wave 
shown in figure 450. 


O E 
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Figure 45. Waves with unequal alternations. 


16. CIRCUIT REQUIREMENTS OF NONSINUSOIDAL WAVES. a. Fre- 
quency response. Since any nonsinusoidal waveshape can be built up of 
many sine waves of various frequencies and amplitudes, it is apparent 
that, if a circuit is to pass a nonsinusoidal wave without changing its 
shape, it must pass all the component frequencies without shifting their 
relative phases and without changing any of their amplitudes. Such a 
circuit is said to have no phase distortion and to be “flat” or have a 
uniform frequency response between the frequencies it is required to 
pass without distortion. Since a perpendicular wave front such as occurs 
with a perfect square wave is composed of a fundamental and an in- 
finite number of harmonics, it is impossible to pass such a wave through 
a circuit consisting of practical circuit elements. 


b: Passing a square wave. Even though it is impossible to design a cir- 
cuit that will pass a perfect square wave without distortion, it is possible 
to design a circuit that has very little phase distortion and a flat fre- 
quency response from a few cycles to several megacycles. Such a circuit 
will pass a square wave with a very small amount of distortion (fig. 
46). The leading and trailing edges of the wave are sloped and rounded 
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so that there is a time of rise and fall. This rise and fall time can be 
made very small in a properly designed circuit. 


INPUT WAVE 


RISE TIME pe A [rar rime»| [«— 


OUTPUT WAVE 


TL- 86945 
Figure 46. Dtstortion of a square wave. 


c. Distortion circuits. In radar applications circuits are sometimes re- 
quired to pass various waveshapes with a minimum of distortion. On the 
other hand circuits are sometimes required to effect great distortion in 
passing a waveform. The behavior of these distortion circuits can best 
be considered in the light of transient phenomena. 


17. R-C TRANSIENTS. a. Resistance. “Ohm’s law for alternating or di- 
rect current states that the voltage across a resistance equals the current 
through it times the value of the resistance. This means that a voltage 
will be developed across a resistance only when current flows through it. 


b. Capacitance. A capacitor is capable of storing or holding a charge 
of electrons. When uncharged, both plates contain the same number 
of free electrons. When charged, one plate contains more free electrons 
than the other. The difference in the number of electrons is a measure 
of the charge on the capacitor. The accumulation of this charge builds 
up a voltage across the terminals of the capacitor, and the charge con- 
tinues to increase until this voltage equals the applied voltage. The 
charge in a capacitor is computed by the formula O: = CE. In This 
formula Q is the charge in coulombs (1 coulomb is the quantity of 
electricity transferred if 1 ampere flows for 1 second), C is the capacity 
in farads, and E is the voltage in volts. Thus, the greater the voltage, 
the greater the charge on a capacitor. Unless a discharge path is pro- 
vided, a perfect capacitor keeps its charge indefinitely, even if the source 
of voltage has been removed. Any practical capacitor, however, has 
some leakage through the dielectric so that the charge will gradually 
leak off. 

c. R-C charging. (1) A voltage divider may be constructed as shown 
in figure 47. Kirchoff's and Ohm’s Laws hold for such a divider. This 
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circuit is commonly known as an R-C circuit and its behavior is dis- 
cussed below. 
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Figure 47. R-C circuit, 


(2) In figure 480) an R-C circuit is shown connected to a d-c volt- 
age source and two switches. If S1 is closed, electrons are attracted from 
the upper plate of the capacitor. This flow of electrons is the current 
ie which charges capacitor C. At the instant current begins to flow, there 
is no voltage on the capacitor; therefore the voltage E across the di- 
vider must appear as the voltage drop across the resistor. The initial cur- 
rent, then, must be equal to E/R. Figure 48@ shows that at the in- 
stant the switch is closed, the entire input voltage, E, appears across R 
and that the voltage across C is Zero. 


(3) The current flowing in the circuit soon charges the capacitor a 
small amount. Since the voltage on the capacitor is proportional to the 
charge on it, a small voltage ee will appear across the capacitor. This 
small voltage is opposite in polarity to, and will subtract from the bat- 
tery voltage. As a result, the voltage across the resistor is E-e. which 
must equal the drop iR across the resistor. Since R is fixed, îe must 
decrease and the capacitor will charge more slowly. 


(4) The charging process continues until the capacitor is fully charged 
and the voltage across it is the battery voltage. At that time, the volt- 
age across R must be zero and no current will flow. F igure 488) shows 
the division of the battery voltage between the resistance and capacitance 
of the divider at all times during the charging process. Theoretically, the 
capacitor is never fully charged, and some voltage will always appear 
across the resistor. However, if 51 is closed a long enough time, the 
steady state condition is reached for all practical purposes. 


d. R-C discharging. In figure 480) if C is fully charged and S1 is 
opened, the condenser voltage e. will be maintained at the battery volt- 
age if C is a perfect capacitor. If S2 is then closed, a discharge current 
ia will flow and start to discharge the capacitor. Since iz is opposite in 
direction to îe, the voltage developed across the resistor will be oppo- 
site in polarity to the charging voltage, but it will have the same magni- 
tude and vary the same way. Since the voltage across the capacitor and 
the voltage drop of the resistor must add to equal zero during the dis- 
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charge, the capacitor voltage is.as shown in figure 48G) dropping off 
from its initial value rapidly and then slowly approaching zero. 
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Figure 48. Charge and discharge of an R-C circuit. 


e. R-C time cohstant. (1) The time required to charge a capacitor to 
63 percent or to discharge it to 37 percent of its final voltage is known 
as the time constant of the circuit. The value of the time constant in 
seconds is equal to the product of the circuit resistance in ohms and 
capacity in farads. R-C is the symbol for this time constant. The time 
constant may also be defined as the time required to charge or discharge 
a capacitor completely if it continues to charge or discharge at its initial 
rate. 

(2) Some useful relations often used in calculating time constants 
are as follows: 

R (in ohms) X C (in farads) = ¢ (in seconds). 


R (in megohms) X C (in microfarads) == t (in seconds ). 


R (in ohms) X C (in microfarads) = ¢ (in microseconds ). 
R (in megohms) X C (in micromicrofarads) = t (in micro- 
seconds ) . 
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f. Universal time constant chart. (1) Since the impressed voltage and 
values of R and C usually will be known, a universal time constant 
chart can be used (fig. 49). This is an accurate graph of the voltage 
rise or fall across the capacitor and across the resistor in a series R-C 
circuit. The time scale is graduated in terms of the R-C product so 
that the curves may be used for any values of R and C. The voltage 
scale is graduated in terms of percent of full voltages so that the curves 
may be used for any voltage. If the time constant and the initial or 
final voltage for the circuit in question are known, the voltages across 
various parts of the circuit can be obtained from the curves for any 
time after the switch is closed, either on charge or discharge. 
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Hest A 
ETT Be Se TA 
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INDUCTOR CURRENT ON AU!LD-yr, 


B.-CAPACITOR VOLTAGE ON DISCHARGE. 
INDUCTOR CURRENT ON DECAY. 
RESISTOR VOLTAGE ON CHARGE OR 
DISCHARGE. 


PERCENT OF FULL VOLTAGE OR CURRENT 
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Figure 49. Universal time constant chart for R-C and R-L circuits. 


(2) An illustrative problem follows to show how these curves may 


be used. 


Example: A circuit is to be made in which a capacitor must charge 
to one-fifth of the charging voltage in 100 microseconds. From other 
considerations, the resistor should be 20,000 ohms. What size of ca- 
pacitor is needed? Curve A is first consulted to determine the part of 
an KC (time) necessary to give one-fifth or 20 percent of full voltage. 
Time necessary = 0.22 RC. If 0.22 RC must equal 100 microseconds, 
one complete RC must equal 100/0.22 = 455 microseconds. 


C X R = 455 X 1078 seconds 
455 X 1076 455 X 1076 
SS Oe Bo - = (). 6 
C R 20,000 0.023 10-6 farads 
= 0.023 microfarads 
in an actual circuit, a 0.02-microfarad capacitor would be used unless 
great precision was absolutely necessary, 
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(3) It is seen from these curves that in RC seconds the charge reaches 
63 percent of full value. Also in 2.3 RC seconds 90 percent of the full ` 
change in voltage is reached. In the next 2.3 RC seconds, or in a total 
of 4.6 RC seconds, 90 percent of the remaining 10 percent change or 
99 percent of the total change is reached. A third 2.3 RC second interval 
later, or after a total of 6.9 RC seconds, 99.9 percent of the change has 
occurred. Theoretically, the capacitor never reaches full charge, but 
after 5 RC seconds more than 99 percent of change in voltage has oc- 
curred, and for most practical purposes this is sufficiently close to full 
change to be considered as such. 


18. R-L TRANSIENTS. a. Inductance. (1) If a battery is connected 
across a pure inductance, the current builds up to its final value at a 
rate which is determined by the battery voltage and the internal re- 
sistance of the battery. The current build-up is gradual because of the 
counter emf generated by the self-inductance of the coil (sec. 11). 
When the current starts to flow, the magnetic lines of force move out, 
cut the turns of wire on the inductor and build up a counter emf which 
opposes that of the battery. This opposition causes a delay in the time 
it takes the current to build up to a steady value. When the battery 
is disconnected, the lines of force collapse, again cutting the turns of 
a inductor and building up an emf which tends to prolong the current 
ow. 


(2) A voltage divider containing inductance and resistance may be 
connected in a circuit with a special switch as shown in figure 500). 
The R-L voltage divider is known as an R-L circuit. 


b. R-L charging. (1) If switch S is closed at X, a voltage appears 
across the divider. A current attempts to flow, but the inductor opposes 
this current by building up a back emf, that, at the initial instant, exactly 
equals the input voltage E. Since no current can flow under this con- 
dition, there is no voltage across the resistor (er = IR). Figure 50@) 
shows all the voltage impressed across L-and no voltage across R at the 
instant the switch is closed at X. | 


(2) As current starts to flow, a voltage, er, appears across R and 
e, reduces by the same amount. Reduced voltage across the inductor 
means a less rapid increase in iv and the resistor voltage increases less 
rapidly. Figure 506) shows that ez finally becomes zero when the cur- 
rent stops increasing while er builds up gradually to the input voltage 
as the charging current rises. Under steady state conditions, only the 
resistor limits the size of the current, 


c. RL discharging. If switch S is closed at Y, the voltage across 
the resistor will try to decrease to zero, but the inductor will resist 
any change of current through it and attempt to maintain the flow. 
Since no voltage is impressed across the voltage divider and at the 
initial instant a voltage E is maintained across the resistor because of 
the action of the inductor, a negative voltage equal to —E must appear 
across L (fig. 50@)). As the discharge current, ia begins to decrease, the 
voltage across the resistor decreases proportionately. Since er + er = 
O at all times, the magnitude of ez will also decrease. This change con- 
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tinues as shown in figure 50@) until the voltages eg and e, are both 
zero and no current is flowing. 


THIS SWITCH IS NEVER . 
OPEN. IT OPENS AT "x" 
AT THE SAME INSTANT 

IT CLOSES AT “y". 














(2) CHARGE @ DISCHARGE 


TL-8948 


Figure 50. Charge and discharge of R-L circuit. 


d. R-L time constant. (1) The significance of the time constant of 
an R-L circuit is the same as that of an R-C circuit. It is defined as 
the time required for the current through an inductor to increase to 63 
percent of the maximum current or to decrease to 37 percent of the 
minimum. The formula is L/R = ¢ and the following expressions are 
often used: 

L (in henrys i 
Finds = t (in seconds) 


L (in microhenrys) |. . 
A t (in microseconds) 


(2) The shapes of the curves for current and voltage in the R-L cir- 
cuit are exactly the same as in the R-C circuit; therefore the universal 
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time constant chart (fig. 49) can be used. Care must be taken in choosing 
the proper curve for the condition being considered, since the voltage 
rise across a capacitor corresponds to the current rise across an induc- 
tor. 

(3) For example, in a series R-L circuit, R = 50,000 ohms and L 
— 150 millihenrys. If the impressed voltage is 50 volts, at what time 
after the voltage is applied will the current be 0.8 milliamperes (ma) ? 


From Ohm’s law, the steady state currents J = > 2 = +5 


amperes = 1 milliampere. The desired current, then, 2E ma = 
m 


cent of the steady state value. Then, from curve A in figure 9, it is 
found that the current in an inductor on build-up reaches 80 percent 
value in 1.6 L/R seconds. The time constant in this case is: 


om L (henrys) _ 150 X 103 

—"R (ohms) 50 X 108 | 
Since the time needed to reach 80 percent value is 1.6 L/R seconds, 
the current will reach 0:3 milliampere in ¡ 
16 X 3 = 4.8 microseconds 


19. A-C TRANSIENT CIRCUITS. a. General. The transient effects of d-c 
circuits have been considered up to this point. If an a-c voltage is sub- 
stituted for the d-c input voltage in the circuits already discussed the 
same principles may be applied in the analysis of the transient be- 
havior. 

b. Relative time. When considering alternating current and voltage 
waves, care must be taken to qualify the use of such terms as “long” 
and “short” time constants. These terms are purely relative with respect 
to the period of the waveshape involved. At 60 cycles a cycle is 166,000 
microseconds long and a time constant of 100 microseconds may be con- 
sidered “short.” At one megacycle, however, where a cycle is 1 micro- 
second long, the same time constant would be very long indeed. In this 
discussion a long time constant will be considered to be 10 times as 
long or longer than the period of the waveshape. Time constants will 
be considered short if one-tenth as long as or less than the period of 
the input waveshape. Intermediate values will be specifically designated 
with respect to the period of the input signal. 

c. Coupling circuits. An R-C coupling circuit is designed to have a 
long time constant with respect to the period of the lowest frequency 
it must pass. Such a circuit is shown in figure 51. If a nonsinusoidal 
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Figure 51. R-C coupling circuit. 


m = 1002 sE 





voltage must pass unchanged through the coupling circuit, the time 
constant of the circuit must be long with respect to the period of the 
lowest f requency contained in the voltage wave. ES 

d. R-C differentiator and integrator. An R-C voltage divider that is 
designed to distort the input voltage waveshape is known as a differ- 
entiator or integrator, depending on the locations of the output taps. 
The output from a differentiator is taken across the resistance while 
the output from an integrator is taken across the capacitor. Such cir- 
cuits will change the shape of any complex alternating-voltage waveshape 
that is impressed on them and this distortion is a function of the value 
of the time constant of the circuit as compared to the period of the 
waveshape. Neither a differentiator nor an integrator can change the 
shape of a pure sine wave. In the following figures, both integrator and 
differentiator outputs are shown, but usually only one output is used 
in practical circuits. A 

e. Sine-wave input. (1) If a 1,000-cycle sine wave voltage that has 
a peak value of 100 volts is applied to an R-C voltage divider with an 
intermediate or short time constant, the sine wave will be shifted in 
phase. Figure 52 illustrates the case in which an intermediate R-C cir- 
cuit is employed. 
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Figure 52. R-C differentiator and integrator action on a sine voltage. 


(2) R is 10,000 ohms and C is 0.1 microfarad, so that the time con- 
stant of the circuit is R X C or 1,000 microseconds. The period of the 


1,000-cycle voltage is 000 second, or 1,000 microseconds. The time 
constant of the circuit is equal to the period of the voltage and the 
output will be distorted in phase and reduced in amplitude. 


52 


(3) A-c voltage divider equations apply to this circuit, and the peak 
voltage across the resistor is found to be 50 volts, and across the con- 
denser 85 volts. Since these are vector quantities, they must be added 
vectorially to obtain the 100-volt input that Kirchoff's Laws require 
(fig. 52@)). This means that a phase difference between the input, dif- 
ferentiator output, and integrator output will exist. Both outputs are 
sine waves as illustrated in figure 526). In the case shown, the differ- 
entiator output en is a sine wave which leads the input voltage by 
about 58° while the integrator output ec is a sine wave which lags the 
input voltage by about 32°. It may be shown, however, that the sum 
of the two outputs at every instant equals the instantaneous input volt- 

ý age. 
f. Square-wave input. (1) If the same circuit (fig. 52) has impressed 
on it a 1,000-cycle square-wave voltage instead of a sine wave, the 
outputs of figure 53@) are obtained. 
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Figure 53. R-C differentiator and integrator action on a square wave. 
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(2) The action of the square wave on this R-C circuit is analogous 
to the d-c transient case discussed in paragraph 3. The square-wave volt- 
age of 200 volts peak-to-peak is placed across the input of the circuit 
and the condenser alternately charges positively and negatively an amount 
determined by the R-C time constant. Since in this case the time constant 
is equal to the period of the square wave, the condenser never fully 
charges during either half-cycle and as a result the integrator output has 
a smaller amplitude than the input. Figure 53@) illustrates the outputs 
of the voltage divider. The two outputs must add at all times to the 
input voltage; consequently the differentiator output must be as shown. 
This output has a maximum amplitude that is greater than the input 
amplitude since the voltage left on the capacitor from the previous half- 
cycle will add with the input voltage. The sum of these two voltages 
will appear as a voltage drop across the resistor at the instant the polarity 
of the input voltage changes. 


(3) Figure 54 shows the effect of different values of time constant 
on the output of the voltage divider, Figure 54@) has a time constant 
equal to one-tenth the period of the input wave. The capacitor has time 
to become fully charged during a half-cycle for all practical purposes. 
Such a circuit when used as a differentiator js often known as a peaker. 
The figure also makes apparent the fact that the peaks produced have 
an amplitude exactly twice the input amplitude. 


(4) Figure 540) shows the effect of a time constant that is 10 times 
as long as the period. The differentiator output is almost the same as 
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Figure 54. Effect of time constant on R-C differentiators and integrators. 
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the input and the integrator output has a very low amplitude. It is 
noticeable that the integrator output is a back-to-back sawtooth of very 
low amplitude. After amplification this sort of increase or decrease of 
voltage is a valuable part of some waveshapes used in radar. 


g. Sawtooth-wave input. (1) If a back-to-back sawtooth voltage is 
applied to an R-C circuit with a time constant one-sixth the period of 
the input voltage, the result is as shown in figure 55. 

(2) The capacitor voltage ec will follow the input voltage very closely 
if the time constant is short. The shorter the time constant, the closer 
it will follow. The result is that the integrator output very closely re- 
sembles the input. The amplitude will be slightly reduced and there will 
be a slight phase lag. 

(3) Since the voltage across the capacitor is increasing at a constant 
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Figure 55. R-C differentiator and integrator action on a sawtooth wave. 


rate, the charging and discharging current will be constant. This means 
the output voltage of the differentiator will be constant during each 
half of the sawtooth input. The resulting square wave is shown in figure 
556). It can be seen that the integrator output adds to the differentiator 
output at every instant to equal the instantaneous input voltage. 

h. Miscellaneous inputs. (1) Various voltage waveforms other ‘than 
those represented above may be applied to short R-C circuits for the 
purpose of producing, across the resistor, an output voltage with an 





amplitude proportional to the rate of change of the input. The shorter 
the R-C time constant is made with respect to the period of the input 
wave, the more nearly the voltage across the capacitor conforms to the 
input. Thus the differentiator output becomes of particular importance in 
very short R-C circuits. 
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Figure 56. Differentiator outputs of short R-C circuits for 


various input voltage waveshapes. 


(2) The differentiator outputs for various types of input waves are 
shown in figure 56. In @ the slope of the trailing edge of the sawtooth 
voltage is greater than that of the leading edge; therefore, the ampli- 
tude of the output voltage e, is greater during this portion of the cycle. 
This same relationship of amplitude of the output voltage e, and the 
co of the input voltage rise or decay is illustrated in both O) 
and (3). ? 
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SECTION IV 
VACUUM TUBES AND APPLICATIONS 





20. ELECTRON EMISSION. a. Thermionic emission. (1) Metallic sub- 
stances are capable of conducting electricity as a result of electrons with- 
in the material which at any given time are not definitely attached to 
any particular molecule. These free electrons are in a state of continu- 
ous motion with a velocity that increases with temperature. At ordi- 
nary atmospheric temperatures the free electrons cannot leave the sur- 
face of the metal because of the existence of attracting forces at the 
surface which are much greater in magnitude than those exerted by 
the electrons themselves. 


(2) In order for the free electrons to escape from the metallic sur- 
face, sufficient energy must be acquired to enable them to overcome the 
attracting surface forces. This energy may be supplied in the form of 
heat, in which case the resulting emission of electrons is called thermi- 
onic emission. The substance from which the electrons escape is called 
the emitter or the cathode. 


(3) The process of electron emission from a solid is very similar to 
the evaporation of vapor from the surface of a liquid. The evaporated 
molecules, in the case of the vapor, represent molecules that have ac- 
quired sufficient energy as a result of the applied heat to overcome the 
forces at the surface of the liquid. The number of such molecules, and 
thus the rate of evaporation, increases rapidly as the temperature is 
raised. In a similar manner the rate at which electrons escape from the 
emitter surface increases as the temperature of the emitter is raised. 


(4) Again, as in the case of the evaporation of a liquid, the rate of 
emission is increased as the emitting surface becomes greater and as 
the pressure becomes less. Thus, when sealed in an evacuated envelope, 
or tube, the heated emitter becomes a practical source of electrons for 
the operation of electronic tubes. 


b. Types of emitters. (1) The high temperatures required to produce 
satisfactory thermionic emission limit the number of substances suit- 
able as emitters to a very few. Of these tungsten, thoriated-tungsten, 
and oxride-coated emitters are the only ones commonly used in vacuum 
tubes. 

(2) Tungsten has great durability as an emitter but requires a large 
amount of power and a high operating temperature for satisfactory emis- 
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sion. Tungsten emitters are operated at temperatures from 2,200° to 
2,350° C. and are used in high-power vacuum tubes where very high 
plate voltages are encountered. 


(3) In thoriated-tungsten emitters the surface of the thoriated tung- 
sten is coated with a layer of thorium one molecule thick. This coating 
results in a greater electron emission at a lower operating temperature, 
approximately 1,650° C., than in the case of pure tungsten. Thoriated- 
tungsten emitters are used in tubes operated at moderate voltages where 
the plate potentials range from 500 to 5,000 volts. 


(4) The oxide-coated emitter consists of a metal such as nickel 
coated with a mixture of barium and strontium oxides over which is 
formed a mono-molecule layer of metallic barium and strontium. The 
actual emission of the electrons is from the surface layer of barium 
and strontium. Oxide-coated emitters have long life and great emission 
efficiency and are used in all heater-type tubes as well as practically all 
other tubes used in radio receivers. They are used satisfactorily at op- 
erating temperatures of from 800° to 900° C. 

c. Heating the emitters. (1) The electron-emitting cathodes of vacu- 
um tubes are heated electrically, either by using the emitter as a 
filament and passing sufficient current through it to maintain the oper- 
ating temperature, or by using the emitter as a cylindrical cathode and 
heating it with an incandescent tungsten filament placed inside the 
cylinder. Tungsten, thoriated-tungsten, and oxide-coated emitters may 
be of the filament type, but heater-type cathodes always use oxide-coated 
emitters. 

(2) Practically all of the power required to maintain the operating 


temperature of the cathode is represented by the heat radiated from the 
cathode. 





TL-2644 


Figure 57, Emitted electrons attracted by positively charged body. 


d. Electron motion. Any isolated, positively charged body in the vi- 
cinity of an electron emitter attracts the electrons. These electrons tend 
ultimately to neutralize the positive charge of the body. The positive 
charge can be maintained, however, if electrons are removed from the 
body as fast as they strike it. For example, this can be done by con- 
necting a source of constant voltage between the positively charged body 
and the emitter (fig. 57). This is the general arrangement of the two- 
element vacuum tube, known as a diode. The charged body, known as 
the plate, usually surrounds the emitter. The whole assembly is en- 
closed in an evacuated glass or metal container, called the envelope. 


e: Electron transit time. The time taken by an electron to pass from 
the cathode to the plate of a vacuum tube is known as the transit time. 
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ge This time represents a negligible part of the period at operating fre- 
= quencies lower than 100 megacycles so that the output plate current ` 
may be assumed to respond instantaneously to changes in electrode volt- 


ages. As the operating frequency is increased above 100 megacycles, 
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F = however, the time in which the electrons travel from cathode to plate ae po $i 
~ may become an appreciable part of a cycle. Thus, a change in the elec- 


ays 


= trode voltages may not affect the plate current instantaneously. This 


- transit time of the electrons, which can be thought of as an inductive 
lag, is an important factor in the behavior of vacuum tubes at ex- 
tremely high frequencies. In certain instances, the transit time can be - E 
_ diminished appreciably by an increase in the voltage of the positive = | 
= collecting electrode. Otherwise the tube must be reduced in size to de- 
= crease the spacing between the electrodes. a> i 





21. DIODES, a. Construction. The simplest type of. vacuum tube is the 
_ diode. It consists of two elements, a cathode and a plate. The method 
= Of heating the cathode may be direct or indirect without affecting the 
Operation of the diode. l 
-~ b. Operation. If a potential difference is produced between the plate 
- terminal and the cathode terminal so that the plate is positive with re- S 

spect to the cathode (fig. 58@)), electrons flow from the cathode to the Se 
plate inside the tube envelope. These electrons return to the cathode via rd 

the plate-battery circuit. This flow of electrons, known as plate cur- 
rent, can be measured by a sensitive ammeter. However, if the plate 
- is made negative with respect to the cathode (fig. 58@)) no plate current 

_ flows, because the emitted electrons are repelled instead of attracted 
. (since likecharges repel). This unidirectional characteristic of the diode 

= permits electrons to flow from the cathode to the plate only when the 
plate is positive with respect to the cathode. 








Figure 58. Action of diode. 






- c. Space charge. (1) The total number of electrons emitted by the 8 
cathode, at a given operating temperature, is always the same regardless Bee 
of the plate voltage. The electrons in the interelectrode space constitute = 
a negative space charge which tends to repel back into the cathode elec- A 
trons just being emitted. At low plate voltages only those electrons near- Bi 
est the plate are attracted to it, constituting a low plate current. How- 
ever, as the plate voltage is increased, greater numbers of the electrons 
are attracted to the plate and correspondingly fewer of those being 

o emitted are repelled back into the cathode. Eventually a high enough 









t 


7608] 2°—47——-5 te | FHF 






+A 






+ 44 sl - IS 4 
. -s 2 i le de bo Vir å E e 





A Pd nae i 
+ oat O RAS $ > Ni a a A 
a * Ar A é $, . EES, ES f 7 ESF ve A a dt Fii 
ae ir ~ ah “he . i of «£ S27 -Aar - > nel TS a -A 
ite iva eG Die I EAER ESE TT 
7. LE y y í y" A A =a} 


a y 
A y 
ns e k 
` od $. 









~ Sa, 


A a 






e v om 
ee * 5 Ww 
5 y A ae LI 









f , 2) a 
Pa: 
SA a 
Eh A 


plate voltage is reached at which all the electrons being emitted are in 
transit to the plate and none is repelled back to the cathode. Any further 
increase in plate voltage can cause no increase in the plate current flow- 
ing through the tube. 


(2) The relation between the plate current in a diode and the plate 
potential for different cathode temperatures is shown in figure 59. At 
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Figure 59. Diode characteristic ip vs. ep. 


high plate voltage the flow of plate current is practically independent 
of the plate voltage but is a function of the cathode temperature. How- 


ever, at lower values of plate voltage, the plate current is controlled by ` 


the voltage at the plate and is independent of the temperature of the 
filament. The portion of the characteristic curve which is dotted is 
representative of tungsten and thoriated-tungsten emitters and the solid 
characteristic is typical of oxide-coated emitters. Thus it is seen that 
. it is unlikely that the plate current in a tube using an oxide cathode will 
ever become entirely independent of the plate voltage. Before the volt- 
age at the plate is made sufficiently positive to produce emission satura- 
tion it is likely that the emitting element would be damaged seriously 


d. Use. Since current can flow in only one direction through a diode, 
one of its applications in radio is as a rectifier. An alternating potential 
applied in series with the circuits of figure 58@ and @) causes a current 
to flow through the resistance load only during alternate half-cycles. The 
flow takes place only when the plate is positive with respect to the emit- 
ter. This unidirectional characteristic of the diode also is used in prin- 
cipie when the tube is used as a detector. 
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22. TRIODES. a. Construction and operation. (1) When a third elec- 
trode, called a control grid or at s placed between the cathode and 
the plate, the vacuum tube is known as a triode. The grid itself does not 
present an obstacle to the electron flow because it is an open helix or 
mesh of fine wires. But a varying potential on this electrode has an 
important controlling effect on the plate-current output of the tube. If 
the grid is made sufficiently negative with respect to the cathode all 
electrons are repelled by it and are forced back to the cathode. No elec- 
trons reach the plate and so the plate current is zero. The smallest nega- 
tive voltage between grid and cathode which causes the tube to cease to 
conduct is called the cut-off bias. 


(2) If the grid is made slightly less negative with respect to the 
cathode some electrons get past the grid and move to the plate, produc- 
ing a small plate current. Further decrease in the negative grid voltage 
allows further increase in plate current. So long as the grid is negative 
with respect to the cathode no electrons are attracted to the grid and no 
current can flow through the grid circuit. Hence under these conditions 
the grid circuit consumes no power. 


(3) At zero grid potential, with respect to the cathode, no retarding 
influence is exerted on the electrons and the action is very similar to 
that of a diode. When the grid is positive an accelerating influence is 
exerted on the electrons and some of them are attracted to the grid 
causing an appreciable grid current to flow. Under these conditions 
power is dissipated in the grid circuit. To’ avoid power consumption 
by the grid circuit, vacuum tubes are generally operated with a grid 
voltage varying in a negative direction from zero with respect to the 
cathode. The effect of variations of grid voltage on the plate current of 
a vacuum-tube circuit is shown in figure 60. 
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© 
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Figure 60. Effect of control grid on plate current. 


b. Amplification. The grid may be considered to act as a valve to 
control the plate current, as the voltage variation on the grid has a much 
greater effect on the plate current than do changes in plate voltage. 
When a resistance or impedance load, R, of figure 60, is placed in 
series in the plate circuit, the voltage drop across it, which is a function 
of the plate current flowing through it, is controlled by the grid voltage. 
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Thus a small change in grid voltage causes a large change in voltage l $: 
across the load. In other words, the grid voltage is amplified in the , 
plate circuit. 


c. Tube characteristics. (1) The characteristics of vacuum tubes with 
cathode, grid, and plate elements involve the relationships between grid 
voltage, plate current, and plate voltage. The measure of the amplifica- 
tion of which a tube is capable is known as its amplification factor, des- 
ignated ¡, and is the ratio of plate-voltage change required for a given 
change in plate current to the grid-voltage change necessary to produce 
the same change in plate current. An e, vs. e, characteristic for a typical 
triode is shown in figure 610). A value of plate voltage ep, is selected 
and the grid voltage e, is adjusted to operate the tube at point A on 
the 20-milliampere curve. The value of ep is raised a specific amount and 
eg is made more negative to hold the plate current at 20 milliamperes 
so that the tube operates at point B. The amplification factor is deter- 
mined by the ratio of the small change in plate voltage, called Aep, to 
the small change in grid voltage, Ae,, and becomes 


Ae 





2 (ip Constant). 


fs 


Aeg 
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Figure 61. -Typical triode characteristics. 


The minus sign simply indicates that the changes in plate voltage and 
grid voltage are in opposite directions. Triodes have amplification fac- 
tors on the order of 20. 


(2) Another important characteristic is the variational or a-c plate 
resistance, designated by rp. It is the ratio, for a constant grid voltage, 
of a small plate-voitage change to the small plate-current change it > 
effects and is expressed in ohms. An ip vs. ep characteristic for a typical 
triode is shown in figure 61@). A grid bias of —2 volts is maintained con- 
stant and the plate voltage is raised from a value which places the op- 
eration of the tube at point A to a value which places the operation at 
point B. The ratio of this small change in plate voltage, designated 
^ep, to the small change in plate current, Aip, which it effects indicates 
the variational plate resistance 

i= o constant) 
Aly 


where Ae, is in volts and Ai, is in amperes, rp is in ohms. 
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(3) A third characteristic used in describing the properties of vac- 
uum tubes is the grid-plate transconductance, designated by gm, and de- 
- fined as the ratio, with plate voltage held constant, of the small change 
of plate current to the small change in grid voltage which causes the 
change of plate current. The transconductance is a rough indication of 
the design merit of the tube and is usually in micromhos. The tp vs. 
e, characteristic for a typical triode is shown in figure 616). The volt- 
age at the plate is held constant at 300 volts and the grid voltage is re- 
duced from the value which places the operation at point A to the value 
which places the operation at point B. The ratio of the resulting small 
change of plate current, Aip, to the small change in grid voltage, Aeg, 
indicates the transconductance. 
Gu = ae (e, constant). > 
Where i, is in amperes and e, is in volts, gm must be divided hy 1,000,- á 
000 to be expressed in micromhos. | 
(4) These tube characteristics are inter-related and depend primar- 
ily upon the tube structure. THis relationship is defined by the expres- 
sion 
= Jm Tp 
where gm is in mhos and rp is in ohms. | 
d. Typical tube problem. (1) As an example of the application of 
tube characteristics the constants of the triode amplifier circuit shown in 


figure 62 may be considered. The plate supply is 300 volts and plate 
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i Figure 62. Triode amplifier circuit. 


load is 8,000 ohms. If the tube is considered to be an open circuit no 
| plate current flows and there is no drop across R,; so the plate is at 
“300 volts. If, on the other hand, the tube is considered to be a short _ 

circuit, maximum possible plate current flows and the full 300-volt drop 
appears across Rz. The piate voltage is zero and the plate current is 
300/8,000 = 37.5 milliamperes. These two extreme conditions define 
the load line on the i, vs. ep characteristic, figure 63@). The grid is 
returned to a steady biasing voltage of —4 volts. 
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(2) The steady or quiescent operation of the tube is determined by 
the intersection of the load line with the —4-volt curve, point Q (fig. 
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SS found that the value of ip with no signal applied to the grid is 12.75 
milliamperes. By projection from point O through the plate-voltage 
axis it is found that the quiescent plate voltage is 198 volts. This leaves 
a drop of 102 volts across Rz which is borne out by the relation 0.01275 
X 8,000 = 102 volts. 


(3) An alternating voltage of 4 volts maximum swing about the 
normal value of —4 volts is applied to the grid of the triode amplifier. 
This signal swings the grid in a positive direction to O volts and in a 
negative direction to —8 volts (fig. 63@)), and establishes the oper- 
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Figure 63. Application of ip vs. e» characteristic to a typical tube problem. 


ating region of the tube along the load line between points A and B. Thus 
the maxima and minima of the plate voltage and current are estab- 

lished. By projection from points A and B through the plate-current 
axis the maximum plate current is found to be 18.25 milliamperes and 
the minimum is 7.5 milliamperes (fig. 63@)). By projections from points 
A and B through the plate-voltage axis the minimum plate voltage swing 
is found to be 154 volts and the maximum is 240 volts (fig. 63@)). 


63@)). By projection from point O through the plate current axis it is _ 
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(4) By this graphical application of the ip vs. ep characteristic of the: 


6SN? triode the operation of the circuit illustrated in figure 62 becomes, 







P 











= apparent. A voltage variation of 8 volts (peak-to-peak) on the grid 

* ie produces a variation of 84 volts at the plate. weer, 5 

e. Polarity inversion. (1) When the signal voltage applied to the grid ae 

ie hos has. its maximum positive instantaneous value the plate current is also 5 ie 

maximum (fig. 63@), and @)). By referring to figure 62 it is seen that 
this maximum plate current flows through the plate load Ky, producing 


a maximum ig drop across it. The lower end of Rz is connected to the e 
positive terminal of Ez and is, therefore, held at a constant value of 300 DO > 
volts. With maximum ig drop across the load, the upper end of Rz is 
at a minimum instantaneous voltage. The plate of the tube is connected AN 
to this end of R, and is at the same minimum instantaneous potential. = 
= (2) This polarity reversal between grid and plate voltages is further 
clarified by a consideration of Kirchoff's law as it applies to series re- 
sistance. The sum of the Jz drops around the plate circuit must at all 





- times equal the supply voltage Es. Thus when the instantaneous volt- oo. 
age drop across R, is maximum the voltage drop across the tube, ep, Ms 
is minimum and their sum is 300 volts. The variations of grid voltage, ER 
= plate current, and plate voltage about their steady state values is illus- 
cae trated in figure 64. 
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Figure 64. Polarity reversal between grid and plate voltages. 
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sing methods, (1) The difference of potential betw 
and cathode is called the grid bias of a vacuum tube. There are three —— 
general methods of providing this bias voltage. In each of these methods 
the purpose is to establish the grid at a potential with respect to the 
cathode which will place the tube in the desired operating condition as 
determined by its characteristics. 
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(2) Grid bias may be obtained from a source of voltage especially _ 
provided for the purpose, as a battery or other d-c power supply. This 


method is illustrated in figure 650), and is known as fixed bias. “yk 
(3) A second biasing method is illustrated in @ which utilizes a as 

cathode resistor across which an iR drop is developed as a result of ai 

plate current flow through it. The cathode of the tube is held at a posi- ` 


tive potential with respect to ground by the ip Ry drop which effectively 
places the grid negative with respect to the cathode by the amount of 
_ the i, Ry drop because the grid is at ground potential. Since the biasing 
voltage depends upon the flow of plate current the tube cannot be held 
in a cut-off condition by means of the cathode bias voltage developed 
across Rx. The value of the cathode resistor is determined by the bias 
required and the plate current which flows at the value of bias, as found 
from the tube characteristic curves. The capacitor Cp is shunted across 
Rx to provide a low-impedance path to ground for the a-c component of 
the plate current which results from an a-c input signal on the grid. If 
Cx is sufficiently large to offer negligible reactance for the lowest fre- 
quency signal placed on the grid, then only the d-c component of the 


plate current flows through Rẹ and the d-c bias voltage remains con- 
stant. 


(4) The third method of providing a biasing voltage is illustrated in 
figure 656), and is called grid-leak bias. During the portion of the in- 
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TL-8961 
Figure 65. Methods of obtaining grid bias. an 


put cycle which causes the grid to be positive with respect to the cathode, 
grid current flows from cathode to grid, charging capacitor Cy. When 
the grid draws current the grid-to-cathode resistance of the tube drops 
from an infinite value to a very low value, on the order of 1,000 ohms, 
making the charging time constant of the capacitor very short. This 
enables Cy to charge up to essentially the full value of the positive input red 

voltage and results in the grid, which is connected to the low potential 
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plate of the capacitor, being held essentially at ground potential. During 
the negative swing of the input signal no grid current flows and the 
discharge path of C, is through R, which has a value on the order of 
he 500,000 ohms. The discharge time constant for C, is, therefore, long 
in comparison to the period of the input signal and only a very small 
part of the charge on C, is lost. Thus, the bias voltage developed by See 
the discharge of C, is substantially constant and the grid is not per- ee 


pe mitted to follow the positive portions of the input signal. Ss 
he g. Distortion. Referring to the characteristic curve shown in figure = = 
a Se 63, when the grid voltage e, variation is within the limits of the straight-  —— | 
a line portion of the characteristic curve, the plate current faithfully re- - ae 
2 produces the grid-voltage waveform. However, if the fixed grid bias is “a 
high, the amplitude of the output waveform is considerably distorted. ME 
The extent of this distortion depends upon the actual biasing point of o 
the tube. The point on the zero axis intersected by the characteristic ió 
curve is commonly known as the cut-off point. An amplifier biased at oF 
cut-off functions much as a diode rectifier, since only alternate half- 08 
cycles are reproduced in the output circuit. When an amplifier is biased = 
well beyond cut-off and is driven with an excessively large input grid Ban 
= voltage, only that part of the grid-voltage waveform extending into the 5 
operating region of the characteristic curve is reproduced (distorted) in E 
je the output. pi 
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Figure: 66. Schematic representation of interelectrode capacitance. 


h. Interelectrode capacitance. (1) Capacitance exists between any two 
| pieces of metal separated by a dielectric. The amount of capacitance de- 
PA pends upon the size of the metal pieces, the distance between them, and 


aa the type of dielectric. The electrodes of a vacuum tube have a similar F 
be characteristic known as the interelectrode capacitance, illustrated schemat- Bis 
FER ically in the triode (fig. 66). The direct capacitances that exist in a triode DN 
Pda are the grid-to-cathode capacitance, the grid-to-plate capacitance, and the  — 
NA plate-to-cathode capacitance. | i | $ 
ES 


san (2) The effective capacitance of a tube, measured when-the electrodes 
are disconnected from a circuit, are not as great as when the electrodes Be 
are connected. This is due to the shunting, effects of the circuit wiring, Gee 
tube bases, and sockets. 7 pet 

(3) Interelectrode capacitance, though very small, has a coupling effect... am 
and often can unbalance a circuit with which it is associated. In this 
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M. pS respect, the grid-to-plate capacitance generally causes the greatest trouble. es 
A At high frequencies the grid-to-plate capacitance can feed back some of 

E the plate voltage in phase with the grid voltage and thus cause undesirable 

es oscillations. This internal feedback can be neutralized by feeding back a 

E voltage of equal magnitude and opposite polarity from the plate to the 


e | grid circuit. Such an external capacitance is known as a neutralizing 











3 $ capacitor. It usually is variable to permit adjustment for precise cancella- 
ES tion of the objectionable internal feedback voltage. 
4 (4) At ultra-high frequencies (uhf), interelectrode capacitance be- 
za comes very objectionable and prevents the use of ordinary vacuum tubes. 
i Special u-h-f tubes are used at such operating frequencies. These tubes 
$ are characterized by very small physical dimensions and closely spaced 
i electrodes and often do not have conventional tube bases. 
S 23. MULTI-ELEMENT TUBES. a. General. Many desirable characteristics 
= can be attained in vacuum tubes by the use of more than one grid. The 
E most common of these are tetrodes, four electrode tubes; and pentodes, 
ae five electrode tubes. Others containing as many as eight electrodes are 
a available for certain applications. 
y b. Tetrodes. (1) The large values of the interelectrode capacitances of 
7 the triode, particularly the plate-to-grid capacitance, impose a serious limi- 
da tation as an amplifier at high frequencies. In order to reduce the plate-to- 
$ grid capacitance a second grid, called a screen grid, is inserted between 
3 grid and plate of the tube, figure 67@, and supplied with a potential 
> PLATE 
$ 
4 SCREEN GRID 
rs SUPPRESSOR GRID | 
7 
op crió CONTROL GRID 
E HEATER HEATER 
= 
y (1) Temone 
À 
3 Figure 67. Schematic diagrams of tetrode and pentode. R 
3 : usually somewhat less positive than that of the plate. The positive voltage 
4 on the screen grid accelerates the electrons moving from the cathode. Some 
; of these electrons strike the screen and produce a screen current which, 
| as a rule, serves no useful purpose. The larger portion, however, pass 
hi through the open-mesh screen grid to the plate. 
s | 
. (2) Because of the presence of the screen grid a variation of plate 
voltage has little effect on the flow of plate current, the control grid on 
4 the other hand retains its control over the plate current. The tetrode has > 
ne high plate resistance and amplification factor ranging up to 800. By proper nr 
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id. design the transconductance can also be made high. A typical family of 
plate characteristic curves of a tetrode is shown in figure 68. 
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Figure 68. Typical ip vs. ep tetrode characteristic. 


(3) The negative slope of the plate characteristics at plate voltages 
lower than the screen voltage,is the result of secondary emission from the 
plate. With the screen voltage fixed, the velocity with which the electrons 
strike the plate increases with the plate voltage. When the electrons strike 
the plate with sufficient force, other loosely held electrons are knocked out 
of the plate material into the space between the plate and screen and, since 
the screen is at a higher positive potential than the plate, are attracted 
to the screen. The flow of these secondary electrons to the screen is in the 
opposite direction to the normal flow from cathode to plate so that the 
plate current is decreased. This reduction of plate current continues until 
the potential of the plate approaches the screen grid potential. Further 
increase in plate voltage causes the secondary electrons to be pulled back 
to the plate and the plate current again increases. The region in which 
plate current decreases as the plate voltage increases is called negative 
resistance because this action is opposite to that encountered in a normal — 

or positive resistor. In the application of tetrodes it is necessary to operate 
the plate at an abnormally high voltage in order to overcome the effects 
of secondary emission. 


c. Pentodes. (1) The addition of a third grid, called the suppressor 
grid, between the plate and the screen eliminates the effect of secondary 
emission of the tetrode. Introduction of the fifth electrode produces a 
pentode (fig. 67@). 1n this tube, the suppressor grid, usually connected 
to the cathode, serves to repel or suppress secondary electrons, driving 
them back into the plate from which they were ejected, and permits a 
smooth rise of plate current from zero up to its saturation point as the 
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Figure 69, Typical i» vs. ep pentode characteristics. 


(2) The pentode can be used to produce an increased power output 
for a given input grid voltage. The amplification factor of pentodes is 
high, ranging from 100 to 1,500. The plate resistance and transconduc- 
tance of pentodes are both fairly high. 


d. Beam-power tubes. A special type of tetrode which functions in the 
manner of a power pentode is called a beam-power tube. Instead of using 
a suppressor grid to control the secondary emission from the plate, this 
tube obtains the same effect by shaping the tube electrodes in such a way 
as to control the space charge near the plate. A beam-forming plate, con- 
nected internally to the cathode, causes a concentration of electrons in the 
vicinity of the plate, thereby producing a region of minimum potential. 
As, long as the plate potential is greater than the minimum potential 
because of the electron concentration, secondary electrons are returned 
to the plate. A beam-power tube operated at the same voltages as a 
normal tetrode provides more power output for a given signal voltage. 
This is accomplished without an increase in internal tube capacitances, 


e. Multi-grid tubes. Vacuum tubes may be constructed with four, five, 
or six grids (fig. 70) in order to obtain certain characteristics. The grids 
may be used to influence the current flow according to additional fre- 
quencies to give equal control from grids excited from separate signal 
sources, or to enable the tube to be controlled by electronic-gain control 
circuits, 
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Figure 70. Multigrid tubes—schematic diagrams, 


f. Multiunit tubes. To reduce the number of tubes in radio circuits the 
electrodes of two or more tubes frequently are placed within one envelope. 
Multi-unit tubes generally are identified according to the single type 
designations of the elements contained, such as duplex-diodes, diode- 
pentodes, diode-triode-pentodes, duplex-diode-triodes, and others. A num- 
ber of these multiunit tubes are shown in figure 71. 
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Figure 71. Multiunit tubes—schematic diagrams. 


24. TUBES OPERATING AT ULTRA-HIGH FREQUENCIES. a. General. 
As the operating frequency is increased, the capacitive reactance between 
1 
2afC 
higher than 100 megacycles the interelectrode capacitance of an ordinary 


vacuum tube bypasses radio frequencies very effectively. The electron 
transit time is about one one-thousandth of a microsecond. Although this 


electrodes in the vacuum tube decreases (x ga ) . At frequencies 
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may seem an insignificant amount of time, it approaches and sometimes 
equals the time of a cycle within the tube, thus causing an undesirable 
shift in phase. 


b. Ordinary tubes. A small number of ordinary vacuum tubes can be 
operated at frequencies higher than 100 megacycles under certain critical 
operating conditions. The most suitable tubes of this type are triodes 
having low interelectrode capacities, close spacing of the electrodes to 
reduce the transit time, a high amplification factor, and a fairly low 
plate resistance. Since some of these requirements are conflicting, tubes 
which strike a happy medium are generally selected. The operation of 
certain ordinary vacuum tubes at extremely high plate voltages is some- 
times permitted in radar circuits to reduce the electron transit time. 


c. Special U-H-F tubes. (1) The amount of interelectrode capacitance, 
the effect of electron transit time, and other - objectionable features of 
‘ordinary vacuum tubes are minimized considerably in the construction 
of special tubes for use at ultra-high frequencies. These u-h-f tubes have 
very small electrodes placed close together and often have no socket base. 
By a reduction in all physical dimensions of a tube by the same scale, 
the interelectrode capacities are decreased without affecting the transcon- 
ductance or the amplification factor. Transit time likewise is reduced, as 
is also the power-handling capacity of a tube of small dimensions. 

(2) The “Acorn” types of vacuum tubes (fig. 72) have been devel- 
oped specially for u-h-f operation and are available as diodes, triodes, 
or r-f pentodes. Acorns are very small physically, have closely spaced 
electrodes, and have no base; the tube connections are brought out to 
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Figure 72. Acorn tubes. 


short wire pins sealed in the glass envelope. An enlarged version of the 
Acorn types is known as the “‘door-knob” tube, which operates at con- 
siderably higher powers and at frequencies as high as 600 megacycles. 


25. GAS-FILLED TUBES. a. General. (1) In the manufacture of the high- 
vacuum tube an attempt is made to remove as much air as possible from 
the envelope. If too much air is present, the characteristics change con- 
siderably and the tube no longer is useful for its original purpose. In 
some cases low-vacuum tubes are designed purposely to contain a gas 
in place of air—usually nitrogen, neon, argon, or mercury vapor. 
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voltages on the electrodes lose control as soon as conduction starts. e 4 


(3) The gas-filled tube normally is capable of conducting much higher $ 
currents than the high-vacuum tube. It also presents a lower impedance Z 
to the external circuit. Three types ot gas-filled tubes are shown in figure Tee 
73. The small dot within the circle indicates that the tube is gas-filled. y 
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Figure 73. Typical gas-filled tubes—schematic diagram. 


b. Electrical conduction in gas tubes. (1) in a gas-filled diode (fig. 
73Q)) the electron stream from the hot cathode encounters gas mole- 
cules on its way to the plate. When an electron collides with a gas mole- 
cule the energy transmitted by the collision may cause the molecule to 
release an electron. This second electron then may join the original 
stream of electrons and may be capable of liberating other electrons. 
This process, which is cumulative, is a form of ionization. The molecule 
which has lost an electron is called an ion. An operating gas-filled tube 
has molecules, ions, and free electrons present within the envelope. The 
free electrons, greatly increased in quantity by the ionization, continue 
to the diode plate. The heavier positive ions drift toward the negative 
cathode and during their journey attract additional electrons from the 
cathode. 


(2) The energy needed to dislodge electrons from the atomic orbits 
and produce the ionization is supplied by means of the voltage between 
the plate and the cathode. There is a certain voltage value for a particu- 
lar gas-filled tube at which ionization begins. When ionization occurs, 
large currents flow at comparatively low voltages. The voltage value at 
which ionization commences is known as the ionization potential, striking 
potential, or firing point. 


(3) After ionization has started, the action maintains itself at a 
voltage considerably lower than the firing point. However, a minimum 
voltage exists which is needed to maintain the ionization. If the voltage 
across the tube falls below this minimum value, the gas de-ionizes and 
the conduction stops. This lower voltage is known as the de-ionizing 
potential or extinction potential. Thus the tube can be used as an elec- 
tronic switch, which closes at a certain voltage permitting current to flow, 
and then opens at some lower voltage blocking the current flow. Such a 
tube has almost infinite resistance in a circuit when the voltage is too 


low for the tube to operate, and yet may have a very low resistance 
when ionized. 
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When a gas-filled tube is placed in an a-c circuit, the in 


voltage rating of the tube should be known. The tube conducts in its 
- normal manner and at a fairly low voltage from a negative cathode to 
the positive plate. But if the voltage polarity is reversed, any ions still 
present tend to move to the plate instead of to the cathode. These ions 
also tend to become neutral by combining with free electrons, but a 
definite amount of time is required to accomplish this. At low frequencies 
there is sufficient time for the neutralization to take place before the 
full reversed voltage is applied. But as the operating frequency is in- 
creased the time available for the ions to combine with the electrons 
becomes less and less. Finally, arc-back (inverse current flow) occurs 
because too many ions remain between the plate and the cathode. Because 
arc-back causes the tube to be a low resistance on both halves of the 
cycle, the power dissipated in the tube in arc-back is greatly increased, 
which will probably destroy the tube. At high frequencies of operation 
this arc-back may occur at a fairly low voltage. Hence the tube is said 
to have a low inverse-voltage rating. 


c. Gas-filled diodes. (1) The neon-glow lamp or neon bulb (fig. 73@) 
is a cold-cathode gas-filled diode. The cathode may have the same shape 
and size as the plate so that the tube can conduct in either direction 
depending only on the applied potential, or the cathode may be larger 
than the plate (fig. 73@)) to permit conduction in only one direction. 
Since the cathode is not heated in tubes of this type, there are no elec- 
trons emitted to help in the ionization process. Therefore, the firing 
potential for a neon-glow tube is higher than that for a tube in which 
a hot cathode is used, and the neon tube is somewhat erratic in that this 
firing potential varies slightly during operation. The passage of current 
through the tube is indicated by a glow which has a varying color de- 
pending on the gases that may be mixed with the neon. The glow is 
found on the negative electrode, or cathode. When an alternating voltage 
is applied to the neon-glow lamp both electrodes are surrounded with 
glow discharge. Since a strong r-f field is able to cause ionization, a 
neon lamp may be used to detect the presence of an r-f field. A glow 
tube may also be used as a voltage regulator because the voltage across 
the tube remains nearly constant over a wide range of current through 
the tube. Additional uses of glow tubes are for the production of light, 
as oscillator, control of current or power, protection of circuits, and as a 
rectifier. | 


(2) Another type of gas-filled diode is designed for use only as a 
rectifier. The gas used is generally mercury vapor. Tubes of this type 
are able to pass much higher currents than high-vacuum tubes because 
the ionization of the mercury vapor makes it unnecessary to rely for 
conduction solely on the electrons omitted from the cathode. The mer- 
cury vapor is formed in these tubes when the small amount of liquid 
mercury within the envelope is vaporized by the hot cathode. It must be 
remembered in operating equipment which uses mercury-vapor rectifiers 
that these tubes are not capable of supplying their rated output until the 
mercury is completely vaporized. Therefore, sufficient time must be 
allowed for the tube to become heated before the plate voltage is applied. 


d. Thyratrons. A gas-filled triode (fig. 73@) or tetrode in which a 
grid is used to control the firing potential is called a thyratron. A small 
starting current is necessary for all gas-filled tubes, but this current is 
- not developed until the ionization point is reached. When the control 
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"grid of a thyratron is made more negative, mo be applied = 
across the tube to produce the required starting current. The variation ESO 

+ in grid bias necessary to produce the starting current and therefore con- 
: duction for various values of plate voltage is shown in figure 74. Points 
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Figure 74. Grid control characteristics of typical thyratron. 


which lie to the right of the curve represent conduction, and for points 
| to the left of the curve the tube is nonconducting. The curve itself shows - 
Ene the critical bias at which conduction begins. However, once the thyratron 
fires, the grid loses control and is not capable of affecting the current 
flow. The uses to which the thyratrons may be put are very numerous = 
because a relatively small tube, such as the FG=57 for which the curve SRN 


in figure 74 is drawn, is capable of controlling a large amount of power. pe 

In radar, thyratrons are used principally in sawtooth generators and in ie 

motor-control circuits. = 
il NE 
e 26. CATHODE-RAY TUBES. Cathode-ray tubes are vacuum tubes of special ge : 
A - construction which permit the visual observation of currents and voltages. 5 
ae A complete discussion of their construction and operation will be found 4 8 
age. in sections VIII and IX, ne 
A 


27. ELECTRON-RAY TUBES. The electron-ray tube or magic eye contains 
two sets of elements, one of which is a triode amplifier and the other a 
cathode-ray indicator. The plate of the triode section is internally con- 
nected to the ray-control electrode (fig. 75@), so that as the plate voltage 
varies in accordance with the applied signal the voltage on the ray-control Ga 
iS electrode also varies. The ray-control electrode is a metal cylinder (fig. 2308 
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= 750) so placed relative to the cathode that it deflects some of the elec- 
e trons emitted from the cathode. The electrons which strike the anode 
pratt: cause it to fluoresce, or give off light, so that the deflection caused by “IE 
iS the ray-control electrode, which prevents electrons from striking part of = 
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$F 7 Re Ai f 
ce E -the anode, produces a wedge-shaped electrical shadow on the fluorescent 
= 7 anode. The size of this shadow is determined by the voltage on the ray- 
control electrode. When this electrode is at the same potential as the 
= fluorescent anode, the shadow disappears; if the ray-control electrode is 
EGR + less positive than the anode, a shadow appears the width of which is 
| TA = proportional to the voltage on the ray-control electrode. Thus, if the tube 
Pos is calibrated, it may be used as a voltmeter where rough measurements 
e: ES suffice. However, the principal uses of the magic eye tube are as a tuning 
== indicator in receiving sets and as the balance indicator in electrical bridge 
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28. RECTIFIER CIRCUITS. a. General. (1) A rectifier is a device by + 
means of which an alternating current is changed into a direct current. ns. 

In general, the magnitude of this direct current is not constant, as it may 
contain a small pulsating component called ripple. A few of the devices 
which perform this rectifying function are electronic tubes, metallic-oxide 
(or dry-contact) rectifiers, crystal rectifiers, electrolytic rectifiers, and 
mechanical rectifiers. Of these, electronic rectifier tubes are by far the 
most important in radar, although use is made of the dry-contact type E 
in some applications. 


(2) The operation of most radio circuits requires that a direct voltage 
be applied to the plate- and screen-grid circuits of the tubes. This d-c 
supply may be obtained from batteries if the total amount of power a 
required is not large. If more power is needed than can be supplied ye’ 
conveniently from batteries, a d-c generator may be used. However, most 
electrical energy now is generated as alternating current, which must 
be rectified for use in radio circuits. Electronic rectifiers, which are ca- 
pable of rectifying very large amounts of power, can supply direct current 
to even the most powerful radio transmitters. 1 


(3) There are two general types of electronic rectifiers. The first type, 
the high-vacuum or “hard” tube rectifier, is used where a small or 
moderate current is needed or where very high voltage must be rectified. 
The second type, the gas-filled and vapor-filled or “soft” tube rectifier, 
is used where a large current is required. fs 

b. Half-wave rectifier. (1) A half-wave rectifier is a device by means. 
of which alternating current is changed into pulsating direct current by 
A using only one-half of each cycle. 


(2) In a diode, electrons are attracted to the plate when it is more 0 
positive than the cathode. When the plate becomes negative relative to 
the cathode, electrons are repelled by it and no electron current can flow 
in the tube. Therefore, a single diode may be used as a half-wave recti- 
fier because a current can flow in the tube during only the half of the - 
cycle when the plate is positive relative to the cathode. s 

(3) Figure 76 shows two simple half-wave rectifier circuits. In @ an ees? 
| alternating voltage supplied by a 115-volt a-c line is applied across the ae = 
qe diode and the load resistor R, which is used to limit the current in the 
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tube during the period of conduction. In @ a transformer is added to 
increase the voltage applied to the tube. By selecting a transformer with 
the proper ratio, a very wide range of voltages can be obtained from a 
rectifier. 


(4) When the applied voltage is positive, the plate of the diode is 
more/positive than the cathode. Electrons, therefore, flow up from ground, 
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Figure 76. Simple half-wave rectifier circuits. 


TL-7719 


through the load resistor, through the tube, and back again to ground 
through the a-c source. At the beginning of the positive half-cycle, a few 
electrons are attracted to the plate. As the plate of the diode becomes 
more positive, the electron flow increases until the maximum value of 
the positive half-cycle is reached. As the voltage decreases, the electron 
flow also decreases until at zero voltage between plate and cathode con- 
duction ceases entirely. No electron current can flow during the negative 
half-cycle. This flow of electrons produces a positive pulse of voltage 
across the load resistor R. 


(5) Since the electron-current flow in the diode and in the load resis- 
tor is always in one direction, the alternating current is changed into a 
pulsating direct current. The waveform of the current in the diode is 
shown at B in figure 760). A current flows in the load during the posi- 
tive half-cycle only. That is why this type of circuit is called a half-wave 
rectifier. 

(6) Because the half-wave rectifier uses only one-half of the input 
wave its efficiency is low, and the direct voltage output is small if a 
current in excess of a few milliamperes is required by the load. These 
disadvantages limit the use of the half-wave rectifier to applications 
which require a very small current drain. The widest application of the 
half-wave rectifier is for the accelerating voltage supply anode of an 
oscilloscope. 


c. Full-wave rectifier. (1) A full-wave rectifier is a device which has 
two or more elements so arranged that the current output flows in the 
same direction during each half-cycle of the alternating-current supply. 


(2) Full-wave rectification may be accomplished by using two diodes 
connected as in figure 77. The cathodes of the two diodes are tied to- 
gether and the junction is tied to one end of the load resistor. The other 
end of the load resistor is tied to the center tap C of the transformer 
secondary. The two halves of the secondary winding, AC and BC, may 
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Figure 77. Full-wave rectifier circuit. 


be a center-tapped winding as shown, or may be separate windings. Some 
way must always be provided to connect the load to a: point midway in 
potential between 4 and B so that equal plate current of each tube may 
flow through the load resistance. 


(3) The part of the secondary winding AC may be considered a 

voltage source which produces a voltage of the shape shown in figure 

770). This voltage is impressed on the tube V} and the load resistor R 

in series. During the half-cycle marked t,, the plate of V4 is positive 

ee i relative to its cathode. Therefore, an electron current flows in the direc- 
Pe - tion shown by the solid arrows. This current causes a voltage drop across 
wer the load resistor R such that the upper end of R is more positive than 
3 the lower end. During this same half-cycle the voltage across BC makes 
the plate Və negative relative to its cathode, as in (2), and this tube is 
nonconducting. A half-cycle later, at to, the voltages on the plates of 
the two tubes are reversed. Və now is conducting, and V4 nonconducting. 
The electron current which passes through Va flows in the direction in- 
dicated by the dotted arrows. This current also produces a positive pulse 
of voltage across the load resistor, as at tg in (5). A comparison of @) 
with @ shows that only one tube is conducting at any given instant. 
The electron current contributed by Və flows through the external cir- 
cuit R in the same direction as the electron current contributed by V4.. 
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(4) Since there are two pulsations of current in: the output for each 
cycle of the applied alternating current, the full-wave rectifier is more 
efficient than the half-wave rectifier, has less ripple effect, and may be 
used for a much wider variety of applications. ` 


d. Bridge rectifier. (1) If four rectifiers are connected as shown in 
figure 78, the circuit is called a bridge rectifier. The input to such a circuit 


is applied to diagonally opposite corners of the network, and the output is 
taken from the remaining two corners. 
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Figure 78. Bridge-rectifier circuit. 


(2) During one-half cycle of the applied alternating voltage (figure 
78@)), point A becomes positive with respect to point B by the amount of 
the voltage induced in the secondary of the transformer. During this time, 
the voltage across AB may be considered to be impressed across a load 
consisting of V, load resistor R, and Vg in series. The voltage applied 
across these tubes makes their plates more positive than their cathodes, and 
an electron current flows in the path indicated by the solid arrows. The 
waveform of this current is shown in © and (5). One-half cycle later, 
V and V3 are nonconducting, and an electron current (fig. 7864) and ©) 
flows through tubes Va and V4 and the load resistor in the direction indi- 
cated by the dotted arrows. The current through the external load R is 
always in the same direction. This current in flowing through R develops 
a voltage of the type shown in @). The bridge rectifier is a full-wave rec- 
tifier since current flows in the load during both halves of a cycle of the 
applied alternating current. 


(3) One advantage of a bridge rectifier over a conventional full-wave 
rectifier is that with a given transformer the bridge circuit produces a 
voltage output nearly twice that of the full-wave circuit. This may be 
shown by assigning values to some of the components in figures 77 and 
78. Assume that the same transformer is used in both figures. The peak 
voltage developed between A and B is 1,000 volts in both figures. In the / 
full-wave circuit in figure 77, the peak voltage from the center tap Cto: ; 
either A or B is 500 volts. Since either V, or V is conducting at any in- 
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stant, the maximum voltage that can be rectified at any instant is 500 
volts. Therefore, the maximum voltage that can be developed across the 
load resistor R is 500 volts, less the small voltage drop across the tube ea 
which is conducting. In the bridge circuit in figure 78, however, the maxi- AS 
mum voltage that can be rectified is the full voltage of the secondary of ey 
the transformer or 1,000 volts. Therefore, the voltage that can be devel- ZA 
oped across the load resistor X is 1,000 volts less the voltage drop across 
the two tubes which are conducting. Thus the full-wave bridge circuit 
produces a higher output voltage than the conventional full-wave rectifier 
does with the same transformer. 


(4) A second advantage of the bridge circuit is that the inverse voltage 
across a tube is half the inverse voltage impressed on a tube in a conven- by: 
tional full-wave rectifier which is designed for the same output voltage. ra 
For example, if the two circuits are to produce the same output voltage, >> 
the transformer secondary in the full-wave rectifier (fig. 77) has to have Be 
a 2,000-volt peak developed across it, while that for the bridge rectifier ay 
(fig. 78) has only a 1,000-volt peak. When Y, in figure 77 is not conduct- es 
ing, its plate is made negative relative to its cathode by a maximum volt- EA 
age of 1,000 volts. This negative voltage is called the inverse peak voltage, 
which is a stress that tends to cause break-down within the tube. In fig- 
ure 78, however, when the tubes Y, and Vo, are not conducting, the maxi- : 
mum inverse voltage applied to the two tubes in series is 1,000 volts. The = 
inverse peak voltage for any one tube then is 500 volts, which is half of A 
the inverse voltage across either tube in figure 77. A 

(5) Vacuum tubes are not used as widely in bridge-rectifier circuits as Bie 
they are in other types of rectifier circuits becausé of the greater number PES 
of tubes required and because three separate filament transformer wind- Fer. 
ings are needed. The filaments of Va and Vs in figure 78 are at the same ae 
potential, but the filament of V4 is at a different potential from either V 4 > 
or Va. The three filament transformers must be well insulated from each 7 
A other and from ground because of the high potentials to which they are mae 
| subjected. EY oa: 

e. Metallic-oxide rectifiers. (1) Certain combinations of thin films of 
metals permit electrons to flow more easily in one direction than in the 
other. At least two combinations show this characteristic sufficiently well 
to warrant their commercial production for use as rectifiers. One com- 
bination is a thin film of copper oxide on a copper plate. The other is an 
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Figure 79. Metallic-oxide rectifier—schematic representation. = A 
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especially prepared film of selenium on a metallic surface such as iron. 
These devices generally are represented by the symbol shown in figure 79. 
The triangular part of the figure may be considered to be an arrowhead 
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which points in the direction in which electrons may pass through the 
rectifier most easily. In the copper-oxide rectifier electrons can pass from 
the copper to the copper oxide, much . more easily than in the opposite 
direction. 

(2) Figure 80 shows a half-wave rectifier in which a metallic-oxide 
rectifier is used instead of a vacuum tube. Electrons flow freely from the 
copper plate to the copper oxide when the copper oxide is more positive 
than the copper plate (at times f, and tg in fig. SOM). At time tə, when 
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Figure 80. Half-wave copper-oxide rectifier. 


the copper is positive relative to the copper oxide, a very small current 
flows, as indicated in @). The voltage output of this circuit is shown in (3). 

(3) Because the copper-oxide film is thin, the copper-oxide rectifier 
cannot withstand a very large voltage. Where moderate voltages must be 
used, several layers of copper and copper oxide are built up into a stack 
(fig. 81). The washer of soft metal, generally lead, is placed between the 
elements to provide uniform pressure between the copper and the copper 
oxide. Because of the low inverse voltage which causes break-down, the 
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Figure 81. Construction of copper-oxide rectifier. 
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ssf A ae E pees ds 5 | e ERST NAR NT. 0 
= copper-oxide rectifier is not used often in the half-wave circuit shown in ER 
- figure 80. + 
(4) Since the bridge-rectifier circuit has a relatively low inverse-peak 
voltage across each rectifying element, this connection generally is used. 
with copper-oxide and selenium rectifiers (fig. 82G)). When the point 4 
is positive relative to point B, sections 1 and 3 conduct, as shown by the 
_ solid arrows. A half-cycle later, when B is positive with respect to 4, 
sections 2 and 4 conduct, as shown by the dotted arrows. The current in 
R is always in the same direction. Figure 82@) shows how the same circuit = 
generally appears physically. ss 
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Figure 82. Copper-oxide full-wave rectifier. a 

(5) A transformer seldom is used to raise the voltage applied to a Ser 
copper-oxide rectifier because of the low inverse-peak voltage rating. The i oe | 

bridge circuit is especially advantageous in this case because it eliminates ae 

the need for a transformer to provide a center tap for full-wave rectifica- eee 

tion, and because it reduces the inverse peak voltage. 2:08 

TE (6) This type of rectifier is particularly suitable for supplying a rela- a 
b> tively large direct current because the rings of copper and copper oxide - ¿0 
may be made large in area, and cooling fins may be employed easily with e 

the stack of washers. The resistance of the selenium rectifier in the Rach 

_ forward or conducting direction is less than that of the copper-oxide JAN 


rectifier. For this reason, the selenium rectifier is somewhat more efficient —__ By 
and can pass a greater current than can a copper-oxide rectifier of simi- A 
lar size. The metallic-oxide rectifiers are used to run small d-c motors, ae. 
to operate relays, to supply bias, and to charge storage batteries. ee 


f. Voltage doubler. (1) A voltage doubler is a circuit in which two ¿9 

a capacitors are charged on alternate half-cycles and are so arranged that gee 
=a : the voltages on the two capacitors add in the output. Such a circuit is me. 
me capable of delivering at the output a voltage which is twice the peak Bee 
mer voltage of the applied alternating voltage. DES. 
Me (2) The conventional voltage doubler is shown in figure 83. When ce 


point Æ on the transformer secondary is more positive than point B, a 20 
voltage is impressed across the tube V} in series with capacitor C,. Since e 
the plate of V4 is more positive than its cathode, electrons are attracted > Sage 
to the plate and flow around the circuit as shown by the solid arrows. 
The source of electrons must be capacitor C,. The electrons which leave - 8 
the upper capacitor plate flow through V, and accumulate on the lower + 
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Figure 83. Conventional voltage doubler. 


During the next half-cycle, since V4 does not conduct, Cy can discharge 

slightly by allowing a few electrons to flow from the lower plate of Cy 

through the resistor R4 to the upper plate of Cı. While C, is discharging ae 
in this way, capacitor Co is being charged by the electron current which CA 
flows through Və. This current flows in the direction shown by the a 
dotted arrows. The output voltage is taken between point O and ground 

and therefore is equal to the sum of the voltages on Cy and Cə which 

is twice the peak voltage developed across the transformer secondary. 


3) The waveforms of the input and output voltages are shown in 
figure 83@ and ©. Since a current flows in V only when the voltage 
across the tube is greater than the voltage across Cı, figure 83G) shows 
that current flows for only a very short time in each cycle. This current 
begins to flow when the input sine wave rises above the voltage on the 

NE capacitor and stops flowing as soon as the sine wave begins to fall away 
EE © from its peak voltage. Similarly figure 83@) shows that tube Və conducts 
A during the half-cycles in which V4 is nonconducting. 

(4) The resistors R and Rə have a very large resistance, generally 
about 5 to 10 megohms each. These resistors are used to allow the charge 
on the capacitors to leak off when the transformer is not energized. 
This is necessary as a safety measure to prevent injury from the high 

voltage after the circuit has been turned off. 


(5) Because the energy delivered to the load must come from dis- 
charging the capacitors Cı and Ca in series, the application of this type 
of circuit is limited to uses where the average load current is small. 
If a large current is drawn, the voltage across C, and Ca falls greatly. 
However, if these capacitors are made large, about 10 microfarads, a - ae 
very large current can be supplied with reasonably good voltage regula- 
tion if the load is on for only a few microseconds at a time. When the 
capacitors are made large, the rectifier tubes are likely to be damaged 
by the excessive peak current that flows during the short period of con- 
duction. To protect the rectifier tubes in such a case, resistors of a few 
fe os ohms resistance are placed in the circuit between XX and FY as 
fig. 83). ps 
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(6) A different form of voltage-doubling circuit is the cascade voltage 
doubler (fig. 84). Assume initially that the tube V3 is disconnected from -) 
the circuit. When end B of the transformer secondary is more positive ie 
than end A, electrons flow from the cathode of V, to the plate. The Bas. 































direction of flow is shown by the dotted arrows. The electrons which flow E 

away from the right-hand plate of C, because of the attraction of the Be F 
positive plate of V4 constitute the current which flows in V4. These same pe: 
electrons accumulate on the left-hand plate of C,. Because the left-hand > 
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Figure 84. Cascade voltage doubler. 
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plate has an excess of electrons and the right-hand plate has a deficiency, 
the right-hand plate is positive relative to the left-hand plate. After a 
few cycles, enough electrons will have been moved around the circuit to Se 
have charged capacitor Cy to the peak value of the sine-wave voltage SE 
output from the secondary of the transformer. ; 


(7) The cathode of V, fluctuates in voltage between zero and twice A 
the peak voltage of the input sine wave. This is caused by the shift in 3 
the axis of the sine-wave voltage which appears at point X (fig. 84@). TAA 
If tube Vo now is connected in the circuit, the voltage between X and 3 | 
ground tends to charge capacitor Ca to the peak voltage existing at point zA 


ee X. This voltage, which is twice the peak voltage existing across AB, —— = 
a causes electrons to flow around the circuit in the direction shown by the ss 
E solid arrows. 38 
say (8) Voltage-doubling circuits are used where it is inconvenient to use 
PA a transformer large enough to supply the high voltage required or where ae 
f it is desired to obtain sufficient plate voltage to operate properly small t 
vacuum tubes from a 115-volt a-c source without using a transformer. nee. 
The voltage regulation in either type of voltage doubler is poor if the ¿2 


average load current exceeds a few milliamperes. 


g. Voltage multiplier. (1) The cascade voltage doubler can be com- 
bined in series with a half-wave rectifier to provide an output which 
is equal to three times the peak voltage of the input. A voltage tripler 
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fi ae 2 of this sort is shown in figure 85. Tubes Vi and Vo comprising thé + 25 
poo cascade voltage doubler, produce across Cy a voltage of 2E, twice the 
= peak voltage E of the applied sine wave. Tube V3, which is a half-wave 
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Figure 85. Voltage-tripler circuit. 
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rectifier, produces across C3 a voltage E equal to the peak voltage of 
the applied sine wave. Since the voltage on Cy adds to the voltage on 
Cy, the output of these two capacitors in series is three times the peak 
voltage of the input sine wave. 


(2) Cascade voltage doublers may be combined in series to provide 
even higher multiplication of the input voltage than is possible with 
the voltage tripler. A quadrupler circuit is shown in figure 86. In this 
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E circuit two cascade voltage doublers are arranged so that they are fed 
E es from a common source and so that their output voltages add in series. 
end Note that the voltage across Cy is equal to the peak of the input volt- 
age, while the voltage across Cə is equal to twice the peak voltage. The aes 
quadrupler can supply only a small current to a load if the output volt- A 
. age is to be maintained at a high level. ae 


(3) The process of adding cascade voltage doublers in series may 

be continued indefinitely. It is not practical to do so, however, because 

a separate filament transformer is required for each tube and each trans- yg 

pas former must be insulated for high voltage. The voltage stress across ` ¿ 

E ` the successive capacitors becomes greater as more multiplication is pro- ; 

= vided, and the possible load current that can be supplied becomes less 
| because of the limitations on the peak-current ratings of the tubes. 





-29. FILTER CIRCUITS. a. General. (1) The output voltage of a recti- 
fier always has the same polarity, but its magnitude fluctuates about 
an average value as the successive pulses of energy are delivered to 
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Figure 87. Average value of a rectifier output. 


the load. In figure 87 the average voltage is shown as the line which 

divides the waveshape so that area 4 equals area B. The fluctuation of 

qe voltage above and below this average value is called ripple. The fre- 
x quency of the main component of the ripple for the full-wave rectifier 
output shown in figure 87 is twice the frequency of the voltage which 
è is being rectified, In the case of a half-wave rectifier the ripple has pk. 

| the same frequency as the input alternating voltage. Thus, if the input as 
voltage is obtained from a 60-cycle-per-second source, the main com- of 

ponent of the ripple in the output of a half-wave rectifier is 60 cycles hs 
per second and in the full-wave rectifier 120 cycles per second. 


(2) The output of any rectifier is composed of a d-c voltage and an 
alternating or ripple voltage. For most applications, the ripple volt- 
age must be reduced to a very low amplitude. The amount of ripple 
that can be tolerated, varies with different applications of vacuum tubes. 


(3) A circuit which eliminates the ripple voltage from the rectifier 
output is called a filter. Filter systems in general are composed of a 
combination of capacitors, inductors, and in some cases resistors. 


b. Capacitance filter. (1) Ripple voltage exists because energy is 
| supplied to the load by a rectifier in pulses. The fluctuations can be re- 
pr duced considerably if some energy can be stored in a capacitor while 

the rectifier is putting out its pulse and allowed to discharge from the 
- capacitor between pulses. 


(2) Figure 880) shows the output of a half-wave rectifier. This 
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pulsating voltage is applied across a filter capacitor C to supply the load 
R. Since the rate of charging C is limited only by the reactance of the 
transformer secondary and the plate resistance of the tube in the rec- 
tifier, the voltage across the capacitor can rise nearly as fast as the 
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Figure 88. Capacitance-filter action. 


half-sine-wave voltage output from the rectifier. The capacitor C, there- 
fore, is charged to the peak voltage of the rectifier within a few cycles. 
The charge on the capacitor represents a storage of energy. When the 
rectifier output drops to zero, the voltage across the capacitor does not 
fall immediately. Instead, the energy stored in the capacitor is discharged 
through the load during the time that the rectifier is not supplying en- 
ergy. The voltage across the capacitor falls off very slowly if a large 
capacitance is used. The amplitude of the ripple therefore is greatly 


decreased (fig. 88@)). 


(3) After the capacitor has been charged, the rectifier does not begin 
to pass current until the output voltage of the rectifier exceeds the voltage 
across the capacitor. Thus, in figure 88@) and @, current begins to flow 
in the rectifier when the rectifier output reaches a voltage equal to the 
capacitor voltage. This occurs at some time ¢; when the voltage has a 
magnitude of E4. Current continues to flow in the rectifier until slightly 
after the peak of the half-sine wave, at time to. At this time the sine-wave 
voltage is falling faster than the capacitor can discharge. A short pulse 
of current which begins at t, and ends at fy is supplied therefore to the 
capacitor by the power supply. 


(4) The average voltage of the rectifier output is shown in figure 
884) and (3). Because the capacitor absorbs energy during the pulse and 
delivers this energy to the load between pulses, the output voltage can 
never fall to zero. Hence, the average voltage of the filtered output is 
greater than that of the unfiltered input, as shown" by figure 886) and 
@). However, if the resistance of the load is small, a heavy current 
is drawn by the load and the average or d-c voltage falls. For this rea- 
son, the simple capacitor filter is not used with rectifiers which must 
supply a large load current. 


€. Inductance filter. (1) Since an inductor resists changes in the 
magnitude of the current flowing through it, an inductor can be placed 
in series with the rectifier output to help to prevent abrupt changes in 
the magnitude of the current. 
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Figure 89. Inductance-filter action. 


in series with the load resistor, the current is modified as shown by the 


solid curves in © and (Y). The modification takes place because the in- 
S ductance of the load tends to prevent the current from building up or 
A from dying down. If the inductance can be ‘made large enough, the 


current becomes nearly constant. 


(3) The inductance prevents the current from ever reaching the = = — 
peak value that is reached without the inductance. Consequently, the | E. 
output voltage does not ever reach the peak value of the applied sine 
wave. Thus a rectifier whose output is filtered by an inductor cannot 
produce as high a voltage as can one whose output is filtered by a ca- 
pacitor. However, the inductance filter permits a larger current drain 
hi without a serious change of output voltage. 


d. Inductance-capacitance filter. (1) The ripple voltage present in a 
rectifier output cannot be eliminated adequately in many cases by either 
the simple capacitor or inductor filter. Much more effective filters can 
be made if both inductors and capacitors are used. The capacitors handle 
the function of storing and releasing energy, while the inductors simul- 
taneously tend to prevent change in the magnitude of the current. The 
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Figure 90. Inductance-capacitance filters. 
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result of these two actions is to remove the ripple from the rectifier 


output and to produce a voltage with a nearly constant magnitude. 


_ (2) Since the output of a rectifier consists of a d-c voltage on which 
is superimposed an alternating or ripple voltage, the function of the 
filter is to remove the alternating component of this complex output. 
However, the relative impedance of the elements of a filter must be 
considered. 


(3) In the circuit of figure 900), the capacitor Cy has infinite im- 


-pedance to the d-c voltage but a very low impedance to the ripple volt- 


age, so that most of the ripple voltage is bypassed by C4. The remain- 
ing ripple voltage at 4 encounters a very high impedance in the inductor 
Lı. What little ripple voltage passes from Æ to B is largely shunted 
to ground by the low impedance of Cy. The result is that the voltage 
at point B has very little ripple. A similar analysis may be made for 
the circuit of figure 90@). 

(4) Inductors which are used in rectifier filter circuits generally are 
called chokes because they serve to choke or stop the passage of the 
ripple voltage into the load. A circuit of the form of figure 90) is 
called a choke-input filter since the input to the circuit passes through 
a choke coil. The circuit in figure 90G) is called a capacitor-input filter 
for a similar reason. | 


(5) When a load is placed on a power supply, the terminal voltage 
generally falls. This fall of voltage, expressed in percent, is called regu- 


lation. A circuit has poor regulation if a large drop occurs in the ter- 


minal voltage when full load is applied. : 
(6) A capacitor-input filter at no load produces a terminal voltage 


which is nearly equal to the peak voltage of the applied alternating 


voltage. As the load is increased, the terminal voltage falls, because 
the current drawn by the load prevents the capacitor from retaining its 
charge. The capacitor-input filter is undesirable for applications which 
require a large current, because the peak current that must flow in the 


tubes to charge the input capacitor may damage the tubes or require 
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Figure 91. Effect of load on terminal voltage of capacitor and 
choke input filters. 


the use of large, expensive tubes. Since the output voltage falls con- 
siderably as the load current is increased, this type of filter is said to 
have relatively poor regulation (fig. 91@). It may be used, however, 
where the load is light or absolutely constant. 
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(7) At no load the output voltage of the choke-input filter is nearly 
equal to the peak voltage of the sine wave applied. This high voltage 
can be obtained because, with no load being drawn, capacitor Cg in 
figure 90@) can be charged to the peak voltage. However, if only a 
small load current is drawn, the output voltage falls sharply to some 
lower value (fig. 91@)). This sharp drop occurs because the inductance 
of Lə prevents a surge of current from charging C3 to the peak voltage, 3 
as happened to Cy in figure 906). However, as the load increases be- pe 
yond the value indicated at A in figure 91, there is very little change in 3 
output voltage, except for the drop that takes place in the resistance of ie 
the two choke coils Ly and Lg. Since the voltage at the output of this 148 
filter changes very little over a wide range of load, this circuit has good : 
regulation. In practice, a fixed load which will draw a current of the 
magnitude A usually is put across the terminals of the filter to prevent 
the large change of voltage which takes place between no load and 4. a, 


e. Resistance-capacitance filter. (1) In some applications a resistor 
may be substituted for an inductor in a filter circuit. Since the filtering 
action of the circuit with the resistor is not as effective as that of an 
inductor, such a filter is used only where some ripple may be tolerated. 

_A resistance-capacitance filter is not used where large load current must 
be supplied because of the excessive voltage drop that takes place across 
the filter resistor. 
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- Figure 92. Resistance-capacitance filter. 


, (2) In figure 92, the capacitor C4 is made large enough to have a 
very low impedance to the ripple frequency: The d-c component of the a 
voltage at A sees an infinite impedance looking into C4, and 50,000 ohms Ry 
looking into R, in series with the load. The d-c component therefore 3 
drives a current through R,. The ripple component of the voltage sees 
se, a very low impedance looking into C4 and a relatively high impedance Se 
= looking into R,. Most of the current produced by the ripple voltage oS 
therefore passes through C4. A little of this current passes through R, E 
and a very small ripple voltage tends to appear at B. However, the E 
capacitor Cy offers a lower impedance to the ripple frequency than 29 
the load does, and-most of the remaining ripple at B is shunted by Co. 


(3) The resistance-capacitance filter is used in oscilloscope power 
supplies. In other applications this type of filter is often used to keep 
the screen grid of a pentode at a constant potential, and as a decoupling 
network to isolate the variations of voltage at the plate of an amplifier. 
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aia f. Effect of frequency. Most power-supply units are designed for op- ws 
ext eration from a-c power lines whose frequency is 60 cycles per second. me Er 
154 However, if the frequency of the input voltage is increased, the recti- PERC 
MERS fi d its fil b 11 ligh he fi | A 
Bas er and its filter can be made smaller and lighter. The filters can become 
ay smaller because, as the frequency is increased, the reactance of a given 
oe capacitor decreases and the reactance of a given inductor increases. 
aa 5 A À 
$9 Therefore, much more effective filtering can be obtained with the same 
1 circuit elements. Similarly, filtering of the same effectiveness as at 60 
pe cycles per second can be obtained with less inductance and capacitance 


BE when the power source is of high frequency. If less inductance can be 
= ~= used in the filter, smaller and lighter choke coils can be used. Another 
E contributing factor is that transformers of the same ratio of transforma- 
| tion and power rating become smaller in size and lighter in weight as 
E the frequency is increased. In order to save weight and space, radio and 

Es radar equipment for aircraft use is often designed for operation from 
zo an 800-cycle-per-second source. 





30. VOLTAGE DIVIDERS. a. General. (1) A resistor almost always is 


EE placed across the output terminals of a rectifier power supply. The name 

as applied to such a resistor depends on its principal use. If it serves the 

4 purpose of bleeding off the charge on the filter capacitors when the ` 
A rectifier is turned off (as in the case of R, and Rə in figure 83), the : 
oe resistor is called a bleeder resistor. If it serves the purpose of apply- y 
a ing a fixed load to a filter circuit to improve the voltage regulation of af 
Pg the power supply (as in the case of Ay in figure 90(2)), it is called 

A, a load resistor. If leads are connected to the resistor at various points 

e to provide a variety of voltages which are less than the terminal volt- 

ae age, the resistor is called a voltage divider. 

“2 3 (2) In general, a resistor placed across the output terminals of a 

a rectifier power supply may fulfill all of these functions. However, if the 


resistor is to be a bleeder resistor only, it usually has a very high re- 
sistance so that it will draw a negligible current from the rectifier. If 
the resistor is to serve as a load resistor, it should be of such a value 
that it will draw approximately 10 percent of the full load current. It 
must be of sufficient wattage rating to dissipate the heat produced by 
the current flowing through it while the circuit is energized. 

b. Circuits. (1) A resistor which is used as a load resistor also may 
be used as a voltage divider because the current flowing through the 
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resistor produces a voltage drop across it equal to the impressed voltage. | 

In figure 93, three similar resistors are connected in series. As long 
as no load is drawn from any terminal except the top or line terminal, 
the voltages across the resistors will divide proportionally to the re- ae 
sistance of each as shown. 





Figure 94. Effect of moving ground point on a voltage divider. 


(2) It is common practice to ground one side of most circuits. There- 
fore ground potential is normally used as a reference for measurement 
of voltages as at point D (fig. 94@). If a rectifier and its filter are 
connected so that no parts of the power supply are grounded, it is pos- 
sible to ground the circuit at any point without affecting the operation 
of the rectifier, providing the insulation of all parts is sufficient to 
withstand the voltage involved. Thus in figure 940), point C is grounded 
and point D becomes negative with respect to ground, Such a circuit 
is frequently used to furnish both plate and bias voltages from the 
same power supply. In (), point A is grounded and all voltages along 
the divider are negative with respect to ground. An important point to 
note, however, is that point A will always be more positive than point B 
so long as the power supply polarity is maintained as shown in the figures. 

(3) It has been assumed in figures 93 and 94 that no load was at- 
tached to the divider except across the line terminals 4 and D and that 
voltages could be measured without drawing appreciable current. As 
soon as a load is attached to the divider at any intermediate terminals, 
the voltage division shown no longer is correct. This is because the re- 
sistance of the attached load forms a parallel circuit with the part of 
the divider across which it is placed, and therefore changes the total 
resistance between the terminals concerned. 

(4) For example, in figure 95 a load of 150,000 ohms (150K) is 
placed across BD and a load of 50,000 ohms (50K) across CD. The 
resistance between C and D is first determined by Ohm’s law for paral- 
| lel resistance (sec. 11), or— 
eg R __ 50K X 50K 

“2 ~ 50K + 50K 
To this is added the series resistance of the middle divider resistor: 
25K + 50K — 75K. The resistance across BD is then found by the 
parallel resistance rule, or— 
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a 75K X 150K 50K 
B > “Been a ee e : 
ae 75K + 150K 
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Figure 95. Efect of loads on voltage division. 
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plus the resistance of the first divider resistor, or: 50K + 50K = 
100K. The total current taken by the divider and its two loads is then 
the available voltage divided by this resistance, or— 


i= 300 volts = 3 milliamperes 
Ss WOK oe 





This current of 3 milliamperes flowing in the first divider resistor, R,, 
produces an IR drop of 50K X 3 milliamperes = 150 volts. Therefore 
when loads No. 1 and No. 2 have the values as shown, this first resistor 
absorbs one-half of the available voltage instead of one-third as in the 
no-load condition of figure 9460. 


(5) The 3-milliampere current divides at B and flows through load 
No. 1 and through Ry. Across load No. 1 there is: 300 volts — 150 


volts = 150 volts. Then the current through load No. 1 is a = 
I milliampere and the current in R, is 3 milliamperes — 1 milliampere 
= 2 milliamperes. The 2 milliamperes flowing in Rə again produce 
an IR drop which is: 50 K X 2 milliamperes = 100 volts. Thus the 
voltage remaining to be applied across CD is: 150 volts — 100 volts 
. = 50 volts. The current in load No. 2 is then ze as = 1 milli- 
aS 50 volts 

Be ampere, leaving 2 milliamperes — 1 milliampere = 1 milliampere to 
E flow through the last divider resistor, R3. As a check, the IR drop 
Be across Rs can be found: 50K X 1 milliampere = 50 volts. Since this 


>: is the same as the voltage previously determined across CD, the value 
ya of current must have been correct. 
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(6) Instead of a voltage of 200 volts at B and 100 volts at C as in 


figure 940), the voltage is now 150 volts at B and 50 volts at C with 
the loads of values as shown in figure 95. Other values of loads will 
give correspondingly different values of voltage at B and C. Thus it 
can be seen that the voltage appearing across the intermediate terminals 
of a voltage divider will divide proportionally to the values of the di- 
vider resistors only as long as no appreciable load drawn is from these 
terminals. Under loaded conditions the voltages at these terminals will 
have various values, depending upon the resistance of the loads. A 
voltage divider must therefore be designed for the particular load con- 
ditions under which it is to operate. | 


31. VOLTAGE REGULATORS. a. General. (1) A device which causes 
the output voltage of a power supply to remain constant, in spite of 
large changes of load current drawn from the power supply or changes 


in the input voltage, is called a voltage regulator. Electronic voltage regu- 


lators most frequently are used with rectifier power supplies. Other types 
of regulators generally are used with rotating machines. 

(2) The regulator which is used to stabilize the output voltage of 
a rectifier usually takes the form of a variable resistance in series with 
the output. This variable resistance and the load resistance form a volt- 
age divider. The variable element is controlled so that the voltage across 
the load is held constant. 

(3) Figure 96 shows.a simple circuit which demonstrates this prin- 
ciple. The variable resistor R and the resistance of the load comprise 
a voltage divider which is connected across the rectifier output termi- 
nals. All the load current passes through R and causes a voltage drop 
across it. If the rectifier output voltage rises, the voltage across the load 
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Figure 96. Fundamental voltage regulator. 


rises in proportion. To counteract this rise, the resistance of R is in- 
creased so that a greater proportion of the available voltage appears 
across R. The voltage across the load therefore is held constant if the 
resistance of R is increased sufficiently to neutralize the increase of 
rectifier output. If the resistance of the load increases, a greater fraction 
of the available voltage appears across the load. Therefore, the resistance 
of R must be increased in order to hold the voltage across the load con- 


stant. 
(4) In the system shown in figure 96, the resistor R must be varied 
manually according to the reading of the voltmeter. If the voltmeter 
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Ba Sek? reading increases, R must be increased; if the voltmeter reading de- 
De i. creases, the resistance of R must be decreased. This same type of action — es, 
lá must take place in all of the voltage regulators that are to be discussed. Agee 
me A The more complicated circuits which follow are more desirable than | 
s this simple circuit because they are more accurate and can respond 
HE more quickly to changes. 
ie (5) All voltage regulators which are discussed in this volume are 
Bik essentially voltage dividers. The variable voltage drop may be supplied 
ES in many ways, but ‘the action of most of the circuits as a whole may 
Ela be explained in terms of the simple circuit shown in figure 96. 
Er b. Amperite voltage regulator. (1) A regulator tube which consists 





JN of an iron wire enclosed in a hydrogen-filled envelope is called an Am- 
perite tube or ballast tube. 












aa (2) An Amperite regulator circuit is shown in figure 97. The re- 

Be sistance of the iron wire in the ballast tube varies as the current through 
te it changes. If the current is large, the wire gets hot and has a high 

A resistance. Thus the variable resistance of the Amperite tube can be 

IR used to compensate for changes in the voltage of the rectifier over a 

<A fairly wide range. If the output voltage tends to increase, more current 
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Figure 97. Amperite regulator circuit. 
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ENS 

A flows through the ballast tube. The resistance of the tube then increases 
=_= and more of the voltage drop takes place across the tube. Therefore, 

ome the voltage across the load remains nearly constant. 
¿[4% (3) The Amperite regulator does not regulate the voltage if the | 
A ve k load changes. If the load increases, more current is drawn from the a, 
VAR power supply and the load voltage falls. In addition, the greater cur- ie l 
E | rent drawn causes the resistance of the Amperite to increase, and the E 
1453 load voltage is made even lower by this additional drop. Sig's 
fee (4) Although the ballast tube may be used in this manner to regu- > 
oa late voltage, it is generally inserted in series with several elements AR 
tS through which it is desired to maintain a constant current. In such 

ts E applications, the resistance of the amperite changes to counteract the | 
pa effect of changing voltage across the circuit. One frequent application | 
ie of this type of regulation is in circuits where the filaments of several 

a tubes are connected in series. l 
ee _ © Glow-tube regulator. (1) In a glow-discharge tube, such as the oe: 
‘Toe neon-glow tube, the voltage across the tube remains constant over a ge 
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= fairly wide range of current through the tube. This property exists 















¿es because the degree of ionization of the gas in the tube varies with the Pe: 
amount of current that the tube conducts. When a large current is <A 
eis passed, the gas is very highly ionized and the internal impedance of a. 
the tube is low. When a small current is passed, the gas is lightly le 
ionized and the internal impedance of the tube is high. Over the op- sie 
erating range of the tube, the product (IR) of. the current through Pe ds 

ae the tube and the internal impedance of the tube is practically constant. A 
Pd (2) A simple glow-tube regulator is shown in figure 98. The load iS 
Z current and the current that flows in the neon-glow tube both pass -A 
; is through the series resistor R. If the supply voltage drops, the voltage Be 
ates across the neon tube tends to drop. Instead, the gas in the neon tube 308 
$ deionizes slightly and less current passes through this tube. The cur- ae 
R a 
E 
Ed FILTERED Eo 
OUTPUT AN 

FROM $ 
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| S 
TL-770 zi 
Figure 98. Glow-tube voltage regulator. E$ ‘ 
| rent in R is decreased by the amount of this current decrease in the Pe | 
tube. Since the current through R is less, the voltage drop across K is less. S 

If the resistor is of the proper value relative to the load and to the A 
glow tube which is used, the voltage across the load is held nearly con- 8 
stant. In any case, the value of R must not be so large that the neon 9 


tube. Since the current through R is less, the voltage drop across R is less. ' 
(3) Glow tubes such as the 874, the VR-75-30, the VR-105-30, and 3 
the VR-150-30 are designed to operate at different useful values of 
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Figure 99. Use of several glow tubes in series to obtain stabilized high voltage. E 
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voltage. The letters “VR” refer to the tube’s function as a voltage a 4 
regulator. The first number indicates the constant terminal voltage for mek 


which the tube is designed. The second number indicates the maximum 
permissible current in milliamperes which can be drawn through the 


tube. 


(4) In applications- where a regulated voltage in excess of the maxi- 
mum rating of one glow tube is required, two or more may be placed 
in series (fig. 99). This permits several regulated voltages with small 
current drains to be obtained from a single rectifier power supply. 


(5) The voltage required to cause ionization of the glow tubes when 
the circuit first is energized is approximately 30 percent greater than 
the operating terminal voltage. The voltage quickly drops to the oper- 
ating value as the tube begins to conduct. In order to maintain stable 
operation, the tubes should be operated within their maximum and 
minimum current ratings. In the case of VR-75-30, VR-105-30, and 
VR-150-30 tubes, a minimum current of 5 milliamperes should flow 
through the tube, and the maximum current should be kept well below 
the rated 30 milliamperes. 


d. Simple vacuum-tube regulator. (1) A vacuum tube may be consid- 
ered as a variable resistance. When the tube is conducting a direct current, 
this resistance is simply the plate-to-cathode voltage divided by the current 
through the tube and is called the d-c plate resistance R,. For a given 
plate voltage the value of R, depends upon the tube current, which in turn 
depends upon the grid bias. 


(2) The variable resistor R of figure 96 can be replaced by a vacuum 
tube (fig. 100) since the vacuum tube is also a variable resistance. The 
effective resistance of V4 in the circuit is established initially by the bias 
on the tube. Assume that the voltage across the load is at the desired 
value. Under this condition, the cathode is positive relative to ground 
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Figure 100. Simple vacuum-tube voltage regulator. 


by some voltage E4. The grid can be made positive relative to ground by a 
voltage Ey which is less than E,. The potentiometer Rə is adjusted until 
the bias, which is E, — Eg, is sufficient to allow Y 1 to pass a current exactly 
equal to the load current. With this bias, the resistance of Y 1 is estab- 
lished at the proper value to reduce the rectifier output voltage to the 
desired load voltage. | 
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3 (3) If the rectifier output voltage increases, the voltage at the cathode — 
of V, tends to increase. As E, increases the bias on the tube increases 
and the effective plate resistance of the tube becomes greater. Conse- 
quently, the voltage across V4 is greater. If the circuit is properly de- 
signed, the increased voltage drop across V4 is approximately equal to the 3 
increase of voltage at the input to the regulator. Thus the load voltage 003 
remains essentially constant. 3 


_ (4) The resistor Ry is used to limit the grid current. This is necessary 
in this particular circuit because the battery is not disconnected when the 


































baie. power is turned off. However, the battery can be eliminated from the ai 
E circuit by the use of a glow tube to supply a fixed bias for the grid of e 
iy the tube (fig. 101). In this circuit, the grid voltage is held constant by E. 
rie the glow tube Və. The action of the circuit is exactly the same as the = 


action of the circuit shown in figure 100. 


(5) The output voltage of the simple voltage regulators shown in fig- 
ures 100 and 101 cannot be absolutely constant. As the rectifier output 
voltage increases, the voltage at the cathode of V4 must rise slightly if 
the regulator is to function. However, if the characteristics of the tube V4 E 
are carefully chosen, the rise of load voltage is not large. ae 
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Figure 101. Simple voltage regulator circuit. 


(6) The voltage regulators of figures 100 and 101 are greatly superior 
to those discussed before, because the amplification of tube V, permits 
operation of the regulator on small variations of load voltage, whether 
the variations are caused by supply-voltage fluctuations or changes in 
load. For example, in figure 101, if the load resistance decreases, the load 
current increases and lowers the voltage E, by the increased voltage drop 
wate in V4. The cathode of V, therefore becomes less positive than before, 
EA and the bias on V, is decreased, since this bias is made up of E1— E2. 
| The decrease in bias lowers the resistance of V4 sufficiently to allow the 
load voltage to rise to normal. The result is that the total resistance across 
the power source is less, but the voltage division is changed to provide 
the desired voltage across the load. 

e. Improved ‘voltage regulator. (1) A very stable voltage regulator can $ 
be made by taking advantagė of the high amplification possible with a 2 
pentode vacuum tube. This voltage regulator (fig. 102) produces an out- 0 
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changes in load over a wide range. 

(2) The output voltage of this regulator is developed across the 
bleeder resistors R3, R4, and R; in parallel with the resistance of the load. 
These resistors make up the resistance of one part of the total voltage 
divider. The other resistance, through which all of the load current must 
flow, is the plate-to-cathode resistance of vacuum tube V4. The other 
elements in the circuit are used to control the resistance of V4 and there- 
by to maintain a constant voltage across the load, 
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Figure 102. Improved voltage regulator. 


(3) The plate voltage of Va is the regulated voltage output of the 
regulator. The potential of the cathode of I’, is held at a constant positive 
value by the glow tube V3. The grid potential of Va is a voltage selected 
by the potentiometer R4. This potentiometer is set so that the grid voltage 
is less positive than the cathode by an amount (the bias) which causes Va 
to pass a certain plate current. This plate current flows through the plate 
load resistance R, and causes a drop across it. The magnitude of the 
voltage across R4 is the bias on tube V4. Therefore, the adjustment of the 
potentiometer R4 establishes the normal resistance of V4. This adjustment 
is used to set the value of load voltage which the regulator is to maintain. 


(4) If the load voltage tends to rise, whether from a decrease in the 
load current or from an increase in the input voltage, the voltage on the 
grid of Və also tends to rise (become less negative), the cathode voltage 
remaining practically constant. Və then conducts more current, because 
the bias is smaller. A greater current flows through R4, which causes a 
greater voltage drop across this resistor. This voltage, which is the bias 
voltage for V4, causes the plate resistance of V, to increase. A larger 
portion of the available voltage appears across the higher resistance of V4, 
and the load voltage remains practically constant. The action is similar if 
the load voltage tends to fall. 


(5) A pentode is used for Vo because of the high amplification pos- 
sible with this type of tube. The use of such a tube makes the output 
voltage much more constant since small variations of load voltage are 
amplified sufficiently to cause operation of the circuit. | 


put voltage which is independent of fluctuations in the a-c supply and 
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connect the glow tube to the B + 








(6) The anode of the glow tube I”, is connected to the cathode of Ve 
and to the regulated voltage output through resistor Rə. It is necessary to 
in this way in order to cause the gas in 
this tube to ionize when the power supply is first turned on. 


(7) All of the load current must pass through V4. For this reason, this 
tube must be capable of passing a large current. In some regulators a 
single tube does not have sufficient capacity to pass the required current. 
In such cases, several identical tubes may be put in parallel. 


(8) The regulator shown in figure 102 is used very widely to stabilize 
the output voltage of rectifier power supplies. Because of its excellent 
sensitivity to small changes of input voltage, this regulator is very effective 
in removing ripple from the output of rectifier power supplies. The regu- 
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lator, then, serves also to filter the output of a rectifier, although the 
conventional filter systems usually are used in connection with a regulator. 
(9) Figure 103 is a complete rectifier-power-supply circuit, showing 
the power transformer, the rectifier tube, the filter circuit, the voltage 
divider, and the voltage regulator. The figure summarizes much of the 
foregoing power supply discussion. 
f. Voltage stabilizer. (1) A circuit which is designed to remove from a 
rectifier output the fluctuations that may occur in an a-c line is called a 
stabilizer. It differs from a regulator in that it does not control the aver- 
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Figure 104. Voltage-stabilizer circuit. 


age value of the output voltage, but it does remove the a-c components 
superimposed on the direct voltage. 


(2) One type of voltage stabilizer is shown in figure 104. Slow changes 
- in the rectifier output voltage do not affect this circuit because such 
voltages cannot pass through the coupling capacitor C,. However, ripple 
voltages and transient voltages are coupled to the grid of Vy. If the 
transient attempts to raise the rectifier output voltage, the grid of V, is 
driven in a positive direction, causing V4 to pass a larger current. The 
increased drop across the plate load resistor caused by the increased plate 
current cancels the rise of voltage caused by the transient. Thus, the 
voltage remains relatively constant. In the same way, a negative swing 
of input voltage reduces the current flowing in V; and in Rj, thereby 
stabilizing the output voltage of this circuit. 

(3) If the amplification of the tube is 1, a 10-volt rise at the grid 
causes a 10-volt drop at the plate. This property makes this circuit very 
useful in applications where the a-c supply. voltage is likely to fluctuate 
badly, or where it is impractical to include an adequate filter to eliminate 
ripple from the output. | 


32. ELECTRONIC INVERTER CIRCUITS. a. General. A circuit which con- 
verts a direct voltage to an alternating voltage is called an inverter. Such 
circuits are used in applications where the primary source of power is 
direct current. Because a direct voltage cannot be changed by transformer 
action, 1t is convenient to convert the d-c supply to alternating current so 
that the a-c output from the inverter then may be applied to transformers 
to supply any desired voltage. | 


b. Principles of operation. (1) An inverter circuit is fundamentally an 
oscillator capable of delivering relatively large amounts of power. One 
possible circuit is shown in figure 105. 
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(2) When the d-c voltage is first applied, the electron. flow is approxi- 

mately equal through both branches of a parallel circuit formed by tubes 
V, and V, in series with corresponding halves of the primary Tə. The 
voltage across the halves of this primary will then be equal and opposite 
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Figure 105. Inverter circuit. 


and no voltage will appear across C3. However, any slight transient or © | 
inequality of current creates a slight voltage across C3 and also across the oe 
„series circuit comprising C4, the primary of T4, and Cə. This small voltage 
induces a voltage across the secondary of T4, which is applied to the grids 


of V, and Va. Vy and Va amplify the small voltage and apply the ampli- “tt 
fied voltage to Cg in the proper phase to add to the original unbalance. ee 
=- (3) The process repeats until one of the tubes reaches saturation and yas 
the other is cut off. At this instant, the voltage across C and the primary ‘at 
of Tə is maximum. C3 and the primary of Ta form a parallel resonant 308 
circuit and the discharge of C3 through the primary of Ty produces oscil- a 
lations in the resonant circuit at a frequency which is determined by the a 


value of C3 and the effective inductance of the primary of Tə. These 
oscillations induce an alternating voltage of the same frequency in the 


secondary of Tə. This is the output of the inverter. The energy coupled - 
out of the resonant circuit by the secondary of Tə must be supplied (cae 
through V and Va from the d-c source. Energy is also lost in the resis- ¿E 
re tance of the transformer windings and the wiring resistance. This energy = 
A = 7 must also be supplied from the d-c source. This is accomplished by coup- Ee: 
I ling some of the resonant circuit voltage to the grids of Y, and Vo 08 
ee through C1, T1, and Cy. The voltage is fed back in the proper phase to Be 
r$ cause Y, and Vo to conduct every alternate half cycle so that the direct- Bars 


current input is fed to the resonant circuit at just the right moment to add 
to the instantaneous oscillating energy. For example, suppose the energy ee 
in the resonant circuit is charging C3 positive. The changing voltage is me: 
impressed across the primary of T, and its secondary is connected so that + 
-the voltage is a negative-going voltage on the grid of V} and a positive- 
going voltage on the grid of Və. Vy conducts less and Və conducts 
more, Therefore the plate of V4 is made more positive and the plate of Və 
more negative. The d-c source thus is connected to C3 to aid the charging 
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of C3 by sities energy at the instant it is dé beitig pee ee the ay 
in the resonant circuit. When this energy is next discharged into the 
_ primary of Tə, it is available as output energy at the secondary of Tə. aa 
- The energy supplied by the direct-current input will be largely determined © 
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by the energy drawn from the alternating-current output. The output of E 
~ this inverter is very nearly a sine wave as a result of the parallel resonant — nE 
~ properties of the circuit. : Halts 
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SECTION VI 
AMPLIFIER AND OSCILLATOR CIRCUITS 





33. CLASSIFICATION OF AMPLIFIERS. a. General. An amplifier is a de- 
vice consisting of one or more vacuum tubes and associated circuits, em- 
ployed to increase the strength of a signal. A small input voltage, applied 
between the grid and cathode of a triode, is very effective in controlling 
the flow of current from a local battery in the plate circuit. Vacuum-tube 
grid-voltage changes are p (mu) times as effective as plate-voltage 
changes in changing the plate current, where p is the amplification factor 
of the tube. In practical operation, however, certain input and output 
circuits must be used in conjunction with the tube. The gain per stage of 
the resistance-capacitance-coupled amplifier is always less than u, whereas 
the gain of a stage of transformer-coupled amplifier may be greater or 
less than y, according to the step-up or step-down ratios of the trans- 
formers. The output waveshape of an amplifier may or may not be dis- 
torted. If the amplifier is designed to produce distortion, the output 
waveshape is not similar to the input but may be varied according to its 
intended purpose. 

b. According to use. (1) When classed according to the type of service, 
amplifiers are divided into two general groups: voltage amplifiers and 
power amplifiers. A voltage amplifier is concerned primarily with the 
ratio of the alternating output voltage derived from the plate circuit to 
the alternating input voltage applied to the grid circuit rather than with 
the power which may be taken from the output circuit. The load resis- 
tance for voltage amplification must be high to develop a large voltage 
across its terminals. 


(2) A power amplifier is designed to deliver power to the load circuit 
while the voltage amplification remains incidental. The ratio of output 
power to a-c power consumed in the grid circuit (driving power) is called 
the power amplification of the circuit. The load impedance for power 
amplification is selected either to give maximum power with minimum 
distortion or to give a desired value of plate efficiency. Plate efficiency is 
the ratio of output power to d-c input power to the plate (plate current 
times plate voltage). Plate efficiency is generally low in amplifiers designed 
primarily for minimum distortion, but may be quite high where distortion 
is permissible. 

c. According to bias. Amplifiers are divided into groups according to 
the work they are intended to perform, as related to the operating condi- 





105 


A E SF 2 Sy 
Sa av y 





* + M a T e s "E »: -= 4 Oa a a pe A T le 
4 a > > ae th 5 < di A p 
ak "E. y . 5 A A a A gt È ç a VEE Ta A 2 e) s , 
4 coll [ ee o ad < X pa » y Pies E E = wee 
+ ek Ment i Ai yui A a è; e k Aig A ss y Onis 


“2 y ar + o e +”, ` >) ¿a A aN fa £ y 
a EA e ` Te = Pm A ae 2 | de o oe t > g N ró I-30 SETA Hard z$ 
TTA Fort E nt Es Pee E 0 a oat >! E” Pie tua IO i” YO a? ae. drai d a ee A ee ERS 
A q y # ET, A ed fy 3) Ys. e z pe. e À ‘ AS ee] KARA i Ap r y Á 
y y > 4 C a d + . y . . = 
A“ 


Tie ES 
a ee 


tions necessary to accomplish the purpose. This grouping is made accord- 
ing to the portion of the cycle during which plate current flows as con- 
trolled by the bias on the grid. 


(1) In Class A, the grid bias and alternating grid voltages are such 
that plate current in a specific tube flows throughout the entire electrical 
cycle. The chief characteristics are minimum distortion, low power output 
for a given size of tube, and a high power-amplification ratio. The plate 
efficiency is relatively low (20 to 35 percent). 


(2) In Class B, the grid bias is approximately equal to the cut-off value 
so that the plate current is approximately zero when no exciting gritl 
voltage is applied, and so that the plate current in a specific tube flows 
for approximately one-half of each cycle when an alternating grid voltage 
is applied. Class B amplifiers are characterized by medium power output, 
medium plate efficiency (50 to 60 percent), and a moderate ratio of power 
amplification. Since the alternating component of the plate current is 
proportional to the amplitude of the exciting grid voltage, the power out- 


put is proportional to the square of the exciting grid voltage. 


_ (3) In Class AB, the grid bias and alternating grid voltages are such 
that plate current in a specific tube flows for appreciably more than half 
but less than the entire electrical cycle. The advantages of these amplifiers 
are low distortion at moderate signal levels and medium efficiency at 


high levels. 


(4) In Class C, the grid bias is appreciably greater than the cut-off 
value so that plate current in each tube is zero when no alternating grid 
voltage is applied, and so that plate current flows in a specific tube for 
appreciably less than one-half of each cycle when an alternating grid 
voltage is applied. Since the alternating component of the plate current is 
directly proportional to the plate voltage, the output power is proportional 
to the square of the plate voltage. Other characteristics inherent in Class C 
operation are high plate efficiency (70 to 75 percent), high power output, 
and low power-amplification ratio. 


d. According to frequency response. Vacuum-tube amplifiers may be 
classified further according to the frequency range over which they 
operate. These ranges, in general are audio-frequency (a-f), intermediate- 
frequency (i-f), radio-frequency (r-f), and video-frequency (or pulse) 
amplifiers. Audio-frequency amplifiers may be transformer-coupled, im- 
pedance-coupled, or resistance-coupled. Video-frequency amplifiers are 
usually resistance-coupled amplifiers but their gain characteristics must 
be flat over a very wide frequency range. Intermediate- and radio-fre- 
quency amplifiers are designed ordinarily for tuned-circuit coupling, al- 
though in actual operation they may resemble either the transformer- 
coupled or the impedance-coupled circuit. 


34. DISTORTION IN AMPLIFIERS. a. General. Three types of distortion 
that may occur in amplifiers are frequency distortion, phase distortion, 
and amplitude or nonlinear distortion. In radar, distortion is frequently 
desirable in circuits which are used to produce the several special wave- 
shapes that are necessary. On the other hand, certain amplifiers used in 
radar are designed to have much less distortion of all three types than is 
permissible in radio. 


b. Frequency distortion. Distortion that occurs when some frequency 
components of a-signal are amplified more than others is known as fre- 
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quency distortion. Figure 106 illustrates frequency distortion of a signal 
consisting of a fundamental and a third harmonic. After passing through 
a two-stage amplifier which introduces frequency distortion, only the 
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Figure 106. Frequency distortion. 


Si: fundamental has been amplified and the third harmonic component does pe 
ot appear in the output. Frequency distortion may occur at tow frequen- ae 
ris cies if the coupling capacitor between stages is too small, and therefore . } 
k presents a high series impedance to the low-frequency components of a _ 0 
signal. Distortion also occurs at high frequencies as a result of the shunt- A 
- ing effect of the distributed capacitances in the circuit. Ways of reducing y 


the effects of frequency distortion will be discussed in the study of video 8 
amplifiers. Se 


c. Phase distortion. In figure 107 an input signal consisting of a funda- 
mental and a third harmonic is passed through a two-stage amplifier. 
Although the amplitudes of both components are increased by identical ee. 
ratios, the output waveshape is considerably different from the input aS 
because the phase of the third harmonic has been shifted with respect a 
oe to the fundamental. This is known as phase distortion, and it is caused 
ES principally by the coupling circuits between the stages of the amplifier. po 

rt Most. coupling circuits shift the phase of a sine wave, but this has no ¡TA 
effect on the shape of the output. However, when more complex wave- 
l shapes are amplified, each component frequency of the waveshape ma 
be shifted by different amounts so that the output is not a faithful repre- 
ak sentation of the input waveshape. Special coupling circuits used in video 
amplifiers minimize phase distortion. 
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d. Amplitude distortion. If a signal is passed through a vacuum tube 


that is operating on any nonlinear part of its characteristic, amplitude 


` > 
Ad» 


ot 
2 e 
a wv 
r 7 
1 


TL-8990 
Figure 108. Amplitude distortion. 
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distortion will occur. In this region any change in grid voltage does not 
result in a change in plate current which is directly proportional to the 
change in grid voltage. For example, if an amplifier is overdriven by 
applying a signal that drives the tube to cut off and to plate-current satura- 

























tion, the resultant signal (fig. 108) is distorted in amplitude, since the 0 
tube operates over a nonlinear portion of its characteristic. Below cut-off, es: 
ie no matter how far the grid goes negative, the current through the tube 3 
is zero; and beyond plate-current saturation, no matter how far positive - 
the grid is driven, no increase of plate current is possible. Amplitude dis- de 


tortion can be avoided by operating amplifier tubes well within the E 
linear region of their characteristics. Such operation is called Class A. Ss 


35. COUPLING METHODS. a. General. A single stage of voltage or Pe 
power amplification normally is not sufficient for radio or radar applica- a 
tions. To obtain greater gain, several stages must be connected together. Sal 
Since the output of one stage becomes the input of the next in a continuous E 
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i rae Figure 109. Cascade amplifier—schematic arrangement. tS; w 
eps at 

> flow through the series of stages, this arrangement is called a cascade SN 

‘ amplifier (fig. 109). A cascade amplifier is designated by the type of aoe 

. coupling used from one tube to the next. There are a number of methods ae 

each having certain advantages and disadvantages. The choice of method Se 
depends upon the needs of the particular circuit. The basic methods are: Eo 


(1) Resistance-capacitance coupling. 
k (2) Impedance coupling. 
(3) Transformer coupling. 
(4) Direct coupling. 





C) ACTUAL CIRCUIT (2) EQUIVALENT CIRCUIT 
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Figure 110. Equivalent circuit of vacuum-tube amplifier. ; 
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b. Equivalent circuit of vacuum-tube amplifier. (1) The variations pro- 
duced in the plate current of a vacuum tube by the application of a signal 
voltage to the control grid are exactly the same variations that would be 
produced in the plate current by a generator developing a voltage of 
— peg acting inside the tube in a circuit consisting of the tube plate resis- 
tance in series with the load impedance. The effect on the plate current of 
applying a signal voltage eg to the grid is therefore exactly as though the 
plate-cathode circuit were a generator developing a voltage —peg and 
having an internal resistance equal to the plate resistance of the tube. 


Thus the amplifier circuit of figure 1104) can be represented by the- 


equivalent circuit of figure 1106). The minus sign on the equivalent gen- 
erator voltage is used only to indicate that this voltage is of opposite 
polarity to the signal voltage eg, as explained in paragraph 22e. 
(2) Application of Kirchoff's laws to this simple series circuit shows 
that the plate current which flows is 
gg re ake oss, Rae 
j E Vp Sf? £ L 
This current must flow through the load impedance, so that the output 
voltage of the amplifier may readily be shown to be 


—pegZr, 
Yo + Zi 


It is apparent from this expression that the output voltage of an amplifier 
is not simply y times the applied signal. Since any vacuum tube has inter- 
nal resistance, called plate resistance, only a portion of the equivalent 
generator voltage is available across the external load. It is very often 
useful to consider that the plate resistance and the load impedance make 
up a voltage divider across which the voltage generated within the tube 
is applied. 


Output voltage = ip, = 


(3) The equivalent circuit of the amplifier gives only those currents 
and voltage drops that are produced as a result of the application of a 
signal voltage on the amplifier grid. The actual currents and potentials 
existing in the plate circuit are the sum of the currents and potentials 
developed in the equivalent circuit and those existing in the amplifier 
when'no signal is applied. Since the steady values that are present when 
no signal is applied are of no particular interest so far as the performance 
of the amplifier is concerned, it is usually unnecessary to superimpose 
them on the results calculated on the basis of the equivalent circuit. In 
particular, when the signal applied to the grid is an alternating voltage, 
as is usually the case,.the equivalent circuit gives directly the alternating 
currents produced in the plate circuit by the signal voltage, which are the 
currents superimposed on the direct-current quantities present when no 
signal is applied. ; 


(4) The equivalent circuit gives the exact performance of the vacuum- 


tube amplifier to the extent that the plate resistance rp and the amplifica- 


tion factor », which are used in setting up the equivalent circuit, are 
constant over the range of variations produced in control-grid and plate 
voltages by the signal voltage. Hence, when the signal is small, the equiva- 
lent circuit is almost exactly correct because the changes produced by the 
signal are so small that the tube constants are substantially constant. As 
the signal voltage increases, the error involved in the equivalent circuit 
becomes larger. To obtain the exact behavior, the equivalent circuit must 
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7: be modified to take into account the effects induced: aes the variation 
in the circuit constants. 

c. Resistance-capacitance coupling. (1) One of the most widely used 
methods of connecting amplifier stages is resistance-capacitance coup- 
ling. These amplifiers are characterized by their relative cheapness, 
good fidelity over comparatively wide frequency ranges, freedom from 
picking up undesired currents from the a-c heater leads, and special 
suitability to pentodes and high y triodes. Typical circuits of triode 
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and pentode amplifiers are shown in figure 111, together with the names 8 
of the various circuit elements. y 
ee 
F t AS es 
| ee 
aa c4 Se 
> R3 
¿SE NPUT R2 c2 4 c3 R5 OUTPUT 
eae. $ 
js — En 
o ne © 
(1) TRIODE AMPLIFIER CIRCUIT 
ae : 
ei su 
a coe E ze 
4 z Cl de =. 
a K Re <R3 
c2 |c5 
A RI R2 R6 
BAD INPUT C3 R4 OUTPUT 
| — > 
y + 
(2) PENTODE AMPLIFIER CIRCUIT. 
S Ri= GRID-LEAK RESISTOR Cl=INPUT COUPLING CAPACITOR 
ds R2=CATHODE BIAS RESISTOR C2=CATHODE BYPASS CAPACITOR 
R3=PLATE LOAD RESISTOR C3=PLATE SUPPLY BYPASS CAPACITOR 
+ RA=PLATE DECOUPLING RESISTOR C4=OUTPUT COUPLING CAPACITOR ' E 
~ R5=SECOND STAGE GRID RESISTOR  C5=SCREEN BYPASS CAPACITOR ¿3 
E R6=SCREEN DROPPING RESISTOR a eg oe 






Figure 111. Typical resistance-capacitance-coupled amplifier. 
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13% (2) The d-c grid circuit includes G, R,, Ro, and K. The a-c grid 


circuit includes G, Ri, Cə and K. The d-c screen circuit includes Se, Re, 
Ra, Es, Ro and K. The a-c screen circuit includes S.,C5, Co, and K. 
The d-c plate circuit includes P, R3, R4, Ez, R2, and K. The a-c plate 
circuit includes P, Rs, C3, Co, and K. . 


(3) In order that the voltage gain be large, the plate resistor should 
Se have as high a value as possible. The higher its value, however, the = 
ee Pe greater the voltage drop across it and the lower the voltage between > 
AN plate and cathode of the tube. There is a practical limit beyond which 

re the load resistor cannot be raised since the plate current flowing through 





a ea this resistor causes a voltage drop across it which must be subtracted 
ia from the available plate-supply voltage. If the plate-load resistor is 
BEE too large, the -voltage available at the plate of the tube becomes too 


A low for proper operation of the circuit It then becomes necessary 
E either to reduce the value of the plate-load resistor or to increase the 
e plate-supply voltage. Figure 112 shows the d-c voltage distribution in 
the plate circuit of a tube. 
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Figure 112. Plate-circuit voltage distribution. 


(4) The screen resistor is of such value that subtraction of the 
voltage drop across it due to the screen current leaves the correct volt- 
age for the screen. The value of the cathode resistor is determined by 
the biasing voltage needed for the grid of the tube. 


ES (5) The decoupling or filter circuit C3, Ra, (fig. 111) is used to 
a keep the alternating current out of the power supply by bypassing it Se 
through C3 and offering as high a resistance in R, as practicable for | 
the B supply available. The cathode bypass capacitor Cy must have as 
low a reactance as possible in comparison to the resistor Ro for the fre- a 
quencies to be amplified. E + 

(6) A typical frequency-response curve for an R-C-coupled audio 
amplifier is shown in figure 113. It is seen that amplification is poor for 
the lower and higher frequencies, The amplification at high frequencies 
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Ep “falls off because of the shunting across the plate load resistor of the 
as output capacitance Co of one stage, the input capacitance of C; of the 
a succeeding stage, and the distributed capacitance Cp of the coupling net- 
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Figure 113. Variation of amplification with frequency in an R-C 3 3 
coupled amplifier for different values of plate-loading resistance. ATA 
work. The reduced gain at low frequencies is caused by the loss of aE 
voltage across the coupling capacitor. These capacitances are shown in ay. 


ee the actual circuit (fig. 114@)) and the equivalent circuit (fig. 1140)) 
ie of an R-C-coupled amplifier. - . 





A (7) Figure 1140) is known as the equivalent circuit of figure 1140. 8 

Be By substituting the tube and its biasing circuits for their a-c equiva- 5% 

lents, alternating current calculations can be made by applying Kir- = 

choff’s and Ohm’s laws. The a-c equivalent of the tube and its bias 

is a voltage equal to wee in series with a resistance rp, the plate re- ae 

sistance of the tube. - 5 
: Go 
5 | 
his i i 
Aa R ' 

R “109 * 10, ; 
> es ae 
Ta Cin "084! 
: | 
© ACTUAL CIRCUIT | (2) EQUIVALENT CIRCUIT 
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Figure 114. Single stage of R-C-coupled amplifier. 
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Eo (8) The acitance values of Co, Cp, and C; are very small and 
308 at low frequencies and mid-frequencies have no noticeable effect on the = 
PES gain of the stage. Therefore, the low-frequency equivalent circuit for BPR 
T the amplifier stage in figure 114Q) is as shown in figure 1150). Here oa 
a the IR; drop developed across KR, appears across the series combina- ae 
eo tion of Cy and Re and the voltage across Kg is applied to the input of oy 
-Fr s - à 1 , IS 
DE the following stage. As Xo = i ad the lower the frequency the ' 
E $ 0 p HR AS 
-NN higher becomes the reactance of the coupling capacitor. As the fre- i 
JA quency goes down, more and more of the voltage developed across Ry, 
Ns appears across Cc, and less appears across the input to the following 
ie stage Re. It is essential, then, to use as large a value of Cg as is neces- 
E sary to offer negligible reactance at the lowest frequency desired to be 
HS amplified. | 
al R 
aa j | 
; (a) Sour : e 
i LOW-FREQUENCY | @ MID-FREQUENCY © @) HIGH-FREQUENCY 
a EQUIVALENT EQUIVALENT EQUIVALENT RS 
mes” CIRCUIT GIRGUIT og CIRCUIT | 3 
tee y TL-7676A = 
ae Figure 115. Low-, mid-,.and high-frequency equivalent circuits scar 
OER. of R-C-coupled amplifier stage. Sie 
7 Bs (9) In the mid-frequency range the reactance of the coupling ca- eet 
O pacitor Cg is negligible and may be assumed to be a short circuit. The = 
o aN equivalent circuit then appears as shown in figure 115@). Here the am- se 
aes plification is independent of frequency and a flat response is expected, 
ae (10) At high frequencies the interelectrode capacitance and dis- aie 
IS tributed capacitance due tc wiring become significant (Cg, fig. 115@)). A 
¿3 Since Xcg = ZAC * the reactance of Cg at low and middle frequen- 
Si YF 
a cies is very high compared to Rz. However, as the frequency increases, 
ae . the value of Xes decreases, eventually reaching a value comparable to 
58 that of R,. As the resultant complex impedance is lower and involves 
eee a phase angle, a lower voltage is developed across the load impedance to aS 
be applied to the input circuit of the following stage. Thus the gain a 
oer of the stage becomes less as the frequency increases beyond the mid- S 
S frequency range. When it is desired to amplify high frequencies, tubes ME 
oe” having a very low interelectrode capacitance, such as pentodes, are used Tee, 
ae to keep this shunt impedance high with respect to the load resistance a, 
Y R, and the value of the plate-load resistor Rz is reduced so that its SA 
eter = impedance to the highest frequency to be amplified remains appreciably e 3 
f 114 be 
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less than the impedance of the shunting capacitance. The lowering of 
the resistance of the load resistor reduces the over-all amplification 
of all the frequencies passing through the amplifier, but such adjustment 
is necessary in circuits where substantially uniform amplification for a 
wide frequency range is desired. 


(11) A resistance-capacitance-coupled amplifier can be designed to 
give a good frequency response for almost any desired range. For in- 
stance, such an amplifier can be built to give a fairly uniform amplifi- 
cation for frequencies in the audio range from abouť 100 to 20,000 cycles 
per second. Changes in the values of the coupling capacitor and load 
resistor can extend the frequency range to cover the very wide fre- 
quency range required in video amplifiers. However, extension of the 
range can be obtained only at the cost of reduced amplification over 
the entire range. Thus, the R-C method of coupling gives a good fre- 
quency response with minimum distortion but low amplification. 


d. Impedance coupling. (1) Impedance or inductance-capacitance 
coupling is obtained by replacing the load resistor R, of a normal re- 
sistance-capacitance-coupled amplifier with an inductance L (fig. 116). 
A greater degree of amplification can be obtained in the high-frequency 
range by this method than by resistance-capacitance coupling, since the 
plate load impedance is high for the a-c components of the plate cur- 
rent, but the low d-c resistance of the coil in the plate circuit enables 
the tube to operate at a higher plate voltage. However, the degree of 
amplification for various frequencies no longer is uniform. Since the 
plate load is an inductor instead of a resistor, the load impedance of 
the circuit Z, varies with the frequency. This is because the magnitude 


of the impedance Z, = ,/ R2 + X,2, in which the inductive react- 


ance X, = 2xfL, and the resistance R is the resistance of the coil. The’ 


d-c resistance of the coil is very low as compared to the load resistor 
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= TL-7677 


Figure 116. Impedance-coupled amplifier. 


in a resistance-capacitance-coupled circuit, and it remains the same 
value for all frequencies. But the inductive reactance X, varies with 
the frequency; it may be small for low signal frequencies and very 
large for higher signal frequencies. Since the amplification of the stage 
depends upon the signal voltage built up across the circuit load impe- 
dance, for equal signal-voltage input the signal voltage across the plate 
coil is lower for a low-frequency signal than for a high-frequency sig- 
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NE nal. Impedance coupling, therefore, tends to give greater amplification == 
SS as the signal frequency is increased. A 
“da (2) As in the case of resistance-capacitance coupling, a limiting fac- do 
a tor exists in the interelectrode and distributed capacitances of the 
ee EIN circuit which tend to bypass the high frequencies to ground. Distributed 
e D capacitance between the turns of the coil greatly increases the capaci- 
eis tance to ground, limiting the use of impedance coupling in high-fre- $ 
5% quency circuits. It is possible to design an impedance-coupled amplifier 
Eos to give a fairly uniform frequency response over a limited frequency 
Beek range. In this case the degree of amplification is greater than it is for 
a similar resistance-capacitance-coupled amplifier. | Hee, 
E e. Transformer coupling. (1) In a typical transformer-coupled am- zs 
S e plifier (fig. 117), the primary of transformer T is connected in the : 
i > plate circuit of the first tube, while the secondary is connected between 
ok the grid and the cathode of the second tube. An input signal, eo, on the 
act. grid of the first tube appears in an amplified version as e.o, across the 
Bee primary. Assuming that the primary reactance is very large compared 
i, 
6 
am PRI T SEC “be 
A Sp i ej 
a 
Ta 
7 "i A L a+ = = 
y ) 3 TL-7678 y 
re i Figure 117. Transformer-coupled amplifier. 
a to the plate resistance of the tube, the signal e.o, is approximately p 
“Asia (the amplification factor of the tube) times as great as the input signal 
AN ee. Also the signal e; at the grid of the second tube is approximately N e 
er times as great as the voltage e.9, where N represents the turns ratio 
Zo between the secondary and the primary. Accordingly, the maximum fa 
a possible voltage amplification of a stage of transformer-coupled ampli- es 
ar fier is approximately „N. This value is approximate only for the middle pS 
3 range of a wide band of frequencies, because the coupling between AS 
ae primary and secondary is not unity, and the gain is lower for both the 
> low and the high frequencies since the effective load impedance is less 
ear in these ranges. Complete equivalent circuits of transformer-coupled 
BES amplifiers are very complex networks, but analysis of them can be 
cee simplified by a consideration of their response to low, medium, and 
oa high frequencies within their frequency spectrum. 
a (2) In the simplified equivalent circuit for the mid-frequencies (fig 
ce 118). N is the ratio of secondary to primary turns and 7’p is the sum 
eee of the plate resistance of the tube and the resistance of the primary 
ae windings. The reactance of the primary inductance is high enough to ES 
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Š E make it essentially an open circuit, while the small shunting capacitances 
of the windings and tube can be neglected. The voltage amplification 
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| Figure 118. Equivalent circuit of transformer-coupled amplifier Sa 
. at mid-frequency range. 





= under this condition is equal to the turns ratio times the amplification a 
: factor of the tube, or N times p. ras 
qe (3) At low frequencies (fig. 119) the shunting action of the inter- me: 
a e electrode and distributed capacitance is still less than in the middle 
ES ; frequencies. But the reactance of the primary inductance of the trans- a 
5% 4 Y “4 , i Ss 
ee ae 
: sy PS K 
POE i à, me 
i > > 
pth 8 
E . ¡e 
EEA TL-7680 a 
a i Figure 119, Equivalent circuit of transfomer-coupled amplifier Pea 
i at low-frequency range. o A 


former, which is directly proportional to the frequency X, = 2xfL, 
becomes low and must be taken into account. The decrease in the re- 
Ben actance of the primary inductance of the transformer as the frequency 

is reduced results in a gradual falling-off in gain at these lower fre- 
quencies. 


(4) At high frequencies (fig. 120) the reactance of the primary 
inductance is so great that its effect can be neglected. However, the 
effect of the shunting capacitance becomes increasingly important. The 
equivalent circuit takes the form of a series resonant circuit in which 
Rg represents secondary-coil resistance, Lg represents the primary and 





secondary leakage inductance which is a quantity used to account for <a 

the fact that the coupling factor is less than unity and Cs represents = 
a tare the distributed capacitances. Though the Q of the circuit may be low, ig 
peas the resonance effect is sufficiently pronounced to accentuate the response 


of the amplifier at and near the resonant frequency unless special ar- 
rangements are employed to prevent this effect. Above and below the 
resonant frequency the response falls very rapidly, In transformer-coup- ~- 
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led amplifiers, tuned primary and secondary circuits sometimes are 
used when it is desired to amplify a single frequency or a very narrow 


band of frequencies with the exclusion of all others. 


R Ls 


S&N 


es 


TL-7681 


Figure 120. Equivalent circuit of transformer-coupled amplifier 
at high-frequency range. 


(5) Aside from resonance humps caused by this series resonance, 
the transformer-coupled amplifier is capable of producing a voltage gain 
greater than the amplification factor of the tube, since the transformer 
itself steps up the voltage. The transformer-coupled amplifier is often 
used to couple a high impedance source to a low impedance load, or 
vice versa. A third advantage af the transformer-coupled amplifier is 


the ease with which a push-pull output can be obtained from a single- 


ended input without the use of special phase-inverting circuits. 


(6) In comparison to the resistance-capacitance-coupled amplifier, 
transformer coupling has a poor frequency response. The size and weight 
of the transformer-coupled amplifier also is much greater. Additional 
shielding is necessary since transformers, unless properly shielded, 
pick up interference from stray magnetic fields. 


(7) Transformer coupling is used principally as a means of im- 
pedance matching, for phase inversion to drive a push-pull amplifier, 
and in tuned amplifiers for use in r-f and i-f circuits. l 


f. Direct coupling. (1) In the coupling circuits that have been con- 
sidered, the coupling device isolates the d-c voltage in the plate circuit 
from the d-c voltage in the grid circuits, allowing only the alternating 
components of the output to pass through the coupling device. In the 
resistance-capacitance and impedance-coupled amplifiers, the coupling 
capacitor prevents the B supply voltage from getting on to the grid of 
the succeeding stage. In the transformer-coupled amplifier there is no 
d-c connection between the primary and secondary windings. It is only 
the variation in the current or voltage, or the signal, that is passed on 
to the next stage. 


(2) In a direct-coupled amplifier the plate of one tube is connected 
directly to the grid of the next tube without any intervening capacitor, 
transformer, or other coupling device. Since the plate of a tube must 
have a positive voltage with respect to its cathode and the grid of the 
next tube must have a negative voltage with respect to its cathode, a 


proper circuit operation demands the use of a special voltage-divider - 


network to obtain the necessary operating voltages. Figure 121 shows 


118 
























ES RI 
ae 
E, 
Ex F 
pi y 


- a Â A ari e ee 
+ 
i 
> 


vgs 
w“ 
am 
ane. 
ry 4 
R 
ngi 


Ser 
6-2 


z i 


+4. 


zy 














O ae” 
(eww 





E E > p vt, A TT > En l ER ei > EI 4 ] 7 s = % ’ 5 
‘eS Mae ent cee SN =. i E A PARA PE TRY, A a, re 





ae =: cies MY: ; 2 die A wd os Pry 5 ae : er y 
“simple « | 
the plate of V4 is connected directly to the grid of tube V9. 

(3) The voltage distribution is traced most easily from the most 





negative end of the voltage divider. The grid of V, is connected through 


a grid resistor R, to A. The proper grid bias is obtained by connecting 
the cathode of V4 to point B on the voltage divider, so that when the 


circuit is in operation the total current flowing through the resistance 


between points 4 and B gives the required voltage drop. The plate of Vy 
is connected to point D on the voltage divider through the load re- 
sistor Rz, which also serves as a grid resistor for the next tube lV». 


aie . 
OUTPUT 
E v2 

R 
a 
INPUT (m) 
de 

B c D 


A 


H 


OB- B+O 
TL-7682 A 


Figure 121, Typical direct-coupled amplifier. 


Since plate current flows through resistor Rz, the voltage drop across 
it must be considered in determining the proper position for the plate- 
voltage connection at D. Point D is located on the voltage-divider re- 
sistor so that approximately half of the available voltage of the power 
supply is used for this tube. The plate of tube Va is connected through 


a suitable output load to the most positive point E of the voltage di- 


vider. The cathode of tube Və must be connected at point C where 
the proper grid-biasing voltage and the proper plate-operating voltage 
is obtained. Since the voltage drop through resistor R, may be greater 
than the required grid bias for tube Və, it may be necessary to con- 
nect the cathode of Va at a lower point on the voltage divider, point 
C, than the plate connection of tube V4 at point D. 


(4) The entire circuit makes a rather complex resistance network 
which must be adjusted carefully to obtain the proper plate and grid 
voltages for both tubes. The power-supply voltage must be approxi- 
mately twice the supply voltage required for a single stage. Since no 
coupling element is used, the full signal variation at the plate of V4 is 


present at the grid of the next tube Və. When the tube voltages are ad- - 


justed properly to give Class A operation, the circuit serves as a distor- 
tionless amplifier whose frequency response is quite uniform over a wide 


C E 


irect-coupled amplifier called a Loftin-White circuit, in which. 
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range. This type of circuit is particularly effective as a low-frequency 
amplifier because the impedance of the coupling @ement does not vary 
with frequency. Thus a direct-coupled amplifier is capable of ampli- 
fying effectively very slow variations of voltage. Because the speed 
E of response of this type of coupling is practically instantaneous, it is 
Zo very usefúl in amplifying pulse signals where all distortion caused by 
EMA differentiation must be avoided. 






























36. D-C AMPLIFIERS. a. Operation. (1) Direct-current amplifiers are ie igs 
special types used where amplification of very slow variations in voltage Ed 
or of d-c voltages is desired. A simple d-c amplifier consists of a single > 
tube with a grid resistor across the input terminals and with the load = 
in the plate circuit. The load may be some sort of mechanical device AN 
such as a relay, a meter, or a counter, or the output voltage may be _ 
used to control the gain of an amplifier. 
0% (2) The d-c voltage to be amplified must be applied directly to the 
+ ES grid of the amplifier tube. Therefore, direct coupling is required in 
pe the input circuit. This is demonstrated by figure 122, in which a com- 
parison is shown between a capacitor-input circuit and a direct-input 
circuit when a d-c voltage is applied. | 
(3) In the capacitor-input circuit (fig. 1220), the positive d-c volt- pan 
age applied is shown as a dotted line in the graph above the input ter- ies 
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Figure 122. Circuits of amplifiers. 
minals. This d-c voltage charges the coupling capacitor. Any variations q 
in the d-c voltage are passed on to the grid of the tube. However, if = 
the applied d-c voltage remains at a constant value after the capacitor 2 
is charged, conditions in the grid and plate circuits of the amplifier re- Ee 
turn to their original values. Therefore, this circuit does not amplify Bea 


a d-c voltage. 
(4) In the direct-input circuit (fig. 122@)), the normal voltage con- Y 
ditions of the circuit with no input signal are shown by the solid lines de E 
on the voltage graphs. In the grid circuit a negative voltage is present 
at the grid of the tube as a result of the biasing battery Ec. In the 
plate circuit a fixed value of plate current flows. This causes a fixed 
voltage drop across the load resistor, which is indicated by the meter 
connected across the resistor. When a d-c voltage is applied to the 
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input terminals, this voltage is not blocked by a capacitor but is im- 
pressed directly upon the grid of the tube. Therefore ıt cancels part 
of the negative bias applied to the grid and makes the grid more posi- 
tive (or less negative) than before, as shown by the dotted line marked 
“new grid voltage.” This change in grid voltage permits a greater 
plate current to flow, which is indicated in the meter as a greater volt- 
age drop across the load resistor, as shown by the dotted line marked 
“new output.” Therefore, this circuit serves as a d-c amplifier. 


b. Use. (1) One of the most important applications of a d-c ampli- 
fier is as a d-c vacuum-tube voltmeter. Figure 123 shows such a circuit, 
which is essentially the same as figure 122@). The voltage to be meas- 
ured is applied to the voltage divider made up of Ry, Re, and Rs. The 
ratio of voltage division can be varied by the voltage range switch so 
that several ranges of voltage can be measured. Resistor R4 is used 
to prevent damage to the meter if too high a voltage is applied to the 
grid. In the plate circuit an additional battery and a variable resistor 
are used to balance the normal plate current of the circuit. The variable 
resistor can be so adjusted that the meter M in the plate circuit reads 
(es zero when no signal is applied. Then, if a d-c voltage is applied to the 
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‘er y Figure 123. D-c amplifier used as vacuum-tube voltmeter. 


input, current flows through the meter. The meter reading is propor- 
| tional to the d-c voltage applied, which can be read directly on a cali- 
| a brated scale, 
PTE (2) Another important use of a d-c amplifier is to show the exact 
ya point of balance between two d-c voltages. This is done by means of 
$ a bridge circuit with two d-c amplifier tubes serving as two legs of the 
T bridge (fig. 124). As long as there is no input signal between a and b 
or b and c, and if the tubes V, and Vo are matched properly, no cur- 
rent reading is indicated by meter M, since the IR drops across R, 
and Rp» are identical. When a signal is applied between a and b or b 
and c, the grid of one tube is made more positive with respect to the 
other and, consequently, the plate currents of V, and Va are not the 
same. As a result, the JR drops across R, and Rə are not equal and 
the bridge is unbalanced. In the same way, two d-c voltages can be 
compared if one is applied between b and a and the other between b 
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Figure 124. Balanced d-c amplifier. 


and c. When the voltages are equal, the bridge is balanced and no cur- 
rent flows through the meter. If one voltage is greater than the other, 
the bridge is unbalanced and current flows through the meter. The 
amount of current indicated by the meter is proportional to the differ- 
ence between the two applied voltages, and the direction of the current 
shows which voltage is greater. Thus the use of such a d-c amplifier 


in measuring and comparing d-c voltages is found in many important 
applications in radio and radar work. “ae 


37. FEEDBACK AMPLIFIERS. a. General. The term feedback is applied 
to the process of transferring energy from the output circuit of a de- 
vice to its input circuit. There are two types of feedback: regenerative 
or positive feedback and degenerative or negative feedback. Regenera- - 
tive is the term applied when the feedback is in phase with the applied 
signal so that it aids the applied signal. Degenerative is the term applied 
when the feedback is 180° out of phase with the applied signal, and _ 
therefore opposes it. | 

b. Principle of feedback amplifier. The principle involved in feedback 
systems in shown in figure 125, A portion B of the amplifier output 
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Figure 125, Feedback amplifier—schematic diagram. 
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votlage eg is fed back to the amplifier input. The gain of such an am- 
plifier is | 
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c. Positive feedback. If the quantity 1 — BA is less than 1, the gain 
of the amplifier is increased, and.the feedback is said to be positive or 
regenerative. Unfortunately, increasing the gain of an amplifier ampli- 
fies and exaggerates any undesirable distortion or noise that may be 
introduced by the amplifier itself. If a distortionless output is required, 
positive feedback is not used. However, if the quantity BA is increased 
until it equals 1, the regeneration becomes so large that sufficient en- 
ergy is fed back to maintain the operation of the system, and the am- 
plifier becomes an oscillator, This case will be discussed when oscillators 
are studied. 


d. Negative feedback. If the quantity 1 — BA is greater than 1, the 
feedback is said to be negative, inverse, or degenerative, and the gain 
of the amplifier is reduced. In the usual case of negative feedback, BA 
is made so much larger than 1 that 1 — BA may be considered equal 
to —BA. The gain of the amplifier is then small, and may be expressed 
as 
1 
B 

e. Advantages of negative feedback. (1) Degenerative feedback im- 
proves the waveform at the output of an amplifier by reducing the dis- 
tortion which is introduced within the amplifier. The signal which is 
applied to the grid is amplified by a factor A in the output, but the 
amplitude distortion caused by the nonlinear characteristic of the am- 
plifier is generated within the tube and therefore it is not amplified 
in the output. Consequently when a fraction of the output is fed back 
out of phase with the input, the distortion component of the degenera- 
tive voltage is amplified by the same factor as the input signal. As a 
result, the net output may contain practically no distortion, but the 
amplitude of the desired signal is considerably reduced. However, nega- 
tive feedback can have no effect on amplitude distortion caused by the 
flow of grid current in the input stage of an amplifier since this occurs 
at the grid, and the distortion is therefore amplified in the same ratio 
as the desired signal. 


Gain = — 


(2) Noise introduced within an amplifier may be reduced by negative 
feedback in the same manner that nonlinear distortion is reduced. How- 
ever, negative feedback can have no effect on the noise component of 
a signal if the noise is present in the input; it can decrease the noise 
which is generated within the section of the amplifier around which 
the feedback takes place. Thus, negative feedback cannot affect the 
noise caused by thermal agitation, shot effect, and microphonics in 
the early stages of a receiver unless the feedback takes place in these 
early stages. However, the gain of the first few stages of most radar 
receivers is so low, because of the high frequency at which they oper- 
ate, that it is not possible to sacrifice gain by employing negative feed- 
back in order to reduce the noise voltages. 


(3) Since the gain of a degenerative amplifier is equal to —z> the am- 


plifier may be made to have any desired frequency response by design- 
ing a feedback network in which the factor B has the proper character- 
istics. If feedback is obtained through a resistive network, the feed- 
back factor B is independent of frequency, so that the frequency re- 
sponse of an amplifier can be improved. 
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(4) If the load impedance does not form part of the feedback path, 
the gain of the amplifier can be made independent of the load impedance. 
To understand this fact, assume that an amplifier is feeding a certain 
load resistance which is reduced by the connection of other loads in parallel 
with it. Under this condition, the output voltage tends to drop, so that if 
degenerative feedback is provided, the feedback also tends to decrease, 
causing the effective gain to increase. The increase of gain offsets the 
tendency for the output to drop, so that the output remains nearly con- 
stant. On the other hand, if the load is reduced or removed altogether, 
the rise in output voltage is checked by increased feedback. 


(5) It was shown above that the gain of a degenerative amplifier is 
equal to — RE: It is apparent, then, that the gain is proportional only to 


the feedback factor, and the effects of variations of battery voltage or 
ageing of tubes are eliminated. Hence, the gain stability of an amplifier is 
improved by negative feedback if the feedback factor is large. 


f. Methods used to obtain degenerative feedback. (1) Degenerative 
feedback can be obtained in a practical amplifier in several ways. One 
common arrangement employs the voltage-divider circuit (fig. 126). Here 
a portion of the output voltage is applied through an R-C network to the 
input grid circuit. Assuming that an input signal makes the grid of the 
tube less negative, the resulting increase in plate current decreases the 
potential at the top of the primary of the output transformer T4. This 
drop in potential is transmitted through capacitor Cy and resistor R4 to 
resistor Rə, decreasing the potential at the top of Rə, thus adding a 
negative-going feedback voltage to the positive-going signal voltage on 
the grid by way of the secondary of the input transformer Tə. 
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Figure 126. Simple degenerative amplifier employing voltage feedback. 


(2) Another method used to obtain negative feedback is illustrated in 
figure 127. Here the feedback voltage is developed across the unbypassed 
cathode resistor Rx as a result of the flow of plate current through it. 
Since this resistor is located between the cathode and the grid of the 
tube, any voltage developed across it appears in series with the input 
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signal of the tube. The phase relation is correct for degeneration to occur. 
Thus, when a positive signal appears on the grid of the tube, the plate 
current increases, and the IR drop across Rx also increases. A voltage 
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Figure 127. Current-feedback amplifier. 


increase across the cathode resistor makes the grid more negative relative 
to the cathode, the reverse of the signal voltage. This arrangement is 
known as current feedback, as opposed to voltage feedback shown in 
figure 126. The fact that an output, voltage can be developed across an 
unbypassed cathode resistor is used in several special amplifiers such as 
some types of phase inverters and the cathode follower. 

(3) Degenerative amplifiers having more than one stage can be used 
if proper attention is given to phase relations. However, because of 
practical difficulties, such amplifiers usually are limited to one or two 
stages. Figure 128 illustrates a two-stage feedback amplifier. R4 is the 
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Figure 128. Two-stage degenerative amplifier. 


125 


resistance that, in conjunction with Ro, forms a voltage divider for mak- 
ing the feedback voltage the desired fraction of the output voltage. Rə is 
the resistance across which feedback voltage is developed. Rg is the high 
resistance for the grid leak. Rx is the resistance across which bias voltage 
is developed. Cy is a blocking capacitor of such capacitance as to introduce 
negligible reactance or phase shift at frequencies that are amplified appre- 
ciably. A positive pulse applied to the grid of the first tube causes the 
grid of the second tube to go more negative. As a result, the plate current 
of the second tube decreases, causing the top of the output resistor Ry to 
become more positive. This rise in voltage is transmitted through R, and 
Cy to the top of Roa, causing a rise in potential at this point. Thus, the 
potential of the cathode is made more positive with respect to ground, 
increasing the bias on the grid of Y 1 Which, in effect, adds an out-of- 
phase component to the positive input voltage and reduces its amplitude. 
In other words, the amplitude of the voltage swing between grid and 
cathode is reduced by the amount of the negative feedback voltage. 


38. TUNED AMPLIFIERS. a. General. In a tuned amplifier, part of the 
coupling circuit is a parallel resonant circuit. Because of the selective 
properties of the resonant circuit, tuned amplifiers (fig. 129) are used as 
radio-frequency and intermediate-frequency amplifiers where a narrow 
band of frequencies is to be amplified and all other frequencies eliminated. 





=- TL- 8980 
Figure 129. Tuned amplifier. 


b. Radar-frequency amplifiers. (1) For radar, special modifications of 
conventional r-f and i-f tuned amplifiers are necessary. A typical high- 
frequency-tuned amplifier for radar use is shown in figure 130. 


(2) The tuned circuit consists of a small coil that resonates with its 
own distributed capacitance, the distributed capacitance of the wiring, and 
the interelectrode capacitances of the tube. It may be tuned with a mov- 
able brass slug which acts as a shorted turn, or with a movable powdered 
iron core. Both of these methods vary the effective inductance which 
changes the resonant frequency of the amplifier. 
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Figure 130. Tuned amplifier for radar frequencies. 


(3) The tube must have low interelectrode capacitance so that the coil 
can be of reasonable size at the high frequencies to which the circuit is 
tuned. Since a low plate-load resistance is used to obtain a wide band- 
width, the gain of the amplifier will be lowered. Therefore, a high mutual 
conductance (gm) is desirable for good amplification. Special tubes with 
these characteristics are available, of which the 6AC7 is a widely used 
example. The gain obtainable from the amplifier is low because of the low 
plate-load resistance so that a high supply voltage is not necessary to 
obtain the full capabilities of the tube. The screen usually is operated at 
the same voltage as the plate or higher. The input capacitance of this 
type of tube is affected considerably by the grid voltage. Because a variable 
input capacitance causes distortion, some degeneration is introduced by 
leaving part of the cathode resistor unbypassed to reduce this distortion. 
Because of the difficulties of proper adjustment transformer-coupled 
double-tuned circuits are not often used. 


(4) When a single-tuned circuit is used in an amplifier, as in figure 
130, the tuned circuit may be in either the plate or the cathode circuit. 
When tuned circuits are used in both the grid and plate circuits, the 
amplifier is said to be doubled-tuned, double-tuned amplifiers are seldom 
used unless it is necessary to have a greater bandwidth than can be ob- 
tained with a capacitive-coupled circuit. Transformer-coupled single- 
tuned circuits are not subject to such difficulties and are widely used. 


39. VIDEO AMPLIFIERS. a. General. A video amplifier is distinguished 
from the usual audio amplifier by the fact that it must be able to amplify 
uniformly a wide band of frequencies, including the audio-frequency 
range and going far beyond it. A good audio-frequency amplifier must 
amplify uniformly all frequencies within the audio range. The audio 
range includes frequencies from 15 to 15,000 cycles per second. An audio 
amplifier is considered to be in the high-fidelity class if it produces uni- 
form amplification over this frequency range. The variation of amplifica- 
tion with frequency in a typical resistance-coupled audio amplifier is 
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shown in figure 113. Such an amplifier is not suitable for the amplifica- 
tion of a wide band of frequencies in which the range may extend from 
a few cycles per second to several megacycles per second. It is possible 
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Figure 131. Frequency response of a video amplifier. 


to construct an amplifier which will give a fairly constant response for 
this wide band (fig. 131) but this can be done only by reducing the ampli- 
fication that can be obtained within each stage. 


b. Resistance-capacitance-coupled circuit. (1) While transformer and 
impedance coupling of the amplifier stages can be used successfully in 
an audio amplifier, a better over-all frequency response, even for the 
limited audio-frequency range, is obtained by the use of resistance- 
capacitance coupling. A resistance-capacitance-coupled circuit used as a 
video amplifier differs from an audio amplifier only in the values of the 
circuit elements, 
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Figure 132. R-C coupled amplifier. 


(2) The resistance-capacitance-coupled amplifier shown in figure 132 
presents two problems which must be overcome before the R-C-coupled 
amplifier can be employed for a wide-band amplification. The high- 
frequency response is limited by the output capacitance C,, distributed 
capacitance Ca, and input capacitance of the following stage C; acting 
in parallel to shunt the load resistance R,. The low-frequency response is 
limited by the time constant R,C, which must be long as compared to the 
period of the lowest frequency to be amplified. Tubes with very low inter- 
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electrode capacitance must be used. Care must be taken in wiring the 
circuit to keep leads short and properly spaced in order to reduce dis- 
tributed capacitance in the wiring. 
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c. High-frequency compensation. (1) The principal cause of the re- 
duced gain at the high frequencies is the reduction of the plate-load im- 
pedance caused by the shunting effect of the interelectrode and distributed 
capacitances. It is possible to compensate for this effect and to extend the 
high-frequency range of the amplifier by adding a small inductance L, in 
series with load resistor Rz; (fig. 133G4)). This shunt compensation coil 
serves to boost the response of the high frequencies while it has practically 
no effect upon the lower frequencies. This method serves effectively when 
the maximum-frequency limit is not too high and there are only a few 
stages of amplification. 


(2) Another method of high-frequency compensation is series com- 
pensation. In this case the small inductance Lə is connected in series with 
the coupling capacitor Ce (fig. 133@)). The small inductance Lo resonates 
with the capacitance C; at high frequencies, causing an increased current 
through Cj, and hence an increased voltage across C; which results in a 
higher gain. 

(3) The two methods can be combined in the shunt-series compensa- 
tion system of figure 133@), which has the advantages of both methods. 
The combined system gives the high-frequency peaking effect of the 
shunt-compensation circuit as well as the increased gain caused by the 
resonant effect of the series-compensation circuit. 

d. Low-frequency compensation. (1) The low-frequency response of a 
video amplifier is affected by the grid-coupling circuit. Because of the 
increasing reactance of the coupling capacitor, this circuit tends to attenu- 
ate the lower frequencies from about 200 cycles down. 

(2) The value of Ce is sufficiently large that at the middle and high 
frequencies the reactance is negligible and the full voltage output of the 
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Figure 134. Low-frequency voltage-divider effect of R-C coupling circuit. 


first is developed across the input R, of the following stage. However, 
as the frequency goes down, the reactance of Cg increases as shown by 
the relation 


1 
PALE T oF 


Thus a voltage-divider effect becomes more appreciable as the frequency 
is lowered, and a decreasing value of voltage appears across Re (fig. 134). 
This effect results in a smaller percentage of the output of one stage ap- 
pearing at the input of the following stage. The extent to which the value 
of the coupling capacitor Cy can be increased is limited because an increase 
of the physical size of the capacitor increases the stray capacitance, which 
affects the high-frequency response. For these reasons the largest value 
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of the coupling capacitor Cy that can be used has a practical limit of about 
0.1 microfarad. In addition, some means of compensation is necessary. 


(3) The loss of gain at low frequency can be remedied by the addition 
of a low-frequency compensation filter in series with the load resistor. 
This compensation circuit consists of two elements, a capacitor Cp and a 
resistor Rp, forming a filter circuit (fig. 135). The purpose of the filter 
in series with the plate load resistor Rz is twofold. First, it introduces a 
phase shift in the plate circuit that compensates for the phase shift in 
the coupling circuit ReCo. Second, it effectively increases the plate load 
impedance at low frequencies, thus maintaining the gain. 





Figure 135. Low-frequency compensation. 


e. Cathode bias and filter circuit. In an amplifier stage the necessary 
grid bias usually is obtained by utilizing the voltage drop across a resistor 
connected in series with the cathode. The total electron current through 
the tube passes through this resistor. Since the tube current varies with 
the variations of the applied signal voltage, a varying voltage is developed 
across the cathode resistor Rx. In order to obtain a steady value of grid 
bias these signal variations must be bypassed around the bias resistor by 
means of the cathode bypass or filter capacitor Cx. The reactance of this 
capacitance must be low to provide a low-impedance path around the 
resistor for the alternating components of the signal. For audio-frequency 
amplifiers this capacitor must have a value of 5 microfarads or greater. 
For video-frequency amplifiers, which may pass much lower frequencies, 
the capacitance of the cathode capacitor Cx must often be much greater, 
100 microfarads or more. In general, the time constant RC; must be long 
compared to the period of the lowest frequency to be passed. 


40. CATHODE FOLLOWERS. a. General. (1) The cathode follower is a 
degenerative vacuum-tube circuit in which the inverse feedback is obtained 
by way of an unbypassed cathode resistor, across which the output is 
taken. This circuit is essentially an impedance-matching or impedance- 
lowering device having less than unity voltage gain but capable of pro- 
ducing power gain. Its high input impedance and very low output imped- 
ance render it particularly suitable for coupling between pulse-generating 
or pulse-transmitting stages and transmission lines or circuits with shunt 
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capacitance which otherwise might cause objectionable effects. The 
cathode-follower output “follows” the grid-input voltage and hence is 
of the same polarity. The output voltage of a cathode follower has good 
regulation because of its low impedance while the input voltage to the 
cathode follower may have a high impedance and very poor regulation. 


(2) The output of one unit of equipment often must be fed through 
a coaxial cable which may be, in some cases, as long as 50 feet. Such a 
cable, because of its distributed capacity, inductance, and resistance, repre- 
sents at the output an impedance which is much lower than the output 
impedance of a conventional amplifier. A cathode follower designed with 
a low impedance output can deliver much more of its output through such 
a line than can a conventional amplifier. 


b. Circuit operation. (1) The conventional cathode follower (fig. 136) 
is a single-stage inverse feedback circuit in which the output voltage is 
taken across the cathode resistor. The cathode bypass capacitor is absent 
and either the plate is tied directly to B+ or the plate load resistor, if 
present, is bypassed. Thus, if a positive signal is applied to the grid, the 
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Figure 136. Conventional cathode follower. 


rise in plate current through Ry produces a greater ¿»Rx drop, making the 
cathode more positive. Likewise, a negative signal applied to the grid 
causes a decrease in the i, drop, making the cathode less positive. Thus, 
the voltage across the cathode resistor “follows” the grid, which in effect 
tends to reduce the voltage difference between grid and cathode as 
established by the input signal. 


(2) If no signal is applied to the grid there is a certain amount of plate 
current flowing through Rx. The resulting i,R; drop establishes the amount 
of no-signal bias developed across the resistance. Thus, the signal variation 
on the grid produces a plate-current variation through the cathode resistor 
which reduces the effectiveness of the input signal. 


c. Voltage gain. (1) The equivalent circuit for the cathode follower 
is shown in figure 137. The signal applied between grid and ground is 
represented by an equivalent generator with an output voltage of pein. 
The degenerative voltage developed across the cathode resistor is rep- 
resented by an equivalent generator with an output voltage of —yi,R,. 
The minus sign indicates that the degeneration reduces the voltage effec- 
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Figure 137. Cathode follower equivalent circuit. 


tive in driving current through the tube. Since the net voltage acting in the 
circuit is pein—pipR,, the current which flows in the tube is 





Py Bore pipRe _ Hein 
Pid rp + Rx rp + Rx (p + 1) 
The output voltage is 
‘Re = ipRx = Reta 


fp + Rx (p A 1) 
so that the gain of the stage is 


Cin Te + Re (tl) 
where u is the amplification factor of the tube, Rx is the resistance in 
the cathode circuit, and rp is the a-c plate resistance of the tube. Since 
the amplification factor of a pentode is very large compared to unity, the 


expression for the gain of a pentode cathode follower may be simply 
stated as 


As the denominator is always greater than the numerator, it is evident 
that the gain of the cathode follower is always less than unity. 


(2) Any change in ein must appear in part as a change in bias in 
order to produce a change in plate current, and only the remainder 
of the input voltage is available to appear at the output. This lack of 
gain, while undesirable, cannot be avoided if the low output impedance 
of the cathode follower is to be maintained. 


(3) Since the change in plate current resulting from a signal on the 
grid causes a change in voltage across Ry in the same direction as the 
applied signal, no polarity inversion results. A positive input produces a 
positive output and a negative input produces a negative output. This 
lack of polarity inversion is contrary to the results obtained in ordinary 
amplifier circuits. 

d. Input impedance. (1) The input impedance is high. Cathode fol- 
lowers are operated with the grid negative with respect to the cathode. 
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Thus a high-amplitude positive voltage may be applied between grid and 
ground and no grid current will flow. This is due to the degenerative 
action of the cathode resistor and the high-input impedance is main- 
tained during the positive input signal. 


(2) The input capacitance between grid and ground is less than 
that for the same tube used as a conventional amplifier. This results 
from the fact that degeneration reduces the effective input voltage below 
the applied value causing less current to flow through the tube capaci- 
tances. Because of this high-constant-input impedance the cathode fol- 
lower has negligible loading effect on the circuit employed to drive it. 


e. Output impedance. (1) The output impedance is low. If in the 
expression for the plate current that flows in the circuit of figure 137, 
both the numerator and denominator are divided by » + 1, the ex- 
pression will have the form of the plate current of a circuit in which 


the tube has an amplification factor of and an a-c plate resist- 
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The equivalent circuit of the cathode follower is redrawn in figure 138 
to show these revised constants. 
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Figure 138. Equivalent output circuit of a cathode follower. 


(2) The output impedance of the cathode follower is the parallel 
combination of the cathode resistance and the effective a-c plate re- 
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sistance. In general, the output impedance is resistive, and is expressed 


as 
rp 
AR GQ) | Rm 
AEE EOS de rp tp + Re (vw +1)" 
eh a Ca doit 
pers 


For a pentode in which the amplification factor is large compared to © 
unity, the output resistance may be expressed simply as 


e Rx 
RO Rage 
Example: If a typical high-gain triode connected as a cathode fol- 
lower has a plate resistance of 10,000 ohms, an amplification factor 
of 20, and a cathode resistor of 1,000 ohms, find the gain and the outpu 
impedance of the stage. | 





Ped uRx 
Gain te Re ee Y Gani: 
aie 20 X 1000 5 20000 
Gain = -000 + 1000 (20 F 1) — 31,000 °°: 
R a Rerp 
j rp + Re (un +1) 
Ro = 1000 10,00 __ 10000000 
° — 10,000 + 1000 (20 + 1) ~ 10,000 + 21,000 ` 
10,000,000 __ l 
Ko = Taw > 323 ohms output resistance. 


The impedance is very low as compared to that of the usual amplifier 
stage and accounts for the fact that the output voltage maintains the 
shape of the input voltage despite the current drawn from the output 
terminals. 


f. Distortion caused by limiting. (1) The output voltage of the cathode 
follower is essentially distortionless when operated within its normal 
range. However, if the input voltage is of sufficiently high amplitude, 
limiting action occurs and the output voltage is distorted with respect to 
the input. 


(2) If ein is a negative voltage of sufficiently high amplitude, plate- 
current cut-off is eventually reached and any further change in the 
negative direction on the grid does not appear in the output waveform. 

(3) In order to accommodate negative signals of higher amplitude 
on the grid without the effects of cut-off limiting, the cathode follower 
may be modified as shown in figure 139. The bias is reduced because 
the grid resistor Rg is terminated at a more positive point on Rx, there- 
fore ein can swing to a greater negative value without cutting off the 
tube. Otherwise the operation of the circuit is essentially the same as 
that of the cathode follower illustrated in figure 136. 

g. Advantages. (1) By employing a tube having a high p with a 
small value of rp a very low output impedance is obtained. In other 
words, select a tube with a high value of mutual conductance (gm). The 
low value of output impedance results in a high upper frequency limit 
since the shunting effects of the tube capacitance and wiring are cor- 
respondingly small. 
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Figure 139. Cathode follower with reduced grid bias. 


(2) The output and input voltages have the same polarity. This is 
advantageous in applications involving the use of voltage pulses. 


(3) The degenerative feedback results in a good circuit stability and 
improves the circuit performance with respect to variations in supply 
voltage, aging of tubes, harmonic reproduction, etc. 


(4) The input impedance is increased by the degeneration so that 
it imposes less shunting effect on the preceding stage. 


41. PHASE INVERTERS. a. General. (1) A circuit which produces an 
output voltage of opposite polarity to the input voltage without distort- 
ing the waveshape is called a phase inverter. For example, a positive- 
going square pulse applied to a phase inverter produces in the output 
a negative-going square pulse of the same shape as the input pulse. 


(2) In some cases where a waveform of the desired shape and am- 
plitude but wrong polarity is developed, some type of phase-inverter 
circuit with unity gain may be used for changing the polarity. In other 
cases, two input signals of opposite polarity are required although only 
a single input wave-form of the desired waveshape is available. This 
input may be applied to an amplifier to obtain the desired amplitude 
and to a phase inverter to provide a waveform of the same amplitude 
but of opposite polarity to that of the amplifier output. The two out- 
put voltages then may be applied to a push-pull circuit. This combina- 
tion of amplifier and phase inverter to provide a push-pull output from 
a single input wave sometimes is called a paraphase amplifier or a phase 
splitter. 

(3) The name “phase inverter” is somewhat misleading since phase 
ordinarily is associated with time. There is no appreciable time difference 
(or phase shift) between the input and output of the ordinary phase 
inverter. It is only an apparent phase inversion since it is the polarity 
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of a signal which is inverted. This gives the same effect, with sine-wave 
signals, as a 180° phase shift. 

b. Transformer inverter. (1) In all transformers a current through 
the primary induces in the secondary a voltage that is of opposite po- 
larity to the primary voltage (fig. 140). -Of course, the output or input 
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Figure 140. Transformer phase inversion. 


connections to the transformer can be reversed if the same polarity is 
desired. It is clearest to refer to the output as a voltage whose polarity 
is inverted relative to that of the primary voltage (fig. 140@ and @)). 
However, when a sine-wave signal is used (fig. 140@) and @)), it some- 
times may be convenient to refer to the polarity inversion as a 
phase shift. The amplitude of the secondary voltage depends on the ratio 
of transformation of the transformer. If the output is to have the same 
amplitude as the primary voltage, the ratio of the transformer must be 
one to one, 
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Figure 141. Center-tapped transformer used to drive push-pull amplifier. 


(2) If two output signals of equal amplitudes and opposite polar- 
ities are required to drive a push-pull amplifier, a transformer with 
a center-tapped secondary may be employed (fig. 141). With the center 
tap grounded, the point Y goes positive relative to ground at some 
instant when the point X goes negative relative to ground. Thus, the 
voltage on the grid of Va is of opposite polarity to the output of Vy 
and the voltage on the grid of V3 is of the same polarity as the output 
of V,. If the point on the secondary which is grounded is exactly in 
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the center of the winding, the amplitude of the voltage applied to Və 
is equal to the amplitude of voltage applied to V3. 


(3) An alternate arrangement which does not require the use of 
a transformer with a center-tapped secondary is shown in figure 142. 
Since the voltage across resistors Ra and Rg is equal to the voltage 
across the secondary of the transformer, the mid-point of the trans- 
former secondary can be grounded effectively by making Rə equal to 
Rg and grounding their junction. The effect is the same as with a center- 
tapped secondary winding. 
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Figure 142. Voltage divider used to provide effective center tap. 


(4) Use of a transformer as a phase inverter is limited by the dis- 
tortion that the transformer introduces. This distortion arises principal- 
ly from the fact that the ratio of transformation varies with the fre- 
quency. In addition, the losses of the transformer vary with the fre- 
quency. In radar most of the circuits must handle distorted waveforms 
which contain many harmonic frequencies. If these several harmonics 
are transformed by different ratios, the output waveform will be dis- 
torted. For this reason, specially designed circuits which can invert 
voltages composed of a wide band of frequencies are used generally in 
radar in preference to the transformer. 


c. Vacuum-tube phase inverter. (1) Any vacuum tube used as a con- 
Cc, 
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Figure 143. Vacuum-tube phase inverter employing cathode degeneration. 
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ventional amplifier has an output of opposite polarity to the input. In 
other words, a positive-going signal on the grid produces a negative- 
going signal at the plate. However, in most applications of the vacuum 
tube the signal at the plate has an amplitude greater than that of the 
input signal. If the vacuum tube is to be used simply as a means of 
reversing the polarity of a signal, without affecting the amplitude or 
shape of the applied voltage, some means must be found to reduce the 
amplification to a 1-to-1 ratio. 

(2) One common method of reducing the gain of an amplifier is 
to introduce degenerative or negative feedback by omission of the usual 
bypass capacitor across the cathode resistor (fig. 143). The degeneration 
occurs because the potential of the cathode rises as the grid potential 
rises, thus preventing the swing of voltage effective between grid and 
cathode from reaching the amplitude of the applied grid signal. If Rə 
is made the proper value of resistance, the gain of the tube can be can- 
celed, and the output voltage at the plate of V4 is equal in amplitude 
to the input voltage at the grid. 
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Figure 144. Voltage divider used to reduce over-all gain to unit. 
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(3) A second way to reduce the gain of the vacuum tube to unity 
is to use a voltage divider in the input circuit to reduce the amplitude 
of the grid signal (fig. 144). If the gain of the vacuum tube is 30, then 
the voltage divider, consisting of Ry and Rə, must be designed so that 
the voltage across Rə is one-thirtieth of the voltage available. The volt- 
age that appears across Rọ is amplified by the tube so that the output 
voltage is of the same amplitude as. the input voltage to the voltage 
divider. If the waveform which is to be inverted contains many har- 
monics, special care must be taken to compensate the voltage divider 
for the shunting effect of the stray capacitances associated with it. 

d. Single-tube paraphase amplifier. (1) A paraphase amplifier is a 
circuit which converts a single input to a push-pull output. It is easy 
to remember what “paraphase” means if the pronunciation is distorted 
to “pair of phases.” 

(2) A vacuum-tube amplifier in which the plate-load resistance is 
divided equally between the plate and cathode circuits is the simplest 
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form of paraphase amplifier (fig. 145). The resistors Ra and R} have 
the same resistance. The amplitude of the voltage developed across 
these two resistors is the same since the same current flows through 
them. The polarity of the two output voltages is opposite because the 
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Figure 145. Simple single-tube paraphase amplifier. 


cathode output is taken from the more positive end of Rg and the plate 
output is taken from the less positive end of Ro. 


(3) A variation of the single-tube paraphase amplifier is shown in 
figure 146. Here the input signal is applied between grid and ground, 
as in figure 145, but the operating grid bias is limited to the voltage 
drop across Rg. In some cases, Rg may be bypassed by a capacitor to 
avoid degeneration in this portion of the circuit. If Ry is unbypassed, its 
value added to that of R4 should equal the resistance of Ro. If Ry 
is bypassed, Ry and R4 are made equal in value. The gain of the cir- 
cuit must be less than two because of the cathode follower action of the 
resistance in the cathode circuit. 
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Figure 146. Biased single-tube paraphase amplifier. 





e. Two-tube paraphase amplifier. (1) A two-tube paraphase amplifier 
consists of one tube which is used as a conventional amplifier and a 
second tube which is used as a phase inverter. Very often this com- 
bination is called simply a phase inverter. 


(2) The combination of the circuit shown in figure 144 with an 
amplifier circuit produces one form of paraphase amplifier (fig. 147). 
The input waveform @ to V, is of the desired shape, but the ampli- 
tude is less than desired. V, is connected as a conventional amplifier 
to produce a voltage of larger amplitude @. This output voltage is im- 
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Figure 147. Paraphase amplifier which uses voltage divider. 
pressed on the voltage divider Kg and Ry. The small voltage that ap- 
pears across Ry is amplified in the phase inverter tube Vo. The output 
of V@) is of the same amplitude as the output of V, but of opposite 
polarity. 

(3) A second form of two-tube paraphase amplifier employs the differ- 
ential voltage between the outputs of the two tubes as the input signal to 
the phase-inverter section (fig. 148). Tube Y, is an amplifier to increase 
the amplitude of the applied waveform. The cathode resistor Rə is not 
bypassed in order to provide some degeneration which helps to avoid dis- 
tortion. The output waveform (2) is passed through C4 and impressed on 
resistors Ry and Rg, both of which have the same value of resistance as Rg. 
The voltage which appears across Ry is applied to the grid of Və. The out- 
put () of Va is passed through C; and applied across Rg and Ry. Thus, 
half of the output of both V4 and Va appears across Rg. Since these two 
voltages are always of opposite polarity, the resultant voltage across Rg 
must be the difference between the two voltages applied. The output of Vy 
must be slightly larger than the output of Va, since the effective voltage 
at the grid of Va is the difference between the outputs of V and Va. 
Since this difference should be kept as small as possible, pentodes are 
used in order to take advantage of their very high amplification. 

(4) A third form of paraphase amplifier employs coupling between the 
cathodes of two tubes of the same type (fig. 149). Tube V; is used as an 
amplifier to increase the amplitude of the applied signal to the desired 
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Figure 148. Paraphase amplifier which uses differential voltage divider.. 


PHASE INVERTER 


level. Tube Və is used as an inverter and amplifier to produce a signal of 
the same amplitude but of opposite polarity to the output of V4. Since 
the common cathode resistor, Rə, is not bypassed, the voltage which ap- 
pears across it is the algebraic sum of the two plate currents and has the 
same shape and polarity as the voltage applied to the grid of V4. This 
action is similar to that which takes place in a cathode follower, but it 
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Figure 149. Cathode-coupled paraphase amplifier. 


differs in two important respects: the output from the system is taken 
from the plates, so that although the voltage developed across Rə is de- 
generative, the gain is not limited to less than unity ; and the plate current 
of both tubes flows through resistor Ry. If Ro is of the proper size, the 


142 


amplitude of the degenerative voltage developed across it is equal to half 
of the amplitude of the voltage applied to the grid. Therefore, if a signal 
e; is applied to the grid of V4, the voltage effective between grid and 
Ci 


2 
to A > , Where the gain of V is equal to A. Since the grid of Vg is con- 


cathode of this tube is equal to , and the ouput voltage of V4 is equal 


nected to ground, the amplitude of the voltage effective between grid and 
cathode of this tube is the voltage developed across Rə, which also is 
equal to S . However, the effect of this voltage on the conduction of Va 
is the same as though a signal of the same amplitude but of opposite 
polarity were applied to the grid. To understand this polarity reversal, 
assume that the cathode of a tube is held at a fixed potential and that 
the potential of the grid is raised two volts. The change of plate current 
that results could have been caused equally well by holding the grid 
potential fixed and decreasing the cathode potential two volts, since such 
action would cause the same change of the relative potentials of the grid 


and cathode. The output of Vo, then, is equal to — A S if the load 


resistance of Və is the same as that of V4. Thus, the amplitudes of the 
two outputs are equal, but of opposite polarity. 


(5) The paraphase amplifiers discussea above are examples of types 
of circuits. In practice, many variations in the circuit arrangements are 
found. For example, the circuits of both the amplifier tube and the phase- 
inverter tube may be compensated to maintain uniform gain over a wide 
band of frequencies. 


42. BASIC OSCILLATORS. a. General. (1) An important use of vacuum 
tubes is as oscillators for the generation of alternating voltages. Vacuum 
tubes used for this purpose are essentially energy converters which change 
d-c electrical energy from the plate-circuit power supply into a-c electrical 
energy in the output circuit. This change is accomplished by the use of the 
amplifying ability of the vacuum tube in such a manner that the tube 
generates sustained oscillations. 


(2) In figure 150, the tube is shown with a feedback network connecting 
plate and grid. If the tube is acting as an amplifier the energy is increased 
from the grid circuit to the plate circuit. Hence, part of the plate-circuit 
energy may be fed back to the grid and used to supply the input power. 
If this is done the tube supplies its own input and oscillates at a frequency 
determined by the constants of the circuit. The tube oscillates because 
any small voltage change in the plate or grid circuit can be transferred 
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Figure 150. Oscillator circuit—schematic diagram. 
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from one to the other, and this change, using the amplifying ability of 
the tube, further increases the amplitude of the signal. The operation of 
the circuit causes the plate voltage to increase and decrease alternately. 
A maximum value of voltage variation, determined by the operating 
characteristics of the tube, soon is reached; the tube now is said to be 
oscillating with maximum power being developed. Hence, an oscillator 
causes the current in the plate circuit to increase and decrease around an 
average value. The varying plate current, when flowing through the load 
impedance present in the plate circuit, develops an alternating voltage 
across this load. 


b. Feedback. (1) The feeding of a signal back to the grid circuit in 
phase with the input voltage so that it aids oscillations is called positive 
feedback or regeneration. The feeding back of a signal out of phase with 
the input signal in such a way as to hinder oscillations is called negative 
feedback or degeneration. Since the tube normally introduces a phase 
shift of 180°, the feedback network must provide another shift of ap- 
proximately 180° to make the voltage being fed back in phase with the 
initial grid voltage. The following methods are employed for accomplish- 
ing this purpose. Methods (a) and (b) are usually employed for the 
generation of high-power radio-frequency energy. 

(a) The use of transformers, R-C networks, L-C networks, or other 
circuits outside the tube and connected directly to the elements. 

(b) The use of the interelectrode capacitance of the tube. 

(c) The use of additional vacuum tubes. 


(2) A very important aspect of regenerative feedback is that in sup- 
plying the input power of an oscillator it effectively introduces a negative 
resistance in the input circuit of the oscillator. Although negative resis- 
tance cannot be represented by a physical resistor, it is convenient in 
discussing oscillators since it represents the source from which energy is 
obtained to supply the losses which take place in the oscillating system. 
A negative resistance can be visualized as an element which supplies 
energy (in effect, a generator) instead of dissipating energy in the 
manner of a conventional resistor. 


c. Ultraudion oscillator. (1) A type of oscillator frequently employed 
at ultra high frequencies is the ultraudion oscillator illustrated in figure 
151. The required polarity inversion of the instantaneous voltage on the 
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Figure 151, Ultraudion oscillator. 
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grid with respect to the plate results from the grid and plate being 
connected to opposite ends of the tank circuit. The plate is parallel fed, 
the r-f choke preventing the alternating component of the plate voltage 
from entering the power supply. The blocking capacitor Cy is large enough 
to be effectively a short circuit to the r-f current but is an open circuit to 
the direct current. 


(2) This oscillator, as well as most other feedback oscillators, uses 
self-bias instead of fixed bias so that oscillations can start more easily. 
If the high negative bias required for proper operation were applied at 
the time the oscillator was turned on, the tube would be completely cut off 
and oscillations could not start. After oscillations are built up, a small 
charge is put on capacitor C3 each time the lower end of the tank circuit 
swings positive. Part of the charge leaks off during the time when the 
grid is not positive relative to the cathode. The voltage to which Cg is 
charged ultimately makes the grid sufficiently negative that only a small 
amount of charge is added to the capacitor at the peak of each cycle, and 
all of this small increase of charge leaks off through Re during the re- 
maining time of the cycle. Thus, the grid is automatically maintained at 
the proper bias for good operation. 


(3) The ultraudion circuit is equivalent to the Colpitts oscillator as 
shown in figure 152. The combination of the grid-cathode capacitance 
and the plate-cathode capacitance forms a voltage-dividing network which, 
in effect, grounds one point on the tank circuit. The voltage drop across 
Cex provides the grid excitation. The total tank capacitance consists of the 
tuning capacitor, C4, in parallel with the series combination of Co, Cpx, 
Cox, and C3. However, Co and Cg are made large in order to offer neg- 
ligible reactance to the r-f current. Thus they do not materially affect the 
frequency at which the tank circuit oscillates, 
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Figure 152. Voltage divider function of interelectrode capacitances 
in ultraudion circutt. 


d. Tuned-plate tuned-grid oscillator. (1) An oscillator which employs 
a tuned tank circuit in both the grid and plate circuits is called a tuned- 
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plate tuned-grid oscillator (fig. 153). This type of circuit is sometimes 
referred to by the initials TPTG, of the words which describe it. 


(2) The inductance in the plate tank circuit is not inductively coupled 
tu the inductance in the grid circuit. The feedback that is necessary to 
maintain oscillations takes place by way of the interelectrode capacitance 
between the plate and the grid of the tube. 
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Figure 153. Tuned-plate? tuned-grid oscillator. 


(3) The frequency at which this oscillator operates is slightly lower 
than the natural frequency of both the plate tank (La and C2) and the 
grid tank (L, and C,). At the operating frequency, then, both tank cir- 
cuits offer inductive reactance to the flow of current. In figure 154 is shown 
the approximate equivalent circuit of the tuned-plate tuned-grid oscillator 
and the vector diagrams which explain its operation. Since both tank 
circuits are tuned so that they offer inductive reactance at the operating 
frequency, they are shown simply as inductors in figure 1540. The plate- 
cathode and grid-cathode interelectrode capacitances do not appear in the 
circuit since they are effectively incorporated in the two inductors Lp and 
Lo. 


(4) If it is assumed that the oscillator is in operation, a voltage eg 
exists at the grid which controls the plate current of the tube so that 
energy is delivered to the plate-tank circuit at the proper instant to rein- 
force the existing oscillations. The effect of this grid voltage is repre- 
sented in the equivalent circuit by a generator which produces a voltage 
of —yeg. In the vector diagram, figure 1540), the voltage eg is shown 
180° out of phase with the equivalent generator voltage, —ueg. The plate 
current which flows in the tube is controlled by the voltage on the grid; 
when eg is a maximum, ip is a maximum, or ip must be in phase with 
eg, as shown in the vector diagram. 


(5) The voltage across the tube is equal to the vector difference be- 
tween — ueg and the voltage drop that takes place in the plate resistance. 
Therefore, the plate voltage, ep, is shown in figure 154G) as the vector 
difference between — es and iprp. This voltage is applied across the series 
combination of Cep and the effective grid inductance. In order for the 
oscillator to operate, the reactance of the plate-grid interelectrode capaci- 
tance must be greater than the inductive reactance of the grid tank circuit. 
Therefore, the current that flows in the grid branch as a result of the 
application of ep across it is a current ig which leads ep by nearly 90°, 
as shown in figure 154@,. This current produces the voltage eg in flowing 
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through the effective inductance, Le, of the grid tank circuit. Since the 
voltage across an inductor leads the current through it by an angle less 
than 90° when resistance is associated with the inductance, the voltage 
eg leads ig by an angle somewhat less than 90°. It is apparent in figure 
154G) that the voltage eg which is fed back is almost in phase with the 
plate current, so that oscillations can be maintained. 


(6) It can be shown that a negative resistance is necessary for any 





TL sai 


Figure 154. Analysis of tuned-plate tuned-grid oscillator. 
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oscillator to function. If the negative resistance present in a tuned-plate 
tuned-grid oscillator is considered, it can be shown that the current ig 
effectively leads the plate voltage by more than 90°, as shown in figure 
154), so that the voltage eg which is fed back from the plate is exactly 
in phase with the plate current. 


(7) The conditions which must be fulfilled to cause sustained oscilla- 
tions in a tuned-plate tuned-grid oscillator are, then— 


(a) Both the grid and the plate tank circuits must be tuned to a fre- 
quency which is somewhat higher than the operating frequency so that 
both tuned circuits offer an inductive reactance. 


(b) The inductive reactance of the grid tank circuit must be less than 
the capacitive reactance of the grid+plate interelectrode capacitance at 
the operating frequency. 


(c) A negative resistance must be present, of magnitude sufficient to 
supply all losses that occur in the circuit. 


e. Push-pull oscillator, In order to obtain a power output larger than is 
possible with a single tube, an additional tube may be added. This tube is 
usually added in “push-pull” instead of in parallel to avoid adding the 
interelectrode capacitances of the tubes. By this means, the tendency to 
generate parasitic oscillations is minimized, and the maximum frequency 
at which the oscillator may be operated is extended. A tuned-grid tuned- 
plate push-pull oscillator is shown in figure 155. It also depends upon 
interelectrode capacitance of each tube to feed back to the input a suffi- 
cient portion of the output to maintain oscillation. When the oscillator is 
first energized it is very improbable that the two tubes will be operating 
at every instant at exactly the same conditions. One tube passes a larger 
current than the other. The voltages fed back to the two grids therefore 
are unequal. This initial surge of energy into the two tank circuits causes 
an oscillation of voltage in the tank circuits as the energy is interchanged 
alternately between the magnetic and electric fields. First one tube and 
then the other conducts. In conducting, each tube contributes energy to 
the tank circuit at the proper time to cause the voltage across the tank 
circuits to increase in amplitude. The oscillations continue to increase 
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Figure 155. Push-pull oscillator. 


in amplitude until the energy lost in the tank circuit itself and in the load 

y is exactly equal to the energy supplied to the tank circuits by the tubes. 

The maximum amplitude of oscillation is called saturation amplitude since 

the tubes are driven into the plate-current saturation region of their 
characteristics. 

f. Transitron oscillator (negative Gm). (1) Figure 156 shows that the 

characteristic curve of screen current vs. screen voltage of a pentode 

in which the screen is coupled to the suppressor has a portion with 
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Figure 156. Screen-current vs. screen-voltage characteristic of 
a pentode with screen suppressor coupling. 


negative slope. Between the screen and screen supply, therefore, such 
a circuit may act like a negative resistance, and sustained sinusoidal 
oscillations may occur in an LC tank inserted in the screen circuit. Such 
an oscillator is called a transitron or negative transconductance oscil- 
lator, The basic circuit is shown in figure 157 in which the suppressor 
is coupled to the screen through capacitor Ce the reactance of which at 
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Figure 157. Elementary transitron oscillator. 
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the resonant frequency of the LC tank circuit, is negligible in comparison 
with the resistance Rsu. 

(2) The tube supplies energy to the tuned circuit to maintain oscil- 
lations as a result of the negative transconductance between the sup- 
pressor grid and the screen grid. In the pentode the movement of 
electrons from the cathode to the positive elements, the screen and plate, 
constitute the screen current ¿go and the plate current i). Variations 
in the voltage of the suppressor egy have a negligible effect on the 
total number of electrons leaving the cathode because of the shielding 
effect of the screen and control grid. However, the suppressor grid does 
affect the division of the space current between the screen and plate. 


(3) An increase in the suppressor voltage results in a greater number 
of the available electrons passing through to the plate, increasing ip 
and decreasing isc. Conversely, a decrease in the suppressor voltage 
results in fewer electrons passing through to the plate, decreasing ip 
and increasing isc. The variations of ip and ige with egy for the con- 
ditions under which the oscillator operates are shown in figure 158. The 
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Figure 158. Plate and screen-currents as functions of suppressor voltage. 


negative slope of the ¿go curve, that is, the decrease of iso with in- 
crease of egy, indicates that the transconductance between the suppressor 
grid voltage and screen current is negative. As the reactance of Co is 
negligible at the frequency of oscillation, the alternating component of 
the suppressor voltage is the same polarity as that of the screen voltage. 
Thus, the negative transconductance of the tube becomes a negative 
resistance between the screen grid and cathode. An increase of screen 
voltage causes a corresponding increase in suppressor voltage and hence 
a decrease in screen current. | 


(4) The losses in the tuned circuit must be offset by energy supplied 
by the tube in order for oscillations to be sustained. The equivalent 
circuit, figure 159, illustrates the negative resistance Rp, presented by 
the tube to the tuned circuit, and the tuned-circuit losses Ry paralleling 
the LC tank. R, represents the load connected across the output ter- 
minals. In order to produce oscillations of constant amplitude, the power 
supplied by Ry must equal the power consumed by all three positive 
resistances. Thus, the current in Ry must be equal and opposite to the 
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Figure 159. Equivalent circuit for transitron oscillator. 


sum of the three positive-resistance currents. If Ry is larger than 
this value the current through it is too small and oscillations die out. 
If Ry is smaller than this value the current is too large and oscillations 
increase in amplitude. 


(5) When the current through Ry is just sufficient to sustain oscilla- 
tions the circuit is reduced to a simple L and C combination and the 
frequency of oscillation is 

1 
=>: 
2ry LC 

(6) If the transitron oscillator is used to produce continuous oscillations 
the circuit is previously adjusted so that Ry is smaller than the value 
required to sustain oscillations. Any very brief oscillations or transients 
which occur at the time the plate-supply switch is closed are amplified, 
increasing the operating range on the tgo vs. esu characteristic curve (fig. 
158), and because of the curvature of the characteristic the average slope 
of the part used is decreased. This amounts to increasing the value of 
the negative resistance so that the amplitude of oscillations increases until 
the value of R, is such as to maintain a constant amplitude. 


43. RESISTANCE-CAPACITANCE OSCILLATORS. a. General. In an R-C 
oscillator, the frequency is determined by a resistance-capacitance net- 
work that provides regenerative coupling between the output and input 
of a feedback amplifier. No use is made of a tank circuit consisting of 
inductance and capacitance to control the frequency. 


b. Wien bridge. (1) An oscillator in which a frequency-selective 
Wien-bridge circuit is used as the resistance-capacitance feedback net- 
work is called a Wien-bridge oscillator. One widely used circuit for this 
type of oscillator is shown in figure 160. The same circuit is shown in @) 
and O. In O, the feedback circuit is drawn to show that the phase- 
shifting element of the circuit is a frequency selective bridge. However, 
it is simpler to use the circuit as shown in (2) for purposes of discussion 
since the feed-back paths are shown more clearly. 
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© CIRCUIT DRAWN TO FACILITATE DISCUSSION 


Figure 160. Wien-bridge oscillator. 


(2) Tube V4 is the oscillator tube. Tube Y ə acts as an amplifier and 
inverter. Thus, even without the bridge circuit, this system oscillates, 
since any signal that appears at the grid of V ı is amplified and inverted 
by both Vy and Va. The voltage fed back to the grid of V, then must 
reinforce the initial signal, which causes oscillations to be set up and 
maintained. However, the system amplifies voltages of a very wide range 
of frequencies. Voltages of any frequency or of any combination of fre- 
quencies can cause oscillation. The bridge circuit is used, then to eliminate 


feedback voltages of all frequencies except the single frequency desired 
in the output. 


(3) The bridge allows a voltage of only one frequency to be effective 
in the circuit because of the degeneration and phase shift provided by 
this circuit. Oscillation can take place only at the frequency f, which 
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permits the voltage across Ro, the input signal to V4, to be in phase with 
the output voltage of Və, and for which the positive feedback voltage 
exceeds the negative feedback voltage. Voltages of any other frequency 
cause a phase shift between the output of Vg and the input to V4 and are 
attenuated by the high degeneration of the circuit so that the feedback 
voltage is not adequate to maintain oscillation at a frequency other than fo. 


(4) A degenerative feedback voltage is provided by the voltage divider 
consisting of Rs and the lamp LP. Since there is no phase shift across 
this voltage divider, and since the resistances are practically constant for 
all frequencies, the amplitude of the negative feedback voltage is con- 
stant for all the frequencies that may be present in the output of Va. A 
curve of the negative feedback voltage is plotted as @ in figure 161. 
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Figure 161. Frequency feedback voltages in Wien-bridge oscillator. 


(5) The positive feedback voltage is provided by the voltage divider 
consisting of Ky, Cy, Ro, and Cə. If the frequency is very high, the reac- 
tance of the capacitors is almost zero. In this case resistor Rə is shunted 
by a very low reactance, making the voltage between the grid of V, and 
ground almost zero. On the other hand, if the frequency is reduced 
toward zero the current that can flow through either C or Ro is reduced 
to almost zero by the very high reactance of C,. Therefore, the voltage 
between the grid of V and ground falls almost to zero. At some inter- 
mediate frequency the positive feedback voltage is a maximum, as shown 
by curve (2) in figure 161. The curve is rather flat in the vicinity of fo, 
but the phase shift that occurs in the positive feedback circuit permits 
only a single frequency to be generated. 


(6) The voltage across Ro is in phase with the output voltage of Vs 
if RyCy = RoC, If the frequency of the output of Va increases, the 
voltage across Ra tends to lag the voltage at the plate of Və. If the fre- 
quency decreases, the voltage across Rə leads the output voltage of Vo. 
Curve (3) in figure 161 shows the phase angle between these two voltages 
as the frequency of the feedback voltage is varied. 


(7) The frequency at which the circuit oscillates is— 
1 a 1 
Lic VRiC YRC — *TRiC1 
At this frequency the positive feedback voltage on the grid of V, just 
equals or barely exceeds the negative feedback voltage on the cathode, 
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and the positive feedback voltage is of the proper phase to sustain oscilla- 
tion. At any other frequency, the negative feedback voltage is larger than 
the positive, so that the resultant degeneration of the amplifier suppresses 
these frequencies. 


(8) The lamp LP, (fig. 160) is used as the cathode resistor of V; 
in order to stabilize the amplitude of oscillation. If for some reason the 
amplitude of oscillation tends to increase, the current through the lamp 
tends to increase. When the current increases, the filament of the lamp 
becomes hotter making its resistance larger. A greater negative feedback 
voltage is developed across the increased resistance of the hotter lamp 
filament. Thus more degeneration is provided, which reduces the gain of 
V, and thereby holds the output voltage at a nearly constant amplitude. 
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Figure 162. Phase-shift oscillator. 
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Since the waveform is sinusoidal only at a small amplitude of output from 
V, the lamp, or thermistor as it is sometimes called, serves also to pre- 
vent distortion of the sinusoidal waveform of the output. 

(9) The Wien-bridge oscillator has many advantages over other types 
of audio oscillators. For instance, it may conveniently be made to pro- 
duce a wide range of frequencies. The waveshape is very nearly a true 
sine wave. Frequency stability is excellent. Finally, the output amplitude 
is nearly constant over a very wide frequency range. 

c. Phase-shift oscillator. (1) The phase-shift oscillator is a special type 
of resistance-capacitance-tuned oscillator that operates with a single tube. 
The circuit consists of only one amplified tube plus a phase-shifting 
feedback circuit which creates a phase shift in proportion to the frequency 
passed through it (fig. 162). The standard feedback-oscillator circuit re- 
quires that the signal from the plate be shifted 180° in order that rein- 
forcing action can take place on the grid to make up for circuit losses. 
In the phase-shift oscillator this is accomplished by three resistance- 
capacitance sections. 

(2) An L-section resistance-capacitance phase shifter is shown in fig- 
ure 163. An alternating voltage applied to this circuit causes a current to 
flow in the circuit. The magnitude of this current is determined by the 
total impedance in the circuit. Since the impedance is capacitative, the 
current t leads the impressed voltage e by an angle 6 shown equal to 60° 
in figure 163@) and G). The voltage drop eg which occurs across resistor 
R is in phase with the current that flows through it. Therefore, er must 
lead the impressed voltage by an angle 0. If the output of this L-section 
is impressed on a second similar phase shifter, the phase of the output 
voltage is shifted an angle 9 again. The output of this second phase 
shifter is then leading the first input voltage by an angle 20. 

(3) If the resistance of R is varied, the phase angle of the current 
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Figure 163. L-section R-C phase shifter. 
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flowing in the circuit also is varied. If R is reduced to zero, the phase 
angle of the current is 90°, but this action is useless since there is no 
resistor across which to develop a useful voltage. It is not possible, then, 
to get a 90° phase shift in a single L-section of this type. 

(4) In order to obtain a phase shift of 180°, three L-sections must be 
put in series. Because the reactance of a capacitor varies with frequency, 
the combination of three L-sections gives a 180° phase shift at only one 
frequency. This enables the circuit of figure 162 to operate at only one 
frequency. 

(5) The oscillations are started by any circuit change such as a plate- 
supply ripple or random tube noise. When a disturbance occurs, the 
slight change is amplified, inverted 180° at the plate, and inverted another 
180° by the R-C network to be returned in phase to the grid of the 
tube for reamplification. The cumulative build-up is repeated until the 
tube cannot amplify further because of plate-current saturation. 
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Figure 164. Phase-shifting circuit. 


(6) If each of the three L-sections A, B, and C (fig. 164@)) produces 
a 60° phase shift, the input voltage to the grid of the tube is shifted 180° 
relative to the output voltage at the plate. The output of section A leads 
the plate voltage by 60°. If the output of section A is impressed on sec- 
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tion B, the output of this circuit leads the plate voltage by two times 60° 
or 120%. In the same way, section C adds another 60% shift in phase 
and the input to the grid therefore leads the output from the plate by 
180°. 

(7) The waveform of the output of the phase-shift oscillator is very 
nearly sinusoidal if the bias on the tube is adjusted to a value which 
barely allows oscillations to be maintained. The frequency stability of the 
circuit is then also very good. ` 


(8) The phase-shift oscillator is useful primarily in applications where 
a fixed frequency is desired, but the frequency can be changed by chang- 
ing any of the phase-shifting capacitors or resistors. In order to increase 
the frequency, either the resistance or the capacitance must be decreased. 
To decrease the frequency, the resistance or capacitance must be increased. 
The angle that each L-section shifts the phase is dependent on the ratio of 
ze a IFCH . If the value of this fraction is to remain constant, 
either C or R must be increased when the frequency is decreased. 
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Figure 165. Bridge-type phase-shift oscillator. 


(9) Another type of phase-shift oscillator is shown in figure 165. The 
bridge circuit, consisting of Ry, Ro, Ra, Cy, Co, and C3, is so propor- 
tioned that at only one frequency the output voltage, across R4 is 180° 
out of phase with the voltage at the plate of the tube. The reactance of 
the several capacitors involved changes sufficiently with a change of 
frequency that the phase shift produced is 180° at only one frequency. 
Voltages of other frequencies therefore are fed back to the grid out of 
phase with the existing grid signal, and are canceled by being amplified 
out of phase. 
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44. LIMITING CIRCUITS. a. General. (1) The term limiting refers to 
the removal by electronic means of one extremity or the other of an 
input wave. Circuits which perform this function are referred to as 
limiters or clippers. 


(2) Limiters are useful in wave-shaping circuits where it is desirable 
to square off the extremities of the applied signal. A sine wave may be 
applied to a limiter circuit to obtain a rectangular wave. A peaked wave 
may be applied to a limiter to eliminate either the positive or the negative 
peaks from the output. In frequency modulation receivers, where it is 
necessary to limit the amplitude of the signal applied to the detection 
system to a constant value, limiter circuits are employed. Limiters find 
application as protective devices in circuits in which the input voltage to 
a stage must be prevented from swinging too far in the positive or the 
negative direction. | 


b. Series-diode limiting. (1) The characteristics of a diode are such 
that the tube conducts only when the plate is at a positive potential with 
respect to the cathode or, in other words, when the cathode is negative 
with respect to the plate. If the cathode is held at ground potential the 
plate need only be positive with respect to ground for current to pass 
through the diode. A positive potential may be placed on the cathode, in 
which case the tube does not conduct until the voltage on the plate rises 
above an equally positive value. Likewise the cathode may be held at a 
negative potential and the tube conducts while the plate is positive and 
continues to conduct while the plate is at a negative potential which is 
less negative than the cathode. As the plate becomes more positive with 
respect to the cathode the current through the tube increases and the 
plate-to-cathode resistance decreases rapidly from an open circuit to an 
average value on the order of 500 ohms. 


(2) The series-diode limiter shown in figure 166 is commonly used to 
limit the positive half of a sine wave. The rectifying characteristics of the 
diode are utilized so that it may be considered as a switch. This is justi- 
fied if the value of R is very large as compared to the resistance of the 
diode when conducting. Thus in figure 166 the output voltage remains 
at zero throughout the positive half cycle of the input since the diode 
switch is open and no current flows through R. During the negative half 
cycle, on the other hand, the cathode is negative with respect to the plate 
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Figure 166. Series diode used to limit positive signals. 


and the tube conducts. The switch is closed and the output voltage de- 
veloped across R follows the applied voltage and, neglecting the very 
small drop across the tube ep, is essentially equal to it. 


(3) In a similar manner the same circuit, with the diode connections 
reversed, may be used to limit the negative swing of the input voltage. 
This application is illustrated in figure 167. The diode switch is closed 
during the positive swing of the input voltage and is open during the 
negative swing. Thus a voltage is developed across R during the positive 
half cycle only. | 
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Figure 167. Series diode used to limit negative signals. 


c. Parallel-diode limiting. (1) An alternate method of employing diodes 
in limiter circuits is shown in figure 168. The tubes in the two circuits 
Q) and @) are connected in parallel with the load, which is assumed to 
be a very high impedance so that the output current is negligible. 


(2) In figure 1680) the diode is connected so as to limit the positive 
signals at approximately ground potential. Since the cathode is held at 
ground potential, the diode conducts throughout the entire positive half 
cycle. Current flows through the tube and through the series resistor R. 
As R is large as compared to the plate-to-cathode resistance of the diode, 
essentially the entire input voltage is developed across R and the output 
voltage is only the very low voltage drop across the diode, ep. This may 
be a negligible positive voltage depending on the ratio of R to the diode 
resistance. On the negative swing of the input the diode does not con- 
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duct; thus no current flows through R and the output voltage equals 
the input. 





(2) NEGATIVE LIMITING 
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Figure 168. Parallel-diode limiter circuits. 


(3) In figure 168@) the plate of the diode is held at ground potential 
so that the tube does not conduct during the positive half cycle. Thus the 
output voltage equals the input. During the negative half cycle of the 
input voltage the cathode is negative with respect to the plate and the 
diode conducts. The diode current flows through the series resistance 
R across which essentially the entire input voltage is developed. The out- 
put voltage is limited to the very low voltage drop across the tube. This 
low negative voltage as a rule may be neglected and in this and the pre- 
vious examples the outputs may be considered as being limited at essen- 
tially ground potential as a result of the switching action of the diode. 


(4) An input voltage can be limited to any desirable positive or nega- 
tive value by holding the proper diode electrode at that voltage by means 
of a battery or a biasing resistor. In figure 169 two such circuits are 
shown. 

(5) The cathode of the diode in figure 1690) is more positive than 
the plate by the value of E when no signal is applied at the input. As 
long as the input voltage remains less positive than the battery voltage, 
E, the diode acts as an open switch and the output equals the input. If 
the input increases to a value greater than E, the diode conducts and 
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Figure 169. Parallel diodes limiting above and below ground. 


behaves as a closed switch which effectively connects the upper output 
terminal to the positive terminal of the battery. Thus during this portion 
of the input cycle the output voltage equals E and the difference between 
ery and E appears as an if drop across the resistor R, neglecting ep. 

(6) The plate of the diode in figure 169@) is negative by the value 
of battery voltage E. Thus as long as the input is positive or is less nega- 
tive than E the diode is an open switch and the output voltage eour is 
equal to the input. When the input becomes more negative than E the 
diode conducts and effectively connects the upper output terminal to the 
negative terminal of the battery. During this portion of the input cycle, 
Cour equals E and the difference between ery and E appears as in iR 
drop across R. 


(7) It is sometimes desirable to pass only the positive or negative 
extremity of a waveform on to a succeeding stage. To accomplish this the 
parallel-diode limiters shown in figure 170 can be employed. In @) the 
entire portion of the input waveform above the negative potential E 
causes the diode to conduct, thus producing an output voltage which 
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Figure 170. Parallel-diode limiters which pass peaks only. 


varies between the negative level of E and the negative extremity of the 
input. In (|) the diode conducts during the entire portion of the input 
waveform which is below the positive potential oí E. The output voltage 
then varies between the positive level of E and the positive extremity of 
the input waveform. In either case the difference between the value of 
E and ery, during the time the diode conducts, is represented by the iR 
drop across the series resistor œR. | 


d. Double-diode limiting. It is possible to limit both amplitude extremi- 
ties of an input waveform at any desirable levels by placing two diodes 
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Figure 171. Double-diode limiter circuit. 
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in parallel in the limiter circuit. In figure 171, the diode V4 is made to 
conduct whenever the input voltage ery reaches a higher positive value 
than E,, thus limiting the positive half-cycle to the value of E,. The 
diode Və is made to conduct whenever the input reaches a higher negative 
value than Eos, thus limiting the negative half-cycle to the value of Eo. 
The circuit represents a simple method of producing a satisfactory 
square-wave output with a sine-wave input voltage. 


e. Grid limiting. (1) The grid-cathode circuit of a triode, tetrode, or 
pentode may be employed as a limiter circuit in exactly the same way as 
the plate-cathode circuit of the diode limiter illustrated in figure 1680) 
and 169@). By inserting a series grid resistor, as shown in figure 172, 
which is very large compared to the grid-to-cathode resistance when grid 
current flows, essentially the entire positive half-cycle of the input voltage 
is limited to the voltage level of the cathode. For example, the grid-to- 
cathode resistance may drop from an infinite value, when the grid is 
negative with respect to the cathode, to a value on the order of 1,000 
ohms, when the grid attempts to become positive with respect to the 
cathode. If a 1-megohm resistor is placed in series with the grid, the 
drop across the 1,000-ohm Rex is negligible as compared to that which 
is developed across the 1-megohm resistor by the flow of grid current. 





A TL-9529 
Figure 172. Unbiased grid-limiter circuit. 


(2) The grid limiter circuit shown in figure 172@) is held normally at 
zero bias. During the positive portion of the input signal the grid attempts 
to swing positive. Grid current flows through the resistor R, developing 
an igR drop of such polarity as to oppose the positive input voltage. 
Since the full input voltage must appear as the sum of the drop across R 
and Rex, the larger R is with respect to Rex, the nearer the voltage on the 
grid is limited to that of the cathode. The ¡¿R drop may be considered 
as an automatic bias developed during the part of the input which causes 
grid current to flow. 


(3) Alternate circuits for limiting the positive peaks of the input 
voltage are shown in figures 173 and 174. In figure 173@) the tube is 
biased by the negative potential E supplied to the grid, with the cathode 
returned to ground. No grid current flows until the input signal ery rises 
sufficiently to equal and effectively remove the biasing voltage E. Any 
further rise of ery drives the grid positive with respect to the cathode, 
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Figure 173. Grid limiter with cathode grounded and grid biased by 
negative voltage. 


and grid current flow limits the signal on the grid by virtue of the igh 
drop across R. 

(4) In figure 1740) bias is developed between grid and cathode by 
the flow of plate current through the cathode resistance Rg which is 
bypassed by the large capacitor Cx. The grid is held normally at ground 
potential and thus is negative with respect to the cathode. Any positive 
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Figure 174. Grid limiter with automatic cathode bias. 


signal e;y must drive the grid positive by an amount equal to the value 
of E before the biasing effect of Rg is removed. This is shown by the 
eq waveform in figure 174@). A further rise of the input voltage pro- 
duces grid current which results in the limiting of the voltage at the grid. 
The grid-to-cathode voltage egx in figure 174@) illustrates the effect of 
R in preventing the grid from swinging appreciably above the cathode 
potential. 


f. Saturation limiting. (1) Whenever a series-limiting resistor is used 
in the grid circuit the grid cannot be driven to an appreciable positive 
voltage and, despite the positive amplitude of the input voltage, the maxi- 
mum plate current which flows is that determined by the plate supply 
Ez and the resistance of the plate circuit at zero bias. Thus the minimum 
plate voltage is determined by the limiting action in the grid circuit. These 
plate current and plate voltage relationships are shown in figure 175. 

(2) The grid-limiting resistor may be omitted, if the input signal comes 
from a low-impedance high-power source, and limiting in the plate cir- 
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Figure 175. Effect of grid limiting on plate current and plate voltage. 


cuit may still be realized. This is due to plate-circuit saturation and is 
usually referred to as saturation limiting. Plate-current saturation should 
not be confused with emission saturation since in tubes using oxide- 
coated cathodes there is no definite saturation value of emission current. 


(3) By using a large value of plate-load resistance Rz and a low 
plate-supply voltage Eg, saturation limiting may be produced by a rela- 
tively low amplitude of positive grid voltage. In any case, however, 
the plate current can never exceed the value E p/R,. In an actual circuit 
some small positive voltage must remain on this plate to attract electrons 
from the cathode, and the saturation plate current never quite equals 
E;/R,. In other words there remains across the tube a low voltage drop 
when the plate current is at saturation, since the plate-to-cathode resis- 
tance at saturation does not decrease to zero. 


(4) In figure 176 the ip vs. ep characteristic of a triode @) is used to 
illustrate the effect of saturation limiting on the plate voltage. The input 
signal applied to the grid @, which is normally at zero bias, is not of 
sufficient amplitude to drive the tube to cut-off on the negative swing 
but causes the plate current to saturate on the positive swing. The dotted 
extension of the load line describes the tube during the positive position 
of the input cycle. The maximum plate current @) cannot exceed the 
value E;/R, no matter how high the amplitude of the positive grid signal, 
and is actually slightly less because of the low-saturation plate resistance 
which remains in the series with the load. The maximum plate current 
defines the lowest value to which the plate voltage can fall @. During 
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Figure 176. Tube characteristics (tp vs. ep) illustrating saturation limiting. 


the remaining portion of the input cycle the grid controls the flow of 
plate current which in turn determines the shape of the plate-voltage 
waveform. 


(5) The results of saturation limiting are similar to those of grid 
limiting in that the negative-going portion of the plate voltage is affected. 
These are compared in figure 177. Saturation limiting has the advantage 
of producing an output wave of greater amplitude, but it has the disad- 
vantage of requiring considerably more power to drive the grid. 


g. Cut-off limiting. (1) Electron current through a vacuum tube can 
flow only from cathode to plate and not from plate to cathode. Therefore, 
plate current cannot become a negative value. When the grid is driven 
to cut-off the plate current is decreased to zero and remains at zero 
during the time the grid is below cut-off. Since no current flows through 
the plate circuit when the tube is cut off there is no voltage developed 
across the load resistance and the plate is maintained at the full value 
of the plate-supply voltage. Thus a type of limiting is achieved in which 
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Figure 177. Comparison of grid and saturation limiting. 


the positive extreme of the plate waveform is flattened as a result of 
driving the grid beyond cut-off. 


(2) The cut-off voltage may be defined as the negative voltage, with re- 
spect to the cathode, to which the grid must be driven in order to prevent 
the flow of plate current. For any given type of tube this voltage level is 
a function of the plate-supply voltage and in the case of triodes may be 
approximated by the expression 

E 
Evo = = 
where Ez is the plate supply voltage and p is the amplification factor of 
the tube. This relation is not valid in the cases of tetrodes and pentodes. 


(3) In figure 178 the ip vs. ep characteristic of a triode is used to 
illustrate the limiting effect caused by driving the grid of an amplifier 
beyond cut-off. The grid normally is biased to —5 volts by the steady 
drop across Rx, @. The value of Eg is such that the cut-off potential 
Eco is —7 volts. The maximum amplitude of the input voltage is 4 volts; 
thus the grid voltage (3) swings in a positive direction from —-5 volts to 
—1 volt and in a negative direction from —5 volts to —9 volts. During 
the time that the grid voltage remains below cut-off the plate current 
remains at zero and the plate voltage is held at the level of Ez. 

(4) A combination of grid-limiting and cut-off limiting may be em- 
ployed in an amplifier circuit to produce a square wave from a sine wave. 
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Figure 178. Squaring top of plate voltage by cut-off limiting. 


This is illustrated in figure 179. The amplitude of the input voltage is 
sufficiently high to hold the grid beyond cut-off for the greater part of 
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Figure 179. Formation of a square wave by grid and cut-off limiting. 
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the negative swing. The grid resistor R is on the order of 1-megohm and 
limits the grid voltage essentially to zero during the positive swing. 


h. Overdriven amplifier. (1) An amplifier circuit in which satura- 
tion-limiting is employed in conjunction with cut-off limiting to produce 
a rectangular wave from a sine wave is generally known as an over- 
driven amplifier. The driving circuit for such an amplifier should have 
a relatively low-output impedance and be capable of delivering power, as 
considerable current is drawn during the positive swing of the grid. 
The value of the load resister Rz; is made as large as practicable for the 
plate-voltage supply available. 

(2) Figure 180 illustrates the grid-voltage, plate-current, and plate- 
voltage relationships as determined by the ip vs. ep characteristics and the 
circuit constants of the overdriven amplifier. 
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Figure 180. Formation of a square wave by saturation and cut-off limiting. 
i Limiter applications. (1) In radar work, very narrow pulses often 
are required to start oscillators into action, to force grids above cut-off 


so that the tube may conduct for a short period, or to modulate radio 
frequencies into brief pulses. Alternately positive and negative pulses, 
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Figure 181. Formation of narrow pulse by successive stages 
of special radar circuits. 
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Figure 182. One method of squaring ana peaking. 
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Figure 183. Another method of squaring and peaking. 


obtained in various ways, may be passed through a limiting circuit to ob- 
tain pulses which are either positive or negative with respect to a ref- 
erence value. This reference level may be at zero voltage or any positive 
or negative potential. By alternate stages of amplification and limiting, 
the pulse may be narrowed to any width desired. A typical series of such 
actions is illustrated in figure 181. 

(2) Limiting and differentiating circuits can be used in combination 
to change sine waves into square waves into peaked waves, and then to 
limit the peaks of the resultant waveform. Two such circuits are shown 
in figures 182 and 183. These circuits are similar but use different means 
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to accomplish the wave squaring. At point D a square wave of the same 
frequency as the sine-wave input may be extracted. The output of the 
circuit in figure 182 has the more symmetrical square wave because its 
series-diode limiter has a more definite limiting point compared to a grid- 
limiting resistor. At point E in figure 183, a double-peaked output may 
be obtained, if the time constant is short and the bias on Va is sufficient 
to prevent the grid from drawing current. At point F, with a large value 
of Rə, a series of negative pulses is produced. If Rə is very small, a 
series of positive pulses is produced at the output of Va. 


45. CLAMPING CIRCUITS. a. General. (1) A circuit which holds either 
amplitude extreme of a waveform to a given reference level of potential 
is called a clamping circuit; the terms d-c restorer and baseline stabilizer 
also are commonly used. Such circuits are divided roughly into two 
classifications. The first, diode and grid clamping, clamps either amplitude 
extreme and allows the waveform to extend in only one direction from 
the reference potential. The second, synchronized clamping, maintains 
the output potential at a fixed level until a synchronizing pulse is applied, 
when the output potential is allowed to follow the input. At the end of 
the synchronizing pulse the output voltage is returned immediately to the 
reference level. 


(2) To demonstrate the utility of clamping circuits, a brief review 
of the action of coupling networks is useful. In coupling between stages 
in radio and radar circuits a coupling capacitor almost always must be 
used to keep the high positive d-c plate potential of the first tube isolated 
from the grid of the second tube. It is desirable that only the varying 
component of the plate potential be transmitted to the grid as a signal 
varying above and below some fixed reference level. If the lower end of 
the grid-leak resistor is grounded, the signal varies about ground. If a 
biasing potential is employed, the signal applied to the grid varies above 
and below this d-c bias voltage. 


(3) In Class A operation, the latter condition is desirable. The biasing 
potential is adjusted to the center of the Class A range and the varying 
potential is kept within the limits of this range. The center of the grid 
Swing is fixed, and the amplitude variation of the grid voltage directly 
affects the amplitude of the plate-voltage swing. This is exactly the con- 
dition desired in Class A operation (fig. 184@). 


REFERENCE VOLTAGE 
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Figure 184. Grid-voltage variation with respect to definite reference potential. 


(4) In other circuits, however, the waveform swing must be entirely 
above or entirely below the reference voltage, instead of alternating on 
both sides of it (fig. 184@) and @)). For these applications a clamping 
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circuit is used to hold either the positive extreme or the negative extreme 
of the waveform to the desired level. 


(5) The output of an ordinary R-C coupling network is alternating 
in character about the average voltage level of the applied waveform. 
After the coupling capacitor charges to the average applied voltage, any 
decrease in applied voltage causes the output voltage of the R-C network 
to swing negative. Any increase above the average causes the output 
voltage to swing positive. Now if the capacitor can be made to charge, 
say to the minimum applied voltage and no more, any swing has to be 
in the positive direction, and the output voltage varies between zero and 
some positive value, depending on the amplitude of the input signal. If, 
on the other hand, the capacitor can be made to charge to the maximum 
applied voltage and remain charged to that level, any swing necessarily 
is in the negative direction, and the output voltage varies between zero 
and some negative value, depending on the amplitude of the input signal. 
In the first case the bottom of. the output waveform is clamped to zero 
(fig. 184@)), and in the second case the top of the output waveform 
is clamped to zero (fig. 184@)). 


b. Diode clamping. (1) The simplest type of clamping circuit utilizes 
a diode in conjunction with the ordinary R-C coupling circuit. Consider 
the case in which the capacitor voltage is maintained at the minimum 
applied voltage (fig. 185). In order to understand the action of this cir- 
cuit, the following significant point should be kept in mind : If the cathode 
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Figure 185. Positive clamping circuit. 


of a diode is made negative with respect to the plate, or the plate positive 
with respect to the cathode, electrons flow from cathode to plate and 
the tube constitutes a low resistance. On the other hand, if the cathode 
is made positive with respect to the plate or the plate negative with re- 
spect to the cathode, no current flows and the tube may be considered 
an open circuit. 


(2) The plate-voltage variation of a circuit producing a square-wave 
output (fig. 186) is typical of the kind of input applied to the clamping 
circuit of figure 185. In this clamping circuit, capacitor C charges gradu- 
ally through the high resistance R. After a period of time, depending on 
the R-C time constant, the charge on the capacitor reaches 50 volts, the 
base of the input waveform. The problem is to maintain the charge at 
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this value in spite of the tendency of the capacitor to charge to a higher 
level when the applied voltage goes to + 150 volts, 


(3) Assuming that a steady voltage equal in magnitude to that at 
point A in figure 186 has been applied for some time, the capacitor in 
figure 185 may be considered as being charged to 50 volts. During the 
time between A and B the charge on the capacitor is equal to the applied 
voltage and no current flows. Then at point B the applied potential sud- 
dently increases to +150 volts. Since it is impossible for the charge on 
the capacitor to change instantaneously, the difference between the +150 
volts applied and the 50 volts across the capacitor must appear across R. 
This difference of 100 volts becomes the output voltage. 
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Figure 186. Typical plate voltage applied to clamping circuit. 


(4) The fact that a voltage appears across R (fig. 185) indicates that 
a current is flowing through it. This current flow adds to the charge on 
C. Ordinarily the R-C time constant would be very long and the actual 
charge added to C would be extremely small. For simplicity, assume 
that the 150-volt potential is applied for a time equal to 49 R-C or from 
point C to point D. Since the cathode of the diode is positive with respect 
to the anode, the tube is in effect an open circuit and R is a high resis- 
tance. During a time equal to yy R-C the charge on the capacitor in- 
creases exponentially by 10 percent of 100 volts, or 10 volts, making the 
total charge 60 volts. During the same time the drop across the resistor 
decreases exponentially by 10 volts to a value of 90 volts, leaving the 
sum of ez and eç still equal to the applied potential of 150 volts. 


(5) Now at point D, the applied voltage suddenly drops back to 50 
volts. But the capacitor is charged to 60 volts. This would leave an out- 
put voltage across R of 10 volts negative with respect to ground—a con- 
dition it is hoped to avoid. In order for the output to return to zero very 
quickly, the capacitor must discharge the extra 10 volts through a very 
short R-C path. 


(6) In figure 185 the cathode of the diode is connected to the high 
side of R and the plate is grounded. Any output voltage which is nega- 
tive with respect to ground makes the cathode negative with respect to 
the plate. In this state the diode conducts and becomes, in effect, a very 
low-resistance discharge path for the capacitor until the charge is again 
equal to the applied voltage and the output voltage returns to zero. These 
conditions are illustrated in figure 187. 
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Figure 187. eo and er waveforms of diode-clamping circuit 
with grounded plate for input signal eiv. 


(7) To illustrate the operation of the positive-clamping circuit further, 
it is assumed that the waveform shown in figure 188 is applied to the 
clamping circuit of figure 185. Since at point 4 the input voltage is zero, 
the output voltage is zero and remains so until point B is reached. At 
this time the input voltage drops suddenly to —100 volts at point C. 
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Figure 188. Typical voltage applied to diode-clamping circuit. 


Since the capacitor cannot change its charge instantaneously, the output 
voltage across R also drops suddenly to —100 volts. Since the cathode 
of the diode is 100 volts negative with respect to the plate, the tube con- 
ducts heavily, charging the capacitor very rapidly through a short R-C 
until the capacitor voltage becomes equal to the applied voltage. At this 
time the output voltage has returned to zero and the diode becomes non- 
conducting. As long as the input remains at —100 volts, from points G 
and D, the output voltage remains at zero potential. 

(8) At point D, the input voltage changes back to zero, a rise of 100 
volts in the positive direction (—100 to 0). This rise produces a rise 
of 100 volts (0 to +100) across R, as the capacitor again cannot change 
its charge instantaneously. The capacitor must now discharge very slowly 
as the diode is nonconducting and the high-resistance path through R 
must be utilized. | 
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(9) Assuming again a time for discharge from points E to F or one- 
tenth R-C, the voltage across the capacitor at F, and thus the output 
voltage, decreases to 90 volts, since the input is zero. At point F the 
input signal again drops to — 100 volts. Instantaneously the output across 
R goes to —10 volts (input minus ec). The diode conducts quickly, 
returning the charge on the capacitor to 100 volts and the output to zero. 
These results are shown in figure 189. Note that no portion of the 
waveform is lost after the first cycle. The function of the clamping cir- 
cuit is merely to shift the reference voltage from the top of the wave- 
form to the bottom. 


(10) Figure 190 illustrates a diode-clamping circuit capable of causing 
the output waveform to vary between some negative value and the zero 
reference voltage. The only difference between this circuit and the one 
shown in figure 185 is in the manner in which the diode is connected. 





100V E F 
90V 


TL -7805 A 


Figure 189. Output waveform of diode-clamping circuit with grounded 
plate, and input signal as shown in figure 188. 


In this case the plate is connected to the output terminal while the cathode 
is grounded. Therefore in this condition the tube conducts whenever the 
plate rises above ground. 


(11) The input signal (fig. 186) is now applied to this negative 
clamping circuit. When the input is at point Æ the plate of the diode 
becomes positive and the capacitor quickly charges up to +50 volts 
through the short R-C path. When this occurs the output voltage drops 
to zero. Then at point B the input voltage suddenly rises 100 volts (from 
+50 volts to +150 volts). Since the capacitor charge cannot change 
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Figure 190. Negative clamping circuit. 
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instantaneously, the 100-volt change appears across R, sending the plate 
of the diode to +100 volts with respect to the cathode. The capacitor 
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Figure 191. Output waveform of diode-clamping circuit with grounded 
cathode, and input signal as shown in figre 186. 


again is presented with a short R-C charging path and charges very 
rapidly, bringing the output voltage back to zero quickly. At point D the 
input signal suddenly drops 100 volts, but capacitor C is charged to 150 
volts and cannot change instantaneously. The 100-volt drop therefore 
appears across R, sending the output from zero to — 100 volts. The input 
voltage drops from +150 volts to +50 volts and the output drops from 
O volts to — 100 volts. During the time from E to F the capacitor can 
be expected to discharge a small amount through the high resistance path 
of R. At point G this slight loss of charge is replaced quickly as the 
plate of the diode goes positive momentarily. The output signal is shown 
in figure 191. 

(12) In the practical circuit the size of the resistance R is great 
enough to make negligible the amount of distortion of the output caused 
by the slight charging of the capacitor. 

c. Grid clamping. The function of clamping may be performed at the 
grid of an ordinary triode or pentode as well as in a diode. Any element 
of a vacuum tube if made positive with respect to the cathode, attracts 
electrons from it. On the other hand, any element made negative with 
respect to the cathode repels electrons and has no current flow. Thus the 
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Figure 192. Grid-clamping circuit. 
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grid of a tube, connected as shown in figure 192, acts as the plate of a 
diode and produces the same clamping action as the circuit of figure 190. 
Any tendency for the grid to go positive causes grid current to flow, 
charging capacitor C to the applied potential. 

d. Clamping above or below ground potential. Although circuits previ- 
ously discussed clamped one extreme of the input signal to zero potential, 
actual circuits need not be limited to this one reference potential. Figure 
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Figure 193. Clamping circuit which establishes reference 
potential of —10 volts. 


193 illustrates the means of clamping the upper extreme of an input 
‘signal to —10 volts with respect to ground. The same principle may be 
applied to clamp either voltage extreme to any reference potential. 


e. Synchronized clamping. (1) A more versatile clamping circuit is 
shown in figure 194. This arrangement keeps the bias on V3 constant 
except for the time during which the clamping tubes V, and Va are held 
beyond cut-off by a synchronizing pulse. During the period of conduction 
of V, and Va, these tubes may be considered as part of a voltage-divider 
network for the purpose of placing a definite voltage on the grid of V3. 
Actually the circuit is slightly more complicated than the simple voltage- 
divider explanation would imply. 


(2) In figure 194, while Və is operating at zero (grid-to-cathode) 
bias and may be considered therefore as a simple resistor, V4 is biased 
by the drop across Və. The reason is that the cathode of V, is connected 
directly to the plate of Və and the grid of V4 is tied directly to the grid of 
Vo, which in turn is connected effectively to the cathode of Va, so long 
as no synchronizing potential is applied. 


(3) Assume that for some reason the potential at the grid of V3 
tries to rise. Except the negligible fixed bias, which does not change, 
the voltage at the grid of V3 and the voltage across Va are identical. 
Thus a rise in the grid voltage of V} results in an increase in the bias 
on V4, which makes it a higher resistance than before, bringing the 
voltage at the plate of Və back to normal. In like manner a decrease 
in the voltage at the grid of Vz means a decrease in the bias of V4, 
which decreases the resistance of V4, bringing the voltage at the grid of 
Vs back to normal. So long as V, and Va conduct, the voltage at the 
grid of V3 and thus the plate current of V3 are held constant by the 
voltage-divider action of V and Va. V is the variable resistance which 
controls the fraction of the B+ voltage that appears across Va. 
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(4) The synchronizing pulse is applied as a negative rectangular wave 
which drives V4 and Va beyond cut-off for the desired length of time. 
With tubes V, and Va cut-off, the grid of V3 is left free to follow 
any changes in input-voltage amplitude. Capacitor C, has no path through 
which to discharge except by way of the very high resistance of the 
insulating material used for tube bases, sockets, etc. Thus the voltage 
at the grid of V3 follows exactly the input voltage. At the end of the 
synchronizing pulse V4 and Və again conduct, returning the voltage 
at the grid of V3 quickly back to the reference potential. 


f. Application of clamping circuits. (1) In practice, clamping usually 
is encountered in sweep circuits. If the sweep voltages do not always 
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Figure .194. Synchronized clamping circuit. 


start from the same reference point, the trace itself does not begin at 
the same point on the screen each time the cycle is repeated, and is 
therefore jittery or erratic. If a clamping circuit is placed between the 
final sweep amplifier and the deflection element, the voltage from which 
the sweep signal starts can be regulated by adjusting the d-c voltage 
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Figure 195. Clamping diode employed in electromagnetic sweep system. 
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applied to the clamping circuit. An arrangement such as that shown 
in figure 193 insures, in the case of a negative-going sweep voltage, that 
the waveform applied to the deflection plate varies in a negative di- 
rection from the d-c voltage level applied to the cathode of the diode. 

(2) A circuit using a magnetic cathode-ray tube offers another ex- 
ample of sweep-clamping by the use of a diode in the grid circuit of 
the final sweep amplifier (fig. 195). Such an arrangement assures that 
the negative extreme of the sweep waveform is clamped at the d-c level 
of —60 volts. Therefore the static current, which is flowing in the final 
sweep-amplifier tube and in the deflection coil at the beginning of the 
sweep, always has the same value since the biasing voltage on the grid 
at this time always has the same value. Therefore, the beam always starts 
its trace from the same spot on the screen, because the static current 
in the coil at the beginning of the trace determines this position. 


(3) Clamping circuits make it possible to apply two signals, one 
above the trace and the other below. Without the clamping action both 
signals would merely vary about the sweep line and prevent an exam- 
ination of their relative amplitudes. 


46. PEAKING CIRCUITS. a. General. (1) In the development of trig- 
ger pulses for use in controlling the operation of various types of cir- 
cuits, peaking circuits are often employed. As a rule it is necessary to 
have a trigger pulse of very short duration and with an extremely sharp 
leading edge. In order to produce such pulses it is necessary to use a 
circuit capable of distorting an input signal in such a way as to produce 
an output waveform in which the time duration is shortened and the 
leading edge is as nearly vertical as possible. 

(2) The choice of peaking circuit used depends primarily upon the 
kind of input signal available. If the input signal is a rectangular wave 
an R-C differentiator circuit is employed to produce the peaked output. 
An alternate method employs a transformer to produce the peaked 
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Figure 196. Typical application of R-C differentiator as a peaker, 


180 


output. If the available signal is a sine wave a “saturable inductor” can 
be used to produce the trigger pulses. 


b. R-C differentiator. (1) A differentiator circuit produces an out- 
put voltage the amplitude of which is proportional to the rate of change 
of the input voltage. In an R-C differentiator circuit, the time constant 
is made short relative to the duration of the applied pulse in order that 
the capacitor will become fully charged in a small fraction of the pulse 
duration. The charge on a capacitor cannot change in value instantane- 
ously but can change only at the rate established by the R-C product. 
This is equivalent to the statement that any sudden change in the volt- 
age of one terminal of a capacitor must occur simultaneously with an 
equal change in the voltage of the other terminal. Since the two circuit 
components act as a voltage-divider network, the portion of the applied 
voltage which does not appear across the capacitor, because of the time 
required for a change of charge, must appear across the resistor as an 
output voltage. 

(2) The circuit of figure 196 illustrates a practical application of 
an R-C differentiator as a peaker circuit. The input voltage ery has a 
half period of 100 microseconds which drives the grid of V, behind 
cut-off during the negative half-cycle, and maintains it at approximately 
ground potential because of grid limiting, during the positive half-cycle. 
The grid voltage eer and the resultant plate voltage ep; are shown in 
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Figure 197. Peaker circuit waveforms. 
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figure 197. The dotted waveform indicates the shape of ep, with the 
R-C differentiator disconnected. The maximum value of ep, is 100 volts 
and the minimum value, as determined by the tube characteristics, is 
25 volts. The plate circuit of V4 is effectively an open switch during the 
half-cycle that the tube is cut-off. When conducting, the plate circuit 
resistance is effectively the static plate resistance of the tube, approxi- 
mately 10,000 ohms. 

(3) During the interval preceding time ,V, is conducting, and ca- 
pacitor Cı reaches a charge of 25 volts. Since the value of €py is steady 
at this level during the conducting time, the grid voltage ee becomes 
zero. These voltage relations are also true around the circuit at the 
instant V4 is cut-off (time A, fig. 197) since the capacitor cannot change 
its charge instantaneously. The equivalent circuit for the time interval 
during which )’, is cut off is shown in figure 198. 
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Figure 198. Equivalent circuit of figure 196 during time V1 is cut off. 


(4) During this time, C, charges from the initial voltage of 25 volts 
to the final voltage of 100 volts. As Va is normally at zero bias, any 
positive voltage in the grid causes grid current to flow, placing a grid- 
to-cathode resistance of 1,000 ohms in parallel with the 100 K resistor 
Rg. Thus essentially all of the charging current flows through Rex and 
Rs can be neglected. The charging time constant then becomes— 

Time constant (CACC) == Ree E ae (29: 1). 108 & 100 
X 10 —12 = 3u sec. 
The initial charging current which flows through the circuit is the net 
voltage acting around the circuit divided by the total resistance of the 
circuit: 

PA E 100 —25 75 

i (initial) = R (+) 18 ~ oxo = 2.5 ma. 
This current flows through the grid-to-cathode resistance of Və and 
causes an initial voltage drop from grid to cathode of 


Cua (initial) == Rex == 23 Ge | x 108 “== 2.5 volts 


(5) Since the voltage across the capacitor Cy at this instant is 25 
volts, the initial value of the voltage ep, is 25 + 2.5 or 27.5 volts. 
The capacitor charges exponentially to 100 volts in a time determined 
by the 3-microsend time constant, and the voltage egg drops exponen- 
tially from +2.5 volts to zero in the same time. The equal instantane- 
ous jumps and ensuing exponential changes in the values of ep, and 
eez are shown in figure 197 between points 4 and B. 


(6) At the end of the cut-off period of V, the potential across the 
capacitor Cy is 100 volts. Thus at the instant Y 1 Starts to conduct (time 
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B, fig. 197) the voltage drop across Cı remains at 100 volts and the 
full instantaneous change in voltage of ep, appears across Rg, as eez 
The equivalent circuit for the time interval during which V, is con- 
ducting is shown in figure 199. 

(7) During this time interval, C, discharges from the initial value 
of 100 volts to the final voltage of 25 volts. As the grid of Va is nor- 
mally at zero potential any sudden decrease in the potential of ep, in- 
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Figure 199. Equivalent circuit of figure 1 during time Vi is conducting. 


stantly lowers both plates of the capacitor a corresponding amount and 
produces a negative voltage at the grid. No grid current flows during 
this half-cycle; therefore Rex is an open circuit and the discharge cur- 
rent must flow through Rg to ground. The discharging time constant 
becomes— 


Time constant (discharge) = Riotar X C = Gor) + 100 
103 X 100 X 10 —12 = 10.75 y sec. 
The initial discharging current is— 


o OE 

ea i 10? X Bs: 
(100 + 19 729)10 

This current flows in the opposite direction to the charging current; 


hence the minus sign is used. The current flows through the grid re- 
sistor Rg and causes an initial voltage drop at the grid of Va of 
ego initial = i Rg = —0.7 X 10-3 X 100 X 103 = —70 volts 

(8) Since the voltage across Cy at this instance is 100 volts, the 
initial value of the voltage ep, is 100 — 70 or 30 volts, a drop of 70 
volts. The plate cannot drop 75 volts instantaneously because the ca- 
pacitor discharges exponentially to 25 volts in a time determined by 
the 10.75-microsecond time constant, and the grid voltage egg rises ex- 
ponentially from —70 volts to zero in the same time. These relation- 
ships are shown in figure 197 between points B and C. Again it is seen 
that the instantaneous change of eeg is equal to that of ep4. 


(9) The shape of the plate voltage waveform ep, as can be seen in 
figure 197, is modified somewhat by the peaking circuit in which it is 
being fed. The theoretical shape of the voltage at tne plate of V, with 
the R-C circuit disconnected is rectangular. The rounding of the cor- 


i (initial) = = —0.7 ma. 
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ners in the actual case is due to the loading effect of the peaking cir- 
cuit. The flow of grid current through Va during the charging period 
of the capacitor (V1 cut-off) places the low grid-to-cathode resistance 
of Və in parallel with Rs, producing a very short charging time con- 
stant. Thus a higher current tlows and the loading effect is greater 
than in the case of the longer discharge time constant. The tube V; 
can be regarded as a square-wave generator with internal resistance. Its 
terminal voltage is altered as the load varies. 


(10) Whenever a rectangular wave is to be peaked, an R-C differ- 
entiator which has a time constant very short compared to the duration 
of the pulse may be used. The loading effect of the differentiator may 
be reduced somewhat in applications where a low output impedance 
is required by replacing the circuit of Vg with a cathode follower. The 
grid of the cathode follower may be driven highly positive with re- 
spect to ground, without drawing grid current. Thus the loading of the 
pulse generator is reduced and held essentially uniform throughout the 
complete cycle of operation. In cases where peaking is not desired, R-C 
coupling circuits with time constants very long compared to the dura- 
tion of the input pulse are used. In this case the capacitor becomes 
charged to an average value which does not change appreciably from 
one part of the operating cycle to the other. Thus the loading effect 
is negligible and the waveform is passed without distortion. 

c. Saturable inductor. (1) A special coil in which a low value of cur- 
rent produces magnetic saturation of the core is termed a saturable 
inductor. This type of inductor, which is sometimes called a nonlinear 
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Figure 200. Relationship between current and inductance in saturable inductor. 
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coil, can be used to produce sharp pulses directly from a pure sine wave. 

(2) An inductor offers an impedance to the flow of alternating cur- 
rent because the current produces a changing flux which induces in the 
coil a voltage of such polarity that it resists the flow of current by op- 
posing the applied voltage. The larger the inductance, the larger is the 
back emf induced in the coil, so that a large inductance offers a high 
impedance to the flow of alternating current. In an iron-eore inductor 
the impedance at any frequency is proportional to the inductance as 
long as the core is not magnetically saturated. However, when the core 
is saturated, the flux linking the coil can no longer be increased by an 
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Figure 201. Peaking by means of saturable inductor. 
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increase of the current through the coil so that the induced back voltage 
drops to a low value. Thus, the impedance of a saturated inductor is 
nearly zero, so that the effective inductance in the saturated condition 
must also be nearly zero. 


(3) A coil which is wound on a ring of magnetic metal can be de- 
signed so that a relatively small current through the coil produces 
saturation of the core. If a large-amplitude sine-wave current (fig. 
2000)) is forced through such a saturable inductor the inductance of 
the coil will change abruptly as the current exceeds the saturation value. 
While the current magnitude is between limits A and B, the core is 
unsaturated so that the effective inductance is high, as Ly in figure 
200(2). However, when the current through the coil exceeds B in the 
positive direction or A in the negative direction, the core is quickly 
saturated and the effective inductance drops to a very low value, as Ly. 
The magnetization curve (fig. 200@)) shows an idealized graph of the 
flux density in the core of the saturable inductor plotted against the 
current through the coil. It is apparent that the flux density in the core 
is proportional to the current in the coil while the current is between 
limits A and B, so that the inductance is equal to Ly. While the cur- 
rent is more positive than B or more negative than A the core is satu- 
rated, and the inductance is equal to the very low value, Lg. 

(4) A circuit in which a saturable inductor is used to produce pulses 
from a sine wave is shown in figure 2010). The series circuit of C4, L4, 
and Lə is made nearly resonant. The size of inductor L, is chosen 
so that the circuit is slightly inductive when Lə is unsaturated, and 
slightly capacitive when Lə is saturated. Thus while Lo is saturated 
the current in the circuit leads the applied voltage by nearly 90° (fig. 
201@)). Since the voltage across Lə leads the current through it by 
nearly 90°, the voltage across Lə is nearly 180° out of phase with the 
applied voltage, and because the saturated inductance, Ls fig. 200@)) 
of Lə is almost zero, the voltage across this inductor is of very small 
amplitude, as shown by curve S (fig. 201@)). If Lə were replaced by 
an ordinary coil whose inductance equals the unsaturated inductance, 
of Lo (Lu, fig. 200@)), the circuit would become inductive and the 
current would lag the applied voltage by nearly 90°. In this case the 
voltage across Lə is in phase with the applied voltage, but because the 
circuit is near series resonance and because the reactance of Lə is now 
large, a large-amplitude sine wave such as curve U (fig. 201@)), will 
appear across Ly. Since La is saturated during most of the cycle, the 
voltage across this inductor is essentially the small-amplitude sine wave, 
S. However, while the current passes from saturation value A through 
zero to saturation value B in the opposite direction, the core is unsatu- 
rated. During this short interval, the voltage across Lə changes abrupti y 
from curve S to curve U, producing a large pulse. When the coil again 
becomes saturated the voltage across Lo drops back to curve S. The 
duration of the pulse so produced is made short by the use of a series- 
resonant circuit which causes a large current to flow through Lə so 
that only a very short time is required for the current to pass from 
the saturation value in one direction to the saturation value in the other. 


47. SAWTOOTH GENERATORS. a. General. Voltages having sawtooth 
waveforms have wide application in radar. The simplest method of ob- 
taining this type of waveshape is by means of a gas-tube relaxation 
oscillator. This oscillator is one in which no timed circuits are employed 
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and the output shows abrupt changes in voltage usually brought about by 
charging or discharging a capacitor through a resistance. 

b. Neon tube sawtooth generator. (1) The tube illustrated in figure 202 
is a neon glow tube such as is described in section IV. Until the potential 
across this type of tube reaches a value high enough to ionize the gas, 
the tube presents an almost infinite impedance. However, once ionized, a 
very small voltage is sufficient to keep the current flowing and until the 
voltage across the tube falls below the value required to maintain the 
ionization the tube has a low impedance. When the voltage falls below 
this value, the gas de-ionizes and current flow ceases. The potential at 
which the gas ionizes and conduction begins is called the firing potential 
of the tube and that at which deionization takes place is known as de-iontz- 
ing potential. The tube can be considered as a switch which is open when 
the tube is not ionized and closed when it is ionized. 
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Figure 202. Circuit of neon sawtooth generator. 


(2) The simplest form of sawtooth generator consists of a capacitor, 
a variable resistor, a source of power, and a gas-tube switch. Since the 
voltage across this capacitor may be controlled by the neon switch, the 
circuit is called a neon sawtooth generator (fig. 202). When constant 
voltage is applied to the input of this circuit, the capacitor is charged 
through the resistor. The voltage across the capacitor rises from zero, 


B+OR SUPPLY VOLTAGE 


—_ Ome n, 


pa -P 
a Zee 
¿lo e an 
Y s > FIRING . POTENTIAL 
£ 
es | 
Q 
x 
E DEIONIZING POTENTIAL 
á | a 
\ 
j \ 
/ TX DISCHARGE 
Ax 


TIME 
TL-7784 A 


Figure 203. Variation of capacitor voltage in neon sawtooth generator. 
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approaching the full supply voltage along a normal R-C charging curve 

(fig. 203). The voltage across the neon tube is the same as the voltage Ææ 
across the capacitor, because these elements are in parallel. The neon tube | 
acts as an open switch until the voltage across it reaches the firing point. 
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Figure 204. Frequency changes resulting from changes in circuit constants 
of neon sawtooth generator. 
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\t the firing potential, the neon tube ionizes and forms a discharge path 
for the capacitor. The capacitor thus discharges very rapidly until the 
voltage falls to the deionizing potential of the neon tube, when conduction 
stops and the tube becomes an open switch again. The capacitor then 
begins to charge again toward the supply voltage. The voltage rises along 
the R-C curve to the firing potential of the neon tube, and then falls 
again. This process continues as long as a d-c supply is maintained. 


(3) The frequency of a sawtooth wave is the number of times the 
voltage rises and falls per second. This frequency can be varied by chang- 
ing the firing and deionizing potentials, but this means of variation re- 
quires a change in neon-tube characteristics. A simpler method of fre- 
quency control is to vary the value of the resistor, the value of the 
capacitor, or the magnitude of the supply voltage. Since the resistor and 
capacitor form a time-constant circuit, an increase in the value of either 
element increases the time for a given amount of charge to be developed 
across the capacitor from a fixed source. Therefore, a lower frequency 
may be expected with increased capacitance or resistance values (fig. 
2040). 

Also, a decreased supply voltage will cause a lower frequency. The 
supply voltage generally is held constant. However, it if it made higher, 
the capacitor charges more quickly to the given value of the firing poten- 
tial and thus results in an increase in frequency (fig. 204@)). 

c. Thyratron sawtooth generator. (1) This relaxation oscillator is simi- 
lar in operation to the neon sawtooth generator. A thyratron tube, or gas 
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Figure 205. Simple thyratron sawtooth generator. 


riode, is used as an electronic switch. The thyratron acts in the same 

aanner as the neon tube, except that a grid has been added to control the 

firing potential. The more negative this grid is made in relation to the 
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Figure 206. Change of amplitude and frequency of thyratron 
sawtooth generator by change of grid bias. 
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(2) In the typical circuit for the thyratron sawtooth generator, shown 


tube is more stable than the neon tube, because frequency changes and 
in figure 205, the charging and discharging of the capacitor take place in 


potential is affected very little by the bias on the grid. As a switch this 
applied voltage do not alter its characteristics so readily. 


cathode, the higher is the firing potential of the thyratron. The deionizing 
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Figure 207. Thyratron relaxation oscillator. 
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exactly the same manner as shown in figure 204. The amplitude of the 
voltage rise on the capacitor is controlled by a negative bias on the grid 
of the thyratron tube. This bias is supplied by a fixed negative voltage 
source. Any voltage on this voltage divider must be negative since the 
positive end of the battery is connected to ground potential. The amplitude 
of the output sawtooth waveform is determined by the negative potential 
on the grid of the thyratron. This method of amplitude control has a 
limitation in that a change of frequency accompanies a change of ampli- 
tude (fig. 206). 

(3) The frequency of a thyratron sawtooth generator may be varied in 
the same manner as in the neon sawtooth generator. An increase in the 
resistor or capacitor, or a decrease in the supply voltage causes a decrease 
in frequency. A less negative grid bias causes a frequency increase and 
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Figure 208. Synchronized thyratron-sawtooth generator. 
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an amplitude decrease. A summary of the generator action and frequency 
controls is shown in figure 207. 
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Figure 209. Synchronization of thyratron-sawtooth generator with sine wave. 
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(4) It can be seen from figure 206 that the rise in voltage of the saw- 
tooth wave is not linear but follows the exponential charging curve of the 
capacitor. The lower portion of the curve is very nearly linear, however, 
and by using a d-c supply voltage that is much higher than the firing 
potential of the tube, a rise that is sufficiently linear for most purposes 
can be obtained at the output. 


(5) The oscillations of a gas-tube relaxation oscillator are not stable 
in frequency. The thyratron oscillator, however, can be synchronized 
with a constant frequency by injecting a small voltage of the desired 


frequency ^n the grid. Such an arrangement is shown in figure 208. The 
voltage waveforms are illustrated in figure 209. The action is as follows: 
The natural frequency of the thyratron oscillator is adjusted to a slightly 
lower value than that of the synchronizing voltage. The natural action 
is shown by the dotted lines of figure 209. Thus without the synchroniz- 
ing voltage the tube would fire at point A. When the synchronizing 
voltage is present on the grid however, the firing point varies in accord- 
ance with the grid signal. At some time during the synchronizing cycle 
the firing potential will be low, so that the tube fires at point B. On the 
next cycle the voltage across the capacitor reaches the firing point at D. 
The time of each oscillation is thus reduced from AC to BD and the 
oscillator is now locked to the frequency of the injected voltage. In a 
similar manner it may be locked to a submultiple or multiple of the syn- 
chronizing voltage. 


48. MULTIVIBRATORS. a. General. (1) The multivibrator is a form of 
relaxation oscillator which is frequently used in radar circuits. There are 
several different types in use, depending on the function they are re- 
quired to perform. Multivibrators may be designed as continuous or free- 
running or as driven oscillators whose operation and frequency is con- 
trolled by a synchronizing or triggering voltage applied from an outside 
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source. The output of a multivibrator is usually nearly rectangular in form 
and the frequency may range from about 1 cycle per minute to 100 kilo- 
cycles per second. 


(2) The following fundamental properties of vacuum-tube circuits are 
repeated as an aid in tracing the multivibrator action: 


(a) A rise in grid voltage causes an increase in plate current through 
the tube; conversely a fall in grid voltage causes a decrease in current. 


(b) An increase of current through the load resistor causes the volt- 
age on the plate to decrease. A current decrease results in a higher plate 
voltage. 


(c) The voltage across a capacitor cannot change instantaneously. 


(d) The polarity of the voltage which appears across a resistor may 
be determined simply by remembering that electrons always flow from 
the negative end to the positive end. 


(e) A capacitor requires a definite amount of time to charge or dis- 
charge through a resistor. A measure of this time, called the time constant, 
is found by multiplying the resistance by the capacitance (R times CY 


b. Trigger circuits. (1) The multivibrator will be more easily under- 
stood if the action of the Eccles-Jordan trigger circuit is first studied. 
This circuit is shown in figure 210. This form of multivibrator employs 
direct coupling between the plates and grids of the two tubes. It is not an 
oscillator in the true sense; rather it is a circuit possessing two conditions 
of stable equilibrium. One condition is when V4 is conducting and Va is 
cut off; the other when Va is conducting and V4 is cut off. The circuit 
remains is one or the other of these two conditions with no change in 
plate, grid, or cathode potentials, or plate current, until some action occurs 
which causes the nonconducting tube to conduct. The tubes then reverse 
their functions and remain in the new condition as long as no plate 
current flows in the cut-off tube. Because of this sudden reversal or 
“flopping” from one state of equilibrium to the other, this type of circuit 
is often referred to as a flip-flop circuit. 


(2) In order to analyze the operation of the circuit, assume that the 
plate voltage B + is suddenly applied to the tubes. If both tubes and their 
corresponding circuit elements were exactly alike, equal currents would 
flow through the plate circuits. It is inconceivable, however, that two 
tubes and their circuit elements could be balanced so exactly as to permit 
this to occur. One tube will start to conduct an instant before the other 
or will conduct more heavily than the other. Assume that V, conducts 
more heavily than V3. 


(3) When conduction begins, tube V4 is assumed to be passing a 
larger current than Va so that the voltage drop across its plate resistor Ry 
is greater than that across the plate resistor Ry of tube Vo. The voltage 
at the plate of V, is then lower than that at the plate of Və and this 
lower voltage is passed to the grid of Va through the coupling resistor Rs. 
The current through V» is still further decreased because of this negative- 
going change of the grid potential. The decrease in plate current causes 
an increase in voltage at the plate of Va which is passed to the grid of V4 
through coupling resistor Ry. As a result of this positive-going change in 
the grid voltage of V4, still more current flows in its plate circuit and 
the voltage at the plate is still further decreased. This action is cumula- 
tive, so that when the magnitude of the voltage across V, is considerably 
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less than the battery voltage Eo, the voltage across R¢ is sufficiently nega- 
tive to cut off Va. 


(4) In this condition, the circuit is in stable equilibrium, with V2 
cut-off and Y', conducting heavily. The circuit will remain in this condi- 
tion until the nonconducting tube Və is made to conduct bv the applica- 
tion of a trigger voltage. A positive pulse may be injected through the 
capacitors to both grids. Since tube Y, is already passing a heavy cur- 
rent, the positive pulse on its grid will have very little effect on the flow 
of current through the tube. Tube Vo, however, is cut off and the positive 
pulse on its grid, if of sufficient amplitude, removes the high negative 
bias momentarily. Current then flows in the plate circuit of V 9 and the 
voltage at its plate drops. This decrease is impressed on the grid of V4. 
The current through plate resistor R, then decreases and the plate poten- 
tial rises. This rise is passed to the grid of V 9, causing a still further 
increase in plate current. The action is now the reverse of that in the 
first case, and it continues until Y, is conducting a heavy current and V, 
is cut off. The reversing or “flopping” from one state of equilibrium to 
the other occurs so rapidly as to be almost instantaneous, A positive trig- 
ger pulse, then, always reverses the tubes by causing the nonconducting 
tube to conduct. 

(5) Negative trigger pulses may also be used to cause the circuit to 
switch In this case the negative trigger acts on the conducting tube, 
causing a sudden decrease in plate current and a corresponding rise in 
piate voltage. This rise is passed to the cut-off tube, resulting in a flow 


of current in its plate circuit which initiates the action previously 
described. 


(6) From the foregoing discussion, it is evident that the Eccles-Jordan 
circuit executes one alternation for each trigger pulse, two pulses being 
necessary for a complete cycle. It is possible, however, to bring about a 
complete cycle of operation with a single trigger pulse by making certain 
circuit modifications. 

c. One-shot multivibrators. (1) The circuit shown in figure 211 is a 
modification of the Eccles-Jordan which accomplishes a complete cycle 
when triggered with a positive pulse. It is essentially a two-stage resis- 
tance-capacitance-coupled amplifier with one tube cut off and the other 
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Figure 211. One-shot multivibrator. 
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normally conducting. The balanced condition of the circuit is established 
by the arrangement for biasing the tubes. The grid of Və is connected 
to its cathode through the resistor Rə. No current normally flows through 
this resistor; therefore the grid bias is normally zero. The plate current 
of Va flows through the cathode resistor Rx, and the resultant voltage 
drop across Rx biases V4 to cut-off. When Vg is not conducting, V, can- 
not be cut off by the self-bias developed across Fx. 


(2) The action of the circuit is as follows: 


(a) Vy, is cut off initially by the voltage drop produced across Kx by 
ipo, the plate current of Va (fig. 212@, time 4). 


(b) Va is conducting heavily because its grid is at cathode potential 
(fig. 212@, time 4). 
(c) A positive pulse (fig. 2120, time B) sufficient in amplitude to 
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Figure 212. Waveforms in one-shot multivibrator. 


195 


raise the grid of V4 above cut-off voltage, is impressed on the grid of V, 
through C}. 

(d) Vı begins to conduct and the voltage at its plate decreases (fig. 
212@), time B). 

(e) This decrease passes through Co, as the voltage across a capaci- 
tor cannot be changed instantaneously, and appears on the grid of Və 
as a negative-going voltage (fig. 212), time B). 

(f) The aegative-going voltage on the grid of Va decreases ipo. 

(g) The voltage drop across Rx decreases, allowing more current to 
flow in Vi. 

(h) The plate voltage of V4 is still further decreased. 

(1) The grid of Vg goes still more negative. 

(1) The action described in steps (b) to (i) is repeated until Va is 
cut off and V, is conducting. The action is practically instantaneous. 

(3) The circuit remains with Y, conducting and Və cut off during the 
interval from B to C while Cy discharges sufficiently toward the lowered 
value of plate voltage of V} to allow the grid of Va to rise from its low- 
est value to cut-off voltage. Then— 

(a) Va begins to conduct (fig. 2120), time C). 

(0) The plate current of Va, flowing through Rx, raises the cathode 
voltage of V4, thus reducing its plate current (fig. 212@), timeC). 

(c) The decreased plate current of V4 allows the plate voltage of Y, 
to increase (fig. 212@), time C). l 

(d) This increase is coupled to the grid of Mo, increasing still further 
its plate current. 

(e) The action described in steps (a) to (d) is repeated until Y, is cut 
off and Va i conducting heavily. This action also is practically instan- 
taneous. 

(4) The circuit is now back in its original balanced state and will 
remain so until another positive pulse arrives and causes V 1 to conduct. 
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Figure 213. One-shot multivibrator with positive grid return. 
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This type of circuit is known as a one-shot multivibrator. Every positive 
trigger pulse which causes V', to conduct, applied to the input of the 
one-shot multivibrator results in a large positive-pulse output from the 
plate circuit of the second tube. The length of the positive-output pulse 
produced at the plate of Va is controlled by the time constant of Cə 
times Rə (fig. 212@ and G)). If large values of Cy and Rə are used, 
the length of the positive output is increased. A positive-output voltage 
pulse is produced for each positive-input trigger pulse, regardless of how 
frequently it occurs. 

(5) The “one-shot” multivibrator illustrated in figure 213 has the grid 
of V, returned to a positive potential instead of to the cathode. In the 
stable condition V4 is conducting since the grid of V4 is held slightly 
positive with respect to the cathode by the connection through KR, to the 
B+ supply, and Va is cut otf by the bias developed in Rə by the plate 
current of V4. The grid of V4 is only slightly positive because the voltage 
drop produced across R, by the flow of grid current is nearly equal to 
the supply voltage. This circuit is put into operation by a negative trigger 
pulse applied to the grid of V4. This pulse decreases the plate current 
of V, and causes a corresponding increase in plate voltage of V1. The 
increase of palte voltage is coupled to the grid of Va through the capaci- 
tor Co, as the voltage across the capacitor cannot change instantaneously. 
Plate current begins to flow in Va and the voltage at its plate decreases. 
Capacitor C3 couples this decrease to the grid of V4 causing a further in- 
crease in the plate potential of V4 which is impressed on the grid of Va. 
This action continues until V4 is cut off and Va is conducting heavily. 


(6) The circuit remains in this condition as long as the discharge of C3 
maintains a sufficient negative potential on the grid of V4 to keep the 
tube cut off. When Cz has discharged sufficiently to allow the grid of V4 
to rise to cut-off, the tube conducts, and the plate potential decreases. The 
decrease is passed to the grid of Va and its plate current decreases, caus- 
ing its plate potential to rise. This rise is impressed on the grid of Vy 
which increases the plate current in V4. This action takes place almost 
instantly, so that V4 is quickly returned to its normal state of conduc- 
tion and Va is again cut off. 


(7) Capacitor Cə is charged to the B+ supply voltage through Ro, 
Rex of Vo, and R during the time Vy is cut off. When V, is suddenly 
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Figure 214. Grid waveforms in one-shot multivibrator with 
grid returned to B+ and to cuthode. 


197 


made conducting again, its plate voltage drops sharply. This large nega- 
tive-going voltage is coupled to the grid of Va, cutting off the tube. The 
flow of current through 1, produces a voltage drop across Rə which holds 
Və in the nonconducting state until the next negative trigger pulse 
appears. 


(8) The difference in action of the multivibrator with the grid re- 
turned to B+ and one with the grid returned to the cathode is illus- 
trated in figure 214, In the positive grid return circuit, the capacitor 
discharges from the most negative value toward B+. Thus, only the 
lowest portion of the R-C discharge curve is utilized and the potential 
on the grid approaches cut-off voltage rapidly as indicated by the angle A 
in figure 214@). A small variation in supply voltage or tube action will 
shift the time during which the tube is cut off by only a very small 
amount. The discharge curve of the circuit in which the grid is returned 
to the cathode, on the other hand, approaches cut-off potential gradu- 
ally, at the small angle B (fig. 214@). Any variation in tube action in 
this case causes considerable change in the cut-off period. Therefore, 
when very accurate timing is desired, the positive grid circuit is the 
preferable arrangement. 

d. Cathode-coupled multivibrator. (1) The multivibrator in figure 211 
is said to be cathode-coupled because the coupling from Va to V, takes 
place through the common cathode resistor, Rx. A variation of this 
circuit is shown in figure 215. Note that the only difference between 
the two circuits is the connection of Rə, the grid resistor of Vo, to 
ground (fig. 215) instead of to cathode (fig. 211). In both of these 
circuits Vy is cut off by the voltage produced across Rx by the plate 
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Figure 215. Cathode-coupled multivibrator using direct coupling. 
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current Və flowing through this resistor. However, the multivibrator 
shown in figure 215 is markedly different from that shown in figure 
211 in that it is not possible for the plate current of Və in figure 215 to 
maintain across Rx a voltage large enough to hold Y, cut-off. In figure 
211, Və is normally at zero bias in the resting condition of the circuit 
because the grid is returned to cathode. Thus ipə can produce a large 
voltage across Rx. However, in figure 215 the grid of Və is returned 
to ground, so that when Cə is fully charged, the grid is at ground po- 
tential, but the cathode of this tube is above ground potential by the 
voltage produced across Rx by ip. Thus the bias on Vg is equal to 
this voltage drop. Since it is the flow of 1p9 which produces the voltage 
across Rx, it is obvious that Və cannot be biased beyond cut-off by this 
voltage. If V, and Və are the same type of tubes, it is at once apparent, 
also, that the voltage produced across Rx by ipo cannot hold V;, cut-off. 
Therefore the circuit of figure 215 must be a free-running multivibrator 
in which the condition of one tube alternately cuts off the other. 


(2) If there is no plate potential applied to the circuit of figure 215. 
there will be no charge on Cə and the grids of both Y, and Və will be at 
ground potential. When the plate potential is suddenly applied, both 
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Figure 216. Waveforms in cathode-coupled multivibrator 
using direct coupling. 


tubes will start to conduct. Since the plate current of both tubes flows 
through Rx, the cathode potential of both V4 and Və rises above ground, 
producing a bias voltage which tends to limit the magnitude of the cur- 
rent flowing in the tubes. The flow of ip, through Rs reduces the volt- 
age at the plate of V,. Since the voltage across Cə cannot change in- 
stantaneously, the drop in voltage that takes place at the plate of V4 
is coupled to the grid of Va, further reducing the current through this 
tube. This reduction of current decreases the voltage developed across 
Rx, so that ip, increases. This increased current causes ep, to drop 
further and the conduction of Və is decreased even more. This action 
is cumulative, ending with the current in Və is reduced to zero and the 
current in Y, a maximum. Although this step-by-step description of the 
multivibrator action might give the impression that a considerable time 
is involved, Və is driven beyond cut-off almost instantaneously, as at 
4 in figure 216. 


(3) Tube Va is held beyond cut-off during the time that C 9 discharges 
through Rə, Rp of Vy, and Rx. The discharge current through Rə pro- 
duces a voltage at the grid of Və which is negative with respect to 
ground and which decreases exponentially as the capacitor discharges. 
At time B in figure 216 the voltage at the grid of V ə reaches cut-off, 
and Və begins to conduct. The current drawn through Və also flows 
through Rx, producing an increased voltage across this resistor. This 
increased voltage makes the bias on V, more negative so that less plate 
current flows through this tube. As a result of the decrease of tp,, the 
voltage at the plate of V} increases. Since the voltage across Cə can- 
not change instantaneously, the grid of Və is driven positive, increasing 
furthe: the plate current of Və. This action is cumulative and results 
in the current through Y, being reduced to zero almost instantaneously 
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Figure 217, Cathode-coupled multivibrator with feedback 
through a capacitor. 
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and the current through Və being increased to a maximum. V4 is cut 
off by the voltage developed across Rg when the high plate current of Və 
flows through it as a result of driving the grid of Va positive (fig. 
2160), time B). 

(4) At time B the grid of Va is driven highly positive, causing ipə 
to be large, so that ex, rises quickly. Because grid current is drawn while 
eg is more positive than ex, capacitor Cə charges relatively quickly 
through Rx, Rex of Va, and Rg. The capacitor has charged sufficiently 
by time C that egg is reduced to cathode potential at this time. Since 
the grid of Va is still positive with respect to ground, the charging of 
Cə continues, but at a slower rate because when grid current is not 
drawn, the resistance of the charging path is through R3 and Rə, which 
results in a longer time constant than the path through Vo. As Cə 
charges, the bias on Va decreases, causing ips to decrease, which in turn 
decreases ex. The grid of V, is held constant at ground potential, so 
that this tube remains cut off as long as ex is positive relative to ground 
by more than cut-off voltage. But when ex drops to the cut-off voltage, 
VY, conducts and rapidly cuts off Va by feeding a large negative-going 
voltage through Cə to the grid of V9. 


(5) Since the conduction of Va is unable to maintain V} noncon- 
ducting, the multivibrator of figure 215 is free-running. No trigger 
pulses are required to operate this circuit since it has no stable equi- 
librium condition. 


(6) In another type of cathode-coupled multivibrator a capacitor is 
used to couple the two cathodes together. In this multivibrator the 
cut-off time of the grid of the second tube is controlled by the discharge 
of Cə through Rə, but the cut-off time for the first tube is controlled 
by the discharge of the cathode-coupling capacitor through the cathode 
resistor of the second tube (fig. 217). 


(7) In order to understand the operation of this multivibrator, as- 
sume that Y, is conducting and that Və has been cut off by an action 
similar to that described for the circuit of figure 215. Capacitor Co 
discharges through Ro, Rp of V and Rs, so that the voltage at the 
grid of Va rises from a high negative potential toward ground as the 
discharge current through Rə decreases. When eges rises to the cut-off 
voltage of Və, the tube starts to draw current through Rg. The rising 
voltage produced across this resistor is coupled through C} to the cath- 
ode of V, since the voltage across the capacitor cannot change in- 
stantaneously. The positive-going voltage which is coupled to the cath- 
ode of V, adds to the existing voltage across R;, reducing the flow 
of current in V4. As ip, decreases, the voltage at the plate of V4 in- 
creases, and this positive-going voltage is coupled to the grid of Va 
to increase further the current in Və. This action around the circuit 
is regenerative, and it ends with the current in V4 reduced to zero and 
the current in Vs at a maximum. 


(8) Capacitor Cı is charged to the voltage existing across Rg through 
the path R5, Rp of Va, and R; to the high-voltage supply. The charging 
current produces across Rs a voltage which is more than sufficient to 
hold Y, beyond cut-off. However, as the voltage across the capacitor 
rises, the magnitude of the charging current falls. Consequently the 
voltage across R; decreases and at some time it will fall below the value 
required to cut off /,. At this instant, a current starts to flow through 
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V, lowering the voltage at the plate of the tube. This negative-going 
voltage is coupled through Cə to the grid of Vo, causing ipg to decrease. 
As a result of the reduction of ips, the voltage across Rg drops, and 
at the same time the voltage across Rs increases as a result of the flow 
of tp, through it. Therefore, C4 discharges through Rg, Rp of V4, and 
Rz in an effort to charge in the opposite direction to the voltage across 
Rs. The cumulative effect of the discharge of C, through Rg and the 
negative-going voltage applied to the grid of Və combine to cut off 
Və almost instantaneously. 


e. Conventional or plate-coupled. (1) This basic free-running multi- 
vibrator circuit is a simple two-stage resistance-capacitance-coupled am- 
plifier with the output of the second stage coupled through a capacitor 
to the grid of the first tube (fig. 218). Since the signal applied to the 
grid of a resistance-capacitance-coupled amplifier is reversed in phase 
in the output, the output of the second stage is in phase with the input 
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Figure 218. Two-stage amplifier with feedback 
(basic multivibrator circuit). 


to the first, as each stage reverses the polarity of its input. Because the 
output of the second stage is of the proper polarity to reinforce the 
signal applied to the first tube, oscillations can take place. For simplicity 
of explanation and for compactness in schematic diagrams, the multi- 
vibrator usually is represented as shown in figure 219. 


(2) When power-supply voltages are applied to this multivibrator, 
currents begin to flow in the plate circuits of the tubes. Also charges 
build up on the capacitors as the plate voltages of the tubes increase. 
If the two halves of the circuit are alike, the tube currents may at first 
be nearly equal. However, a perfect balance is impossible; there must 
always be some slight difference in the two currents, and any such differ- 
ence will bring about a cumulative increase in the unbalance, as follows: 
A slight increase in the current drawn by tube Y, occurs. This increase 
causes an increase of the voltage drop across resistor Rs, and thus a 
decrease in ep, the plate voltage of V4. Because of the capacitor Co, 
the decrease in ep, is accompanied by a decrease in ees, the grid volt- 
age of Voy, since the voltage across the capacitor tends to remain con- 
stant. A decrease in eg reduces the plate current in Və. Thus the in- 
crease in the plate current of V, must be accompanied by a decrease 
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in the current of tube Vo. In the same manner, the decrease of ipo 
causes an increase of epo and hence of eg, and results in an increase 
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Figure 219. Basic multivibrator circuit. 
of ip. Thus the slight initial unbalance sets up a cumulative, or regenera- 
tive switching action, which ends with ipə reduced to zero, and jp; m- 
creased to a maximum value. Though described as if it occurred slowly, 


this switching occurs with extreme rapidity—in a fraction of a micro- 
second in a well-designed multivibrator. 
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Figure 220. Charge and discharge paths in free-running multivibrator. 
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(3) In order to cut off plate current in V 2, the grid of that tube 
must be driven negative beyond the cut-off voltage. The negative grid 
voltage results from a charge on capacitor Cy. Since this charge must 
leak off through resistor Ro, as shown in figure 2200), the grid voltage 
does not remain negative indefinitely, but tends to return to zero as 
the capacitor discharges. As soon as cut-off is reached, the plate cur- 
rent begins to flow in tube Və, and a second switching action takes place. 
This switching action is like the first except that ipo is increasing and 
tp, decreasing. Thus it ends with V 2 Carrying maximum current and 
with Y, cut off; that is, during the switching action the current is sud- 
denly transferred from the plate circuit of one tube to that of the other. 
This switching action repeats continuously, with first one tube and then 
the other tube conducting. 

(4) The multivibrator waveforms are shown in figure 221. The wave- 
forms may be understood by referring to the charge and discharge 
paths shown in figure 220. The action in these circuits results in the 
waveforms between times 4 and B (fig. 221). 


(5) At time A in figure 221, Y 2 has just been cut off, ©, and V 1 is 
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Figure 221. Waveforms in a balanced free-running multivibrator. 
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conducting heavily @). During the previous half cycle, Cı has acquired 
a charge, so that when Va ceases to conduct, the grid of V4 is raised 
above ground potential, as shown in (@). Consideration of figure 220@) 
shows that a voltage drop is produced across R4 by the flow through 
it of the charging current of C,. The plate voltage, epa, of Va at the in- 
stant that this tube is cut off does not, therefore, rise to the battery volt- 
age, but is less by the amount of the voltage drop across R4 (fig. 221(6)). 
Since at this instant the grid of V4 is slightly positive, maximum plate 
current 7p; must flow through V4. This in turn means that the plate volt- 
age on V, is a minimum (8). The grid voltage, eg, of Va has been forced 
below cut-off, as previously explained, so that 1p9 must be zero. 


(6) Between A and B in figure 221, C, is charging through the path 
shown in figure 2200). Since the resistance of this path is relatively low, 
the time constant of the charging is short, and the circuit quickly reaches 
its equilibrium condition (fig. 221G)). As Cy charges, the potential at the 
grid of V; falls toward ground potential. Since the charging current flows 
through R4, the voltage drop across R4 decreases as C4 charges. Thus €po 
reaches battery voltage at the same time that eg; reaches ground poten- 
tial (fig. 221@)). The current, 1p,, through Y, must decrease as eg; de- 
creases. This is accompanied by a decrease in the voltage drop across Rg 
and thus a rise of ep, (fig. 221@)). 


(7) While C, charges as described above, Cy discharges around the 
path shown in figure 220@). The long time constant of this path deter- 
mines the conducting time of V4, which is the same as the cut-off time 
of Vo. As Ca discharges, egg slowly rises toward ground potential (fig. 
2214)). However, at the instant that esə reaches the cut-off potential of 
V 2, the tube conducts and, as a result of the switching action previously 
described, cuts off V4. Thus the condition of the circuit has been instan- 
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Figure 222. Asymmetrical or unbalanced multivibrator waveforms. 
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taneously reversed; V is conducting heavily and V4 is cut off. This con- 
dition is shown in figure 221 between B and C. 


(8) Thus far the multivibrator has been considered as symmetrical 
or balanced—that is, with each corresponding pair of components ex- 
actly matched. In some radar applications it is desirable to obtain pulses 
of short duration with a relatively long period of time between pulses. 
To accomplish this, the time constant in the grid constant of one tube 
is made long with respect to the time constant of the other, so that one 
tube may remain cut off for only a small portion of the cycle. These 
relations are illustrated in figure 222. Note that since the time constant 
RC, is short compared to RəCə, V, is able to remain cut off for only a 
small fraction of the total cycle. Thus time 4-B is much less than time 
B-C. A circuit with these output waveforms is known as an asymmetrical 
or unbalanced multivibrator. 


f. Electron-coupled multivibrator. The circuit of figure 223 is that of a 


multivibrator employing pentode tubes in which the load is coupled to the 
oscillatory circuit through the electron stream in the tubes themselves. 
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Figure 223. Electron-coupled multivibrator. 


The multivibrator circuit is the conventional one, but the screen grids 
of the tubes are used as plates for the performance of the switching 
function. A portion of the electron stream in the conducting tube reaches 
the plate proper because it is made positive by its connection to the 
power supply. This portion furnishes the output of the multivibrator. 
The suppressor grids shield the screen and control grids from the plates 
and prevent changes in the load from affecting the oscillatory circuit. 
The frequency of oscillation is thus reasonably independent of the out- 
put. The output of Y, is shown as eg, and that of Va as ego. 


g. Multivibrato; synchronized by sine wave. (1) Free-running multivi- 
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brators are not usually used as such in radar circuits as their frequency 
stability is poor. To avoid this frequency instability, multivibrators are 
usually synchronized with another frequency which forces the period of 
the multivibrator oscillation to be exactly the same as the period of the 
synchronizing frequency. Such a multivibrator is said to be driven by the 
synchronizing voltage. 


(2) Although a waveform of almost any shape may be used for syn- 
chronization, either a sine wave or a pulse is generally used. The circuit 
of a multivibrator which is synchronized by the injection of a sine-wave 
voltage in the cathode circuit of one tube is shown in figure 224. The 
actual grid-to-cathode voltage of V4, which is the voltage controlling the 
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Figure 224. Multivibrator with sine-wave synchronizing voltage 
applied to cathode. 


flow of plate current, is the difference between the grid-to-ground voltage 
€g, and the cathode-to-ground voltage ex. The source of sinusoidal volt- 
age should have a low internal impedance, for otherwise the plate current 
of V, flowing through this source causes a voltage drop which alters the 
sinusoidal shape of the wave. Sometimes a low-voltage winding on a 
power-supply transformer, such as a filament winding, is used to supply 
this control voltage. 


(3) If the multivibrator of figure 224 were balanced and running 
freely, the waveform of the voltage at the grid of V, would be as shown 
between A and B in figure 25@). Between A and B there is no synchroniz- 
ing voltage applied, so that the cathode voltage is constant at ground | 
potential, as shown in figure 225@). At time B the synchronizing voltage is 
suddenly applied, causing the cathode potential to vary sinusoidally. The 
voltage on the grid with respect to ground is not affected by this varia- 
tion, but the grid-to-cathode potential now contains this sinusoidal com- 
ponent of voltage. Thus the effective cut-off voltage of the tube varies 
sinusoidally about the normal value in phase with the synchronizing 
voltage on the cathode. The cathode voltage, ex, and the effective cut-off 
voltage, eco, are shown in figure 225@) in order to explain the synchroniz- 
ing action. The instant at which V; is made, conducting occurs when the 
€g, curve crosses the eco curve. 
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(4) At time B the voltage of the cathode starts to rise, so that con- 
duction of V} is decreased. The positive-going voltage produced at the 
plate of V; initiates the switching action, and the tube is quickly cut off. 
Thus eg, drops along BC instead of DE as it would in the free-running 
condition. Capacitor Cy discharges exponentially along curve CFG. Since 
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Figure 225. Waveforms in multivibrator synchronized by 
sine wave on cathode. 


this curve intersects the eco curve at F, the switching action, by which V, 
is made conducting and Vg is cut off, takes place at this time instead of 
at a short time later. Thus the switching takes place at turn F instead of 
at G as would be the case in a free-running multivibrator. The switching 
drives the grid of V, positive, but the grid current drawn quickly charges 
C so that the grid returns to cathode potential. If eg; followed curve HJ, 
as it would if the multivibrator were free running, the grid would draw 
current because the synchronizing voltage causes the cathode to be nega- 
tive relative to ground at this time. Therefore €g; follows the cathode 
voltage along curve HK. When the cathode voltage begins to rise, the 
plate current through V, starts to decrease. By the time K the rise in 
voltage at the plate of V, resulting from this decrease in plate current has 
become large enough to drive V, into conduction, and the tubes are very 
rapidly switched. 


(5) The cycle of the multivibrator is forced to be somewhat shorter 
than the length of the free-running cycle by the action of the sine wave. 
Thus switching in one direction occurs at points F, F’, F”, etc., and 
switching in the other direction occurs at K, K’, K”, etc. The period of the 
multivibrator, KK’ or F’F”, is seen to be equal to the period of the sine 
wave after the short transition interval, so that the multivibrator may 
be said to be synchronized. A sine wave can thus be used to control the 
frequency of a multivibrator. The synchronizing voltage can make the 
multivibrator operate either above or below its natural frequency. How- 
ever, if an attempt is made to pull the multivibrator to higher and higher 
frequencies, a limit is reached beyond which the multivibrator synchro- 
nizes to one-half of the driving frequency. Similarly, the multivibrator 
may synchronize to one-third or a smaller fraction of the driving fre- 
quency, and frequency division may be obtained. 


(6) When the sine wave synchronizing voltage is applied to the grid 
instead of to the cathode of one of the tubes of the multivibrator, as 
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3 shown in figure 226, the synchronizing voltage adds directly to the grid 
P voltage. Consequently the grid-voltage waveform does not resemble that 
of a free-running multivibrator. Without the synchronizing signal, the 
multivibrator is free-running, and the grid waveform is as shown between 
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Figure 226. Multivibrator with sine-wave synchronizing 
signal applied to grid. 


A and B in figure 227. The synchronizing voltage is applied slightly be- 


fore time B in the random phase shown but, because of grid limiting, it 
has no effect until V4 cuts off at its natural time B. Between C and D, the 
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Figure 227. Waveforms in multivibrator synchronized by 
sine wave on grid. 


the normal discharge voltage which would 


synchronizing voltage adds to 
lts in the distorted curve shown. Since the 


- rise along curve EF, and resu 
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synchronizing frequency is higher than the natural frequency of the multi- 


vibrator, the distorted curve reaches cut-off sooner than curve EF. 


(7) When V, is conducting during the time between G and H, grid 
limiting occurs and prevents the synchronizing voltage from adding to the 
grid voltage. However, when the synchronizing signal drops below zero 
voltage and starts to decrease the voltage on the grid, the multivibrator 
regenerative action rapidly cuts off V 1- Since this action occurs at the 
same time, H, on each cycle of the synchronizing signal, the multivi- 
brator is forced to operate at the synchronizing frequency. This latter 
action occurs in this way only when the synchronizing frequency is higher 
than the natural frequency of the multivibrator. 


(8) The first cycle of the synchronizing signal between B and H will 
not in general be the same shape as the steady-state waveshape. The shape 
of this cycle depends on the time and phase at which the synchronizing 
signal is applied. The case shown in figure 227 is only one of many 
possible waveshapes for the first cycle. After one or two cycles, however, 
the multivibrator adjusts itself to a steady-state condition in which it 
operates so that the phase relation between the synchronizing signal and 
the multivibrator output is correct. 


h. Synchronization of multivibrators by pulses. (1) Although  multivi- 
brators can be synchronized with a sine-wave voltage, more satisfactory 
synchronization may be obtained by the use of short trigger pulses. These 
pulses may be either positive or negative. Figure 228 illustrates the 
effect of positive pulses on the multivibrator grid waveform, A positive 
pulse, such as B or C in figure 228, which is applied to a tube that is 
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Figure 228. Waveforms on synchronized grid of multivibrator 
driven by positive pulses, 


already conducting serves to cause only a momentary increase in current 
flow. Thus a positive trigger pulse applied to a conducting tube of a 
multivibrator has no effect on the action of the multivibrator. 


(2) However, when a positive trigger pulse is applied to a noncon- 
ducting tube, and is of sufficient amplitude to raise the grid above cut- 
off, as pulse D in figure 228, the tubes are Switched as current starts 
to flow in the tube which was formerly cut off. If the trigger pulse oc- 
curs at a time such as 4, the grid voltage will not rise to cut-off as 
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shown at A’, and the switching action will not be started. Thus a posi- 
tive trigger pulse applied to a nonconducting tube in a multivibrator can 
cause switching action to take place only if the pulse is large enough to 
raise the grid above the cut-off voltage. 


(3) With the exception of the trigger pulses, the grid waveform 
shown in figure 228 is that of a free-running multivibrator until time D 
is reached. The positive pulses which occur at D drive the grid above 
cut-off, so that the cycle of the multivibrator is shortened by an amount 
equal to EF. In order for proper synchronization to take place the 
period of the multivibrator must be greater than the interval between 
trigger pulses. Then the trigger pulses cause the multivibrator to switch 
earlier in the cycle than it would if free-running. As a result, the grid 
has not reached cut-off by the time G when the next trigger pulse is 
applied. Thus, the frequency of the multivibrator is forced to be the 
same as the repetition frequency of the trigger pulses, and the multi- 
vibrator will be switched consistently at time G after the transition is 
made from the free-running condition. 


(4) A multivibrator may also synchronize to a submultiple of the 
trigger frequency, as shown in figure 229, Trigger 4 causes switching 
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Figure 229. Waveforms on synchronized grid of multivibrator 
driven at a submultiple of trigger frequency. 


of the multivibrator but triggers B and C have no effect since they are 
applied to a conducting tube. Trigger D is applied to a nonconducting 
tube, but it is not large enough to start conduction, so that the next 
pulse to cause a switching action is trigger pulse E. In the case shown 
every fourth trigger pulse switches the multivibrator, so that the repe- 


tition frequency of the multivibrator is one-fourth of the trigger pulses. 


: a 11 
5) Negative pulses can be used to trigger a multivibrator as we 
as Shek pulses, as shown in figure 230. The first few cycles of the 
waveforms show the voltage variations that take place at the grids of 


a free-running multivibrator. As shown at B and B’ and at C and C’, 
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a negative trigger pulse applied to a nonconducting tube of a multivi- 
brator has no effect on the operation of the multivibrator. However, if 
the negative trigger pulse is applied to the conducting tube, that tube 
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Figure 230. Grid waveforms of multivibrator synchronized by negative pulses, 


operates as a single-stage amplifier and applies a larger positive pulse 
to the grid of the non-conducting tube. The negative trigger pulse A 
reduces the grid voltage of V4, as at A’, causing an increase in ego, as 
at A”. Since the change of ees is not sufficient to cause switching, trig- 
ger pulse 4 has no effect on the circuit. When a trigger pulse occurs 
in a later phase relative to the positive alternation of €61, as at D, the 
amplified pulse applied to Y 2, at D”, raises the grid above cut-off, ex- 
actly as if a positive pulse were applied directly. Thus a negative trig- 
ger pulse applied to the conducting tube of a multivibrator can synchro- 
nize the multivibrator, provided that when amplified by the conducting 
tube the resultant positive pulse is large enough to raise the grid volt- 
age of the non-conducting tube to cut-off. Note that it is not necessary 
for the lá trigger to reduce the grid voltage of the conducting tube 
to cut-off. 
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49. SHOCK-EXCITED OSCILLATOR. a. General. (1) A vacuum tube 


may be used as a switch to interrupt the steady flow of plate current 
through a resonant L-C tank circuit as a means of exciting oscillations 
in the tank. Such a circuit is knonw as a shock-excited oscillator and 
finds practical applications in instances where oscillations of a certain 
frequency occurring over short intervals of time are required periodically. 
It is sometimes referred to as a ringing oscillator. 

(2) A typical shock-excited oscillator circuit is illustrated in figure 
231. The grid of the switch tube is returned to the plate supply through 
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Figure 231. Shock-excited oscillator. 


a large resistor Rg. The supply voltage is divided between Re and the 
very low value of Rex and maintains the grid at a fraction of a volt 
positive. Thus the tube is normally conducting practically at saturation 
plate current. It is in series with the L-C tank circuit; therefore the 
steady current flows through the inductor L. By applying suddenly a 
large negative voltage to the grid of the switch tube, the tube is cut 
off and the resonant tank is shocked into oscillation. As a rule it is de- 
sired to produce a certain number of oscillations during the time the 
negative voltage, called a gate pulse, is applied. By knowing the time 
duration of this pulse and the number of oscillations required, the fre- 
quency of the tank circuit can be determined since 


f= ES =- AE 

T 2 / LC 

Since the tube acts purely as a switch, the oscillation frequency is not 
affected by changes in its characteristics. If extreme stability is required 


the tank circuit may be placed in a constant temperature oven whic 
prevents temperature fluctuation from affecting the period of oscilla- 


tion. 
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. Sine-wave output. (1) At the instant the negative gate voltage, 
ode 2320, is ware, ‘3 the grid, the current through the tube is 
cut off. However, the current through the inductor L cannot stop ae 
stantaneously, because the energy stored in the magnetic field T 
the coil cannot be dissipated instantaneously. As the magnetic field col- 
lapses there is induced in the coil a voltage which tends to keep the 
current flowing. Since the tube is cut off, the current must continue 
around the L-C circuit and charge the capacitor. During conduction 
the electron current flows from ground through the inductor and from 
cathode to plate. As the switch tube opens, this electron flow continues 
through L in the same direction onto the upper plate of the capacitor, 
charging it negatively with respect to ground. Thus, with the tank lo- 
cated in the cathode circuit, the initial voltage swing is negative. As the 
oscillations continue, their energy is dissipated by the losses of the 
circuit and, if the tube is cut off for a long enough period, they die 
out completely. This reduction of amplitude caused by losses in resist- 
ance is called damping. 


(2) In order for the damped oscillations (fig. 232@)) to continue 
during the whole time that the gate pulse is applied, the Q of the tank 
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Figure 232. Input and output waveforms of the shock-excited oscillator. 


circuit, that is, the ratio of X L/R, must be high, which is a convenient 
way of saying that the circuit losses are low. In practice, the losses are 
kept as low as possible in order to keep the damping at a minimum. 
(3) During the negative alternations the voltage at the cathode swings 
below ground potential and the voltage across the tube is greater than 
the value of the plate-supply voltage. This, in effect, raises the plate 


to go into conduction. Thus the negative input voltage ery must be 
great enough in magnitude to maintain the cut-off condition during the 


negative alternations of the output voltage. 
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(4) At the end of the input gate pulse the switch tube begins to con- 
duct and the sudden flow of current excites a second oscillation in the 
L-C tank circuit. However, as current is starting instead of stopping, the 
first swing is positive. This oscillation is damped out much more quickly 
than in the previous case as a result of the shunting effect of the low 
output impedance of the tube. When the tube is conducting, it oper- 
ates essentially as a cathode follower with a low output impedance meas- 
ured from cathode to ground, which is shunted across the L-C circuit, 
resulting in a highly damped circuit. 

c. Peaked output. (1) A shock-excited oscillator with a low Q reso- 
nant circuit may be used to produce very sharp narrow peaks at a rate 
controlled by the voltage applied to the grid of the switch tube. Such 
a circuit is shown in figure 233. 
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Figure 233. Shock-excited oscillator used as a peaker. 


(2) The grid is returned to the plate supply through a very large 
resistor Re which holds the grid voltage slightly positive when no sig- 
nal is applied. Thus the switch tube normally is conducting a heavy 
“current which flows through the inductor L located in the plate circuit. 
As the d-c resistance of the inductor is very low the drop across it is 
regligible and the plate of the tube is held practically at the voltage 
f the supply. 

- (3) The input voltage is a rectangular wave of a predetermined fre- 
‘gency which holds the grid far beyond cut-off during the negative por- 
“ion, figure 234@. During the positive part of the input voltage the 
ube remains in the normal conducting state. 

(4) The inductor L is tuned by its own distributed capacitance C 
o a frequency of the order of two megacycles per second. This resonant 
ircuit is shunted by the Resistor R, which is of such value as to pro- 
duce critical damping. Thus an oscillatory voltage developed across the 
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Figure 234. Waveforms of shock-excited oscillator used as a peaking circuit. 


tank is damped out in precisely half the period for one complete oscil- 
lation, and the pulse is the narrowest possible for the frequency involved. 


(5) At the instant the tube is cut off the plate current drops to zero. 
However, as described in b above, the current through the inductance 
cannot change instantaneously but begins to oscillate between L and C. 
A voltage is induced across L of such polarity that it tends to keep the 
current flowing. As the electron current flows toward the plate supply, 
the induced voltage is positive at the plate (fig. 234@). The amplitude 
is limited to the value to which the capacitor is charged and changes 
at a rate determined by the resonant frequency of the L-C circuit. Since 
R is adjusted for critical damping the energy in the oscillatory circuit 
is damped out completely in the half-period and there is no negativ’ 
swing at the output. 


(6) At the end of the negative gate pulse the tube again becomes 
conducting. The initial surge of plate current (fig. 234), charges 
the distributed capacitance of the inductor L. The current then drops » 
back to a low value and increases at the rate that current can build u} 
through the inductor. A voltage of opposite polarity is developed acros 
the resonant circuit since it must oppose the rise of current through th 
inductor. However, the narrow pulse is not produced as before because 
the plate-to-cathode resistance of the tube acts, in parallel with R, tof 
produce an over-damped oscillatory circuit. This causes the negativ 
swing to die out over a longer period of time as illustrated in fig ~ 
2340). S 

(7) The output, therefore, contains a series of narrow positive pulses 
which correspond in time to the leading edge of the negative gate vo. 
age on the grid, and relatively broad negative-going pulses which co. | 
respond to the trailing edge of the gate voltage. These negative pulse. 
may be eliminated from the output by coupling to the load through 
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athode follower which is biased to cut-off. Only the positive pulses 
ill appear in the output of the biased cathode follower. These may 
e used as triggers to start the operation of associated circuits and in 
ther applications requiring very narrow positive pulses which are re- 
eated at a predetermined frequency. 


0. SINGLE-SWING BLOCKING OSCILLATOR. a. General. (1) A block- 
ig oscillator is any oscillator which cuts itself off after one or more 
ycles on account of the accumulation of a negative charge on the grid 
ipacitor. Thus in an oscillator in which the grid swings positive with 
espect to the cathode, electrons are attracted to the grid and accumulate 
n the plate of the grid capacitor nearest the grid. Since these electrons 
annot return to the cathode through the tube, they must return through 
1e grid-to-cathode resistor. If the resistor is sufficiently large, electrons 
lay accumulate on the capacitor faster than the resistor permits them 
) return to the cathode. In this case a negative charge is built up at 
1e grid which may bias the tube beyond cut-off. After the túbe is cut 
ff, it provides no additional electrons to the grid capacitor. However, 
1e capacitor continues to discharge through the resistor, and a point 
; reached eventually where the tube again conducts. Thus the process 
peats and the tube becomes an intermittent oscillator. The rate of the 
ecurrence of operating conditions is determined by the R-C time con- 


ant of the grid circuit. 
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Figure 235. Single-swing blocking oscillator. 


(2) There are two general types of blocking oscillators: the single- 
wing type in which the tube is cut off at or before the completion of 
ne cycle, and the self-pulsing type, in which each cycle of oscillation 
1ses the grid to become progressively more negative until the tube 
„biased out of operation. In radar applications the single-swing type 
«ally operates within the audio-frequency range, while the self-pulsing 
ve is used to produce pulses of r-f energy. 


b. Action of circuit. (1) The circuit of the single-swing oscillator 
‘illustrated in figure 235, while curves of voltage during the cycle of 
seration are shown in figure 236. The circuit consists of a transformer- 
spled oscillator, with a capacitor in series with the grid of the triode 
>. It is assumed that the grid capacitor Ce has been negatively charged 
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by a preceding cycle. The tube, therefore, is biased well below cut-off. 
As the charge on the capacitor leaks off, the biasing voltage is reduced 
to the point where the tube begins to conduct. As plate current starts 
to flow, a magnetic field is set up around the plate winding P of the 
transformer. The dots at each winding indicate similar polarities. For 
example, if a current flows through one winding so that the dot end 
is positive, the field set up in the core induces voltages in the other 
windings. making the dot end positive in these windings at the same 
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Figure 236. Waveforms of a single-swing blocking oscillator. 
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time. This field builds from zero to a maximum in direct proportion 
+ ‘to the plate current, and therefore induces a voltage in the grid winding 
Sı. This voltage is impressed upon the grid of the tube through the 
grid capacitor Ce with a polarity that drives the grid more and more 
positive as the field in the plate winding is building up. The grid, when 
| ‘driven positive with respect to its cathode, draws current, and electrons 
accumulate on the plate of the grid capacitor nearest the grid. As the 





plate current reaches saturation, the field in the plate winding ceases 
to increase. 


(2) For an instant there is no induced voltage in the grid winding 
and, because no charging potential is applied, the capacitor begins to 
discharge. This discharge causes the positive potential on the grid to 
become less positive, thereby causing less plate current to flow in the 
plate winding. The field around the plate coil starts to collapse. This 
collapsing field, in turn, induces a voltage in the grid winding in the 
reverse direction, causing the grid to become more and more nega- 
tive. This process continues until the grid is driven beyond cut-off, thus 
completing a cycle of operation. Oscillation does not start again im- 
mediately, however, because the grid-current flow when the grid is 
positive builds up enough charge on the grid capacitor to hold the tube 
cut off until some of the charge leaks off through the grid resistor, 

(3) The time consumed by the rise and decay of plate current is 
determined by the inductance and resistance of the transformer. The 
time between pulses is determined primarily by the value of resistance, 
the grid capacitance being fixed because of pulse width requirements. 


51. SELF-PULSING BLOCKING OSCILLATOR. a. Hartley oscillator prin- 


ciple. The circuit shown in figure 2370) is a conventional Hartley oscil- 
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i 237. Hartley oscillator showing electron flow 
Oe its selected to make a self-pulsing oscillator). 


i -f signals. The frequency 

mmonly used for the production of r-f signa 
UE oscilando is determined by the L-C constant of the resonant 
tank circuit. Bias for the tube is provided by grid current which rn e 
capacitor Cy through the cathode-to-grid resistance Ry (fig. 237(2)). 
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The resistor R4, in parallel with C; as far as grid current is concerned, = 
permits C, to discharge during the portion of the r-f cycle when the 43 
grid is not positive with respect to the cathode (fig. 237@)). The net 
result is a bias on the grid which is proportional to the amplitude of the _ > 
r-f voltage across the grid tank circuit. Thus a stable oscillatory con- ~~ | 
dition exists. : 
b. Pulsing action. If the time constant of the R-C circuit composed i 
of grid-leak resistor R, and grid capacitor Cy is increased greatly, 
usually by an increase in R4, the charge on C, cannot leak off rapidly 
enough to follow fluctuations of r-f voltage caused by irregularities in 
the electron-stream. As a result, each successive cycle adds a greater 
charge to the grid capacitor until a point is reached where the voltage 
across Cy is so high that the amount of feedback provided from the 
plate circuit is not sufficient for oscillations to continue. The circuit 
does not break into oscillation again until the voltage across Cy is low 
enough to allow Y, to conduct. This combined action results in periods 
of oscillation and periods of rest. Hence, the operation of the oscillator 
is intermittent and is said to be self-pulsing. 
c. Bias of self-pulsing oscillator. Figure 238 shows that the circuit of 
figure 2370) starts functioning at the point where the grid capacitor C4 
is discharged completely. Thus the grid bias starts out at a zero value. 
During the initial pulse, which consists of a number of cycles, the grid 
bias increases until it reaches the point at which oscillations cease; from 
this point, and for each succeeding pulse, the grid bias varies only between 
values at which oscillations start and stop. 
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Figure 238. Intermittent pulses of r-f energy produced by 


self-pulsing action, 


d. Oscillator output. The self-pulsin i PRT . 
x x oscillat f A 
late at two frequencies, as llore: g oscillator often is said to oscil 
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(1) The fundamental radio frequency, determined by the L-C con- 
stant of the tank circuit. 


(2) The pulsing frequency, determined by the R-C constant of the 
grid circuit. The rate at which these pulses occur is measured in pulses 
per second and is known as the pulse-recurrence frequency. 


e. Action of grid capacitor. The average grid voltage at V4 at figure 
237@) is shown in figure 238. The actual grid voltage at any instant, 
however, has quite a different appearance. It must be understood that 
the grid of the oscillator swings positive for every positive-going portion 
of the cycle, thus charging the grid capacitor C,. If five cycles are neces- 
sary to provide a grid bias that stops oscillations, the grid of V4 has to 
go positive five times during each pulse. Figure 239 illustrates this condi- 
tion, in which the grid of the oscillator goes positive with respect to its 
cathode five times. During each of these swings the grid capacitor C, 
receives a net increase of charge, because the grid leak resistor does not 
completely drain off the charge on the negative part of the cycle. As the 
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Figure 239. Change in grid bias caused by self-pulsing action. 


charge on the grid capacitor builds up, a point is reached at which the 
grid voltage is sufficiently negative to stop oscillations. ES : 

f. Pulse width. The period of time during which the circuit is oscillat- 
ing, known as the pulse width, is determined by the size of the grid 
capacitor Cy. If this capacitor is small it takes a relatively small time to 
charge up, and the result is a narrow pulse. If the grid capacitor 1s large 
it takes a relatively long time for the grid bias to build up, and the 
result is a wide or long pulse. 
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g. Resting time. The period of time during which the oscillator is in a 
quiescent or resting condition is determined primarily by the R-C time 
constant. If this time constant is long, it takes a long period of time for 
the charge to leak off, and the resting time is comparatively long. On 
the other hand, if the time constant is short, the period of time required 
for the charge to leak off is smaller and the resting time is comparatively 
short. Hence, the choice of grid-leak resistor and grid-leak capacitor 
determines the pulse-recurrence frequency of the self-pulsing oscillator. 


52. PHASE SHIFTING. a. General. For an understanding of phase split- 
ting and phase shifting the current and voltage relationships in R-C and 
R-L circuits should be recalled: 


(1) The current and voltage are in phase in a resistor connected in 
an a-c circuit. 


(2) The current leads the voltage by 90° in a capacitor connected in 
an a-c circuit. 

(3) The current lags the voltage by 90° in an inductor connected in 
an a-c circuit. 

(4) When a resistor and capacitor are connected in series in an a-c 
circuit, the voltage across the resistor leads the voltage across the capaci- 
tor by 90°. 

(5) When a resistor and an inductor are connected in series in an a-c 


circuit, the voltage across the resistor lags the voltage across the inductor 
by 90°. 
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Figure 240. R-C phase-splitting circuit. 


b. Phase-splitting circuits. (1) When a resistor and a capacitor are con- 
nected in series with an applied sine-wave voltage (fig. 240), two output 
voltages can be obtained which differ in phase by 90°. The voltage across 
the resistor R is always in phase with the current in R, while the voltage 
across capacitor C is always 90° out of phase with the current flowing in 
C. Therefore, the voltage outputs across resistor R and capacitor C (Er 
and Ec) are 90° out of phase with each other. Such a circuit, in which 
two outputs are used, is called a phase-splitting circuit. 


(2) A similar condition results when a resistor and an inductor are 
used (fig. 241), except that the direction of the phase shift is reversed. 
Since an inductor in an a-c circuit causes the current to lag the voltage 
by 90°, the output voltages of the phase-splitting circuit differ by 90°, 
and the voltage across the resistor lags the voltage across the inductor, 

c. R-C phase-shifting circuit. (1) The R-C phase-splitting circuit (fig. 
240) produces a phase shift or phase difference of 90° between the 
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Figure 241. R-L phase-splitting circuit. 


voltage across the resistor and the voltage across the capacitor. The shift 
in phase between one of these voltages and the supply voltage depends 
upon the ratio between the resistance and the reactance in the circuit. 

(2) When the resistance is large with respect to the capacitive react- 
ance (fig. 242@)), most of the opposition to current flow is caused by the 
resistance, and the effect of the capacitor is small. The current through 
the circuit is therefore almost in phase with the supply voltage. Since 
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Figure 242. R-C phase-shifting network. 


the voltage drop across the resistor is in phase with the current, Ep is 
almost in phase with E». The output voltage across the capacitor is nearly 
90° out of phase with the voltage across the resistor. This phase relation- 
ship is shown in figure 242(2) and in the vector diagram (3). 

(3) When the resistance is small with respect to the capacitive react- 
ance (fig. 242(4)), most of the opposition to current flow is caused by the 
capacitor. The current in the circuit therefore leads the applied voltage 
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nearly 90°. The voltage across the resistor, which is in phase with the 
current, is approximately 90° out of phase with the applied voltage. 
Therefore, the voltage across the capacitor, which is 90° out of phase 
with the voltage across the resistor, is nearly in phase with the supply 
voltage. This phase relationships is shown in figure 24265) and the 
vector diagram (6). 

(4) A phase-shifting circuit, therefore, may be composed of a capaci- 
tor and a variable resistor connected across a sine-wave supply voltage. 
The phase of the output voltage is shifted in relation to the input voltage 
by variations in the amount of resistance. When the output voltage is 
across the capacitor, very little resistance in the circuits gives an output 
almost in phase with the input. A high resistance, on the other hand, 
gives an output voltage which lags the input voltage. 


(5) The output can also be taken across the resistor. In this case the 
direction of phase shift is reversed. Increased resistance brings the 
output and input voltages more nearly into phase with each other, while 
decreased resistance results in a greater degree of phase shift. 


d. R-L phase-shifting circuit. (1) Substitution of an inductor for the 
capacitor in the circuit of figure 242 produces an R-L phase-shifting cir- 
cuit (fig. 243@ and @). The phase relations between the input and output 
voltages can be seen in figure 243@) and ©) and in the vector diagrams @) 
and (6). Since in the case of inductance the current lags the voltage, the 
voltage across the resistance always lags the voltage across the inductance. 
The output voltage normally is taken from across the inductance. An 
increase in the resistance of the phase-shifting circuit increases the 
difference in phase between input and output voltages. A decrease in the 
resistance brings the input and output voltages more nearly into phase 
with each other. 
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Figure 243 R-L phase-shifting network. 
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(2) One disadvantage of the R-C and R-L types of phase-shifting 
circuits is that the voltage across either the capacitor or inductor becomes 
smaller and smaller as the resistance is increased. As a result, these net- 
works are not always satisfactory in a circuit in which a definite output 
voltage is required. They are practical, however, as networks which can 
be adjusted to give a definite fixed value of phase shift. 


e. Use of phase-shifting circuits. Phase-shifting circuits are used for 
two general purposes: 


(1) To obtain a definite degree of phase shift which may be fixed or 
adjustable within small limits. For example, this type of circuit is used 
to correct a shift in phase which otherwise occurs in the equipment. 
Either the R-C or the R-L phase-shifting circuit can be used for this 
purpose. 


(2) To obtain a shift in phase continuously variable over 360°, which 
can be adjusted accurately to any desired degree of phase shift. Either 
an R-C or R-L phase-shifting circuit alone cannot be used for this 
purpose. However, an R-C circuit is used as a part of the Helmholtz-coil 
arrangement, which enables a continuously variable degree of phase shift 
to be obtained at a fixed voltage output. 


f. Rotating magnetic field. (1) The Helmholtz-coil phase-shifting cir- 
cuit depends for its operation upon the generation of a rotating magnetic 
field by its primary coil assembly. Therefore, the properties of a rotating 
magnetic field must be considered. 


(2) The field around an electromagnet is directly proportional to the 
current flowing through it, and the polarity of the field is determined 
by the direction of current flow. When two magnetic fields are produced 
in the same space, the direction and magnitude of the resultant field is 
determined by the interaction of the two fields and is the vector sum 
oí the two fields. 


(3) The method of producing a rotating magnetic field by the action 
of two sets of electromagnets is shown in figure 244. At position (0, 
current flows through the vertical coils, producing a concentrated mag- 
netic field between the upper and lower coils. The lines of force of this 
field point upward. At position (|), current flows through both sets of 
coils, producing a distributed magnetic field. The fields produced by 
each set of coils add to produce lines of force pointing along a diagonal 
upward and to the right. In other words, the field has rotated 45° in a 
clockwise direction. At position (3), current in the vertical coils is zero, 
but current in the horizontal coils is at a maximum. This result is also 
shown by the curves of current (or field) in which the dotted line refers 
to the vertical coils and the solid line to the horizontal coils. The mag- 
netic field now points horizontally to the right representing 90° of rota- 
tion. Position (4) shows a reversal of the currents from position @ and 
therefore represents a 180° shift in the direction of the field. Likewise 
position (5) is a reversal of position (3), representing 270° rotation. 
Position (6) is the same as Q), showing the completion of 360° rotation 
or one revolution of the magnetic-field flux. Thus, if alternating current 
is made to flow in the vertical and horizontal coils the field can be caused 
to rotate uniformly. 


(4) Figure 2450) represents the condition in which the current in the 
vertical coils is much greater than the current in the horizontal coils. 
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Figure 244. Rotating magnetic field in Helmholtz coil. 


Line A corresponds to the field produced by the vertical coils and line B 
to the field produced by the horizontal coils. Line C gives the direction 
and magnitude of the resultant field. In figure 245@), corresponding to 
figure 24408), the current producing 4 is smaller, but the current pro- 
ducing B is larger, keeping C the same length but changing its direction. 
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Figure 245. Determination of resultant magnet fields. 
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In figure 245@) the current in the vertical coils is very small, but the 
current in the horizontal coils is so large that the resultant field C is still 
the same. 


(5) Thus, if the circuit is so adjusted that the currents in the hori- 
zontal and vertical coils are always 90° out of phase and their maximum 
amplitudes are equal, a sine-wave input produces a rotating field in the 
space between the coils. The direction of this field rotates through 360° 
for each cycle of an input sine wave, while the magnitude of the field 
remains constant. 


g. Helmholtz-coil phase-shifting circuit. (1) The Helmholtz-coil phase- 
shifting circuit (fig. 246) uses two sets of coils for the primary circuit 
and obtains the necessary 90° difference in phase by means of a capacitor 
and resistor connected as a fixed phase-shifting circuit in series with one 
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Figure 246. Helmholt-coil circuit. 


set of coils. The horizontal-and-vertical-coil circuits must be carefully 
matched so that the maximum currents in each are equal. Since the 
horizontal coils are connected across the input line, the current through 
them lags the input voltage by almost 90°. The same condition would 
exist in the vertical coils if they, too, were connected directly across the 
input terminals. But if a capacitor and an adjusting resistor are added 
in series with the vertical coils, this circuit can be adjusted so that the 
current through the vertical coils is exactly 90° out of phase with the 
current in the horizontal coils. This is the condition required to obtain 
a rotating magnetic field when a sine-wave voltage is applied. A secondary 
coil S is pivoted in the center of the space between the horizontal and 
vertical coils so that it can be rotated manually and adjusted to any de- 
sired position relative to the primary coils. The rotating magnetic field 
formed by the currents flowing in the primary coils induces a voltage in 
the secondary coil. The phase relation between the output voltage and 
the input voltage depends upon the physical position in which the sec- 
ondary coil is placed. 


(2) In the rotating magnetic field (fig. 247), if some fixed point O is 
used as a reference, the magnetic lines of force point toward O once 
during each cycle. The same condition is true for any other fixed point 
such as P. However, since points O and P are separated by some angle 
(135° in this case), the magnetic field points toward them at different 
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Figure 247. Phase shift between line voltage and induced electromotive force. 


times during each cycle. If the magnetic fields seen at O and P at the 
same instant are plotted, the resultant curves are 135° out of phase (fig. 
248). If the secondary coil is so placed that its axis passes through point 
O and the line voltage is maximum when the lines of force point to O, 
the electromotive force produced in the coil and the line voltage are 
maximum at the same time; in other words, they are in phase. However, 
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Figure 248. Magnetic fields seen at O and P of figure 247. 


if the coil is rotated to the position where its axis points to P, a maxi- 
mum electromotive force is not induced until the magnetic field rotates 
through 135°. The electromotive force in the secondary or pick-up coil 
and the line voltage are then 135% out of phase. Hence, any position may 
be selected for the axis of the pick-up coil to obtain any phase relation- 
ship desired between the line voltage and the induced electromotive force. 
A mechanical rotation of 1% produces a phase difference of 1% between 
line voltage and induced electromotive force. 


(3) In order to keep the current in the secondary coil as low as prac- 
ticable, a high resistance must be connected across the output of the coil. 
This is necessary since any appreciable current flowing in the secondary 
coil would produce a magnetic field which would react with the primary 
field and change the phase relationship between the currents in the two 
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sets of stationary coils. The output of the circuit must be fed to a voltage 
amplifier. 

(4) The Helmholtz-coil phase-shifting circuit provides a means of 
obtaining any desired degree of phase shift, through the entire cycle of 
360°, by the mechanical placement of the secondary coil in a previously 
calibrated position. 


53. ELECTRONIC SWITCHING. a. General. An electronic switch is a 
device which makes use of the properties of gas-filled or high-vacuum 
tubes for closing, opening, or changing the operation of an electronic cir- 
cuit. The electronic switch is more sensitive than a mechanical switch, is 
very fast in operation, and is usually silent in operation. 


b. Multivibrator. (1) A multivibrator may be used to change circuit 
o 
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Figure 249. Multivibrator electronic switch used to provide a gate voltage. 


connections rapidly and continuously. For instance, in figure 249 the 
voltage developed across the cathode of a multivibrator tube is used to 
cut an amplifier tube off and on at the multivibrator frequency. This 
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action, known as gating, is illustrated in figure 250. The input, ery, con- 
sists of short pulses at regular intervals. The cathode voltage of V3, ex, 
is applied to the cathode of V4 in the phase and frequency shown. The 
output is shown as eoyr. While V3 is conducting, sufficient voltage is 
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Figure 250. Waveforms showing control exerted by gate voltage. 


developed across its cathode resistor to cut off V4. When Vx is not con- 
ducting, V4 will conduct and amplify the input pulses. The action is as if 
V', were a gate that was opened to allow two pulses to pass, and then 
closed to eliminate two pulses. The voltage ex is known as the gate voltage. 


(2) A multivibrator switching action may be used to show two or more 
signals on an oscilloscope screen simultaneously. Such an arrangement 
can be used for the comparison of any two signals. Although the two 
signals under study are not actually on the oscilloscope screen at the 
same instant, they appear so to the human eye. 


(3) This signal-comparison arrangement may be obtained by the 
electronic switching circuit shown in figure 251. Tubes V4 and Vs com- 
prise a conventional multivibrator circuit. Tubes Va and Va are two 
amplifiers with separate grid-input circuits and with plate circuits joined 
capacitively to give a common output. Input signal A is fed to the grid 
of V3 and input signal B to the grid of V4. Both signals appear in the 
common plate circuit. Since it would be undesirable to have the two out- 
put signals mix with each other, a switching voltage is required to bias 
the amplifier tubes V3 and V, alternately in and out of operation. Suit- 
able switching potentials are obtained at the cathodes of the multivibrator 
tubes Y, and Və and are impressed directly on the cathodes of Y 3 and 
V4. The alternate raising and lowering of the cathode potentials have the 
effect of raising and lowering the grid bias above and below cut-off, thus 
throwing tubes V and V, alternately in and out of operation. If input 
signal A is used to synchronize the multivibrator, input signal A appears 
on the oscilloscope screen every other cycle. During the alternate cycle, 
the other input signal B appears on the scope. The frequency of the sec- 
ond signal must be some multiple of the frequency of the first input 
signal if a stationary image is desired. 
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Figure 251. Multivibrator electronic switch as used with an oscilloscope. 


54. COUNTING CIRCUITS. a. General. (1) A counting circuit, also 
known as a frequency divider, is one which receives uniform pulses, repre- 
senting units to be counted, and produces a voltage proportional to their 
frequency. By slight modifications the counting circuit 1s used ın conjunc- 
tion with a blocking oscillator to produce a trigger pulse which is a sub- 
multiple of the frequency of the pulses applied. 


(2) The pulses applied to the counting circuit must be of the same 
amplitude and time duration it accurate frequency division is to be made. 
Thus counting circuits are ordinarily preceded by shaping and limiting 
circuits to insure this uniformity of amplitude and width. Under these 
circumstances the pulse-repetition frequency constitutes the only variable. 
and frequency variations may be measured. 


b. Positive counting. (1) Positive pulses, which may vary only in their 
recurrence frequency, are applied to the input ot the positive counter 
shown in figure 252. The charge on the coupling capacitor Cy cannot 
change instantaneously as the positive leading edge is applied; so the 
plate of Va becomes positive and the diode conducts. A charging current 
flows through R, during the pulse time and a small charge is developed 
on C4. At the end of the pulse the drop in voltage places the diode side 
of the capacitor at a negative potential equal to the charge accumulated 
on C,. Vo cannot conduct, as its plate is negative with respect to its 
cathode. However, V, conducts, discharging the small charge trom the 
capacitor, which would otherwise build up during each succeeding posi- 
tive pulse, eventually rendering the circuit insensitive to the applied 
pulses. 
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Figure 252. Positive counting circuit. 


(2) It is apparent in figure 252, that since a certain amount of current 
flows through R, each time a pulse is applied, an average current flows 
which increases as the pulse recurrence frequency increases and decreases 
as this frequency decreases. The JR drop developed across R4 can be 
used to control a succeeding stage as illustrated in figure 253. The filter 
in the grid circuit of V3 aids in obtaining smooth operation by removing 
too rapid changes in voltage developed across R4. The voltage at the grid 
of V3 varies with changes in the pulse frequency and produces variations 
in the plate current of V3. A milliammeter is placed in series with the plate 
circuit so that changes in the average plate current are indicated as a 
‘measure of variations in the recurrence frequency of the input pulses. 
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Figure 253. Circuit controlled by positive counter. 


c. Negative counting. By reversing the connections to the diodes V, 
and Və of figure 252 the circuit is made to respond to negative pulses. 
A negative counter circuit is shown in figure 254. The diode V > conducts 
during the time the negative pulse 1s applied and an electron current flows 
through R, as indicated by the arrow. At the end of the negative 
pulse, Y, conducts sufficiently to remove the small charge which de- 
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Figure 254. Negative counting circuit. 


veloped on Cy during the pulse time. The current through Ry increases 
with an increase in the pulse frequency as before. However, if the voltage 
developed across R4 is applied to the same control tube as shown in figure 
253, the increase in current causes the grid of V3 to become more nega- 
tive. This decreases the plate current through V3 and the meter. Thus 
an increase in frequency of the negative pulses causes a drop in the 
average plate current measured by the meter, which is opposite to the 
effect in the positive counter. 

d. Step-by-step counting. (1) The step-by-step counting circuit is simi- 
lar to those already discussed except that a capacitor which is large com- 
pared to C, replaces the resistor Ry of figure 252. The charge on this 
capacitor, Co of figure 255, is increased slightly during the time of each 
positive pulse, producing a step voltage across the output. These steps 
decrease in size exponentially as the voltage across Cy approaches the 
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Figure 255. Step-by-step counting circuit. 


final value (fig. 256), the rate being dependent upon the output impedance 
of the driving circuit. As long as there is no path through which Ca can 
discharge, the voltage across it continues to increase with each successive 
pulse until it is equal to the amplitude of the applied signals. At this 
point the cathode of Va is held at a positive voltage eaual to that on the 
plate during the pulse time and the tube fails to conduct. 

(2) In order to use the step-by-step counter as a frequency divider, a 
sensitive circuit, such as a single-swing blocking oscillator, is connected 
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to the output terminals (fig. 257). The blocking oscillator V3 is triggered 
into operation when the voltage across C reaches a point sufficiently 
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Figure 257. Blocking oscillator triggered by counter circuit. 
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positive to raise the grid of V3 to cut-off. The regenerative action of the 
blocking oscillator is such that, once conduction starts, the grid swings 
positive with respect to the cathode and grid current quickly discharges 
capacitor Cy back to ground potential. Any attempt for Cə to charge to 
a negative voltage is prevented by the clamping action of Va and V4. 

(3) The windings of the blocking oscillator transformer are such that 
similar polarities are indicated by the dots. Thus a positive pulse, char- 
acteristic of the output of the blocking oscillator, which recurs at a 
submultiple of the input pulse recurrence frequency, is produced at the 
output terminals. The submultiple frequency is determined by the setting 
of the potentiometer R, which selects the biasing voltage placed on the 
cathode of V, and selects the point on the curve of figure 256 at which 
the tube starts to conduct. Thus, for example, the pulses applied to the 
input of the counter circuit may have a repetition frequency of 1,000 
pulses per second and the blocking oscillator may be adjusted to pro- 
duce pulses at one-fourth this frequency, or 250 pulses per second. 
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SECTION VIII 
CATHODE-RAY TUBE 





55. GENERAL. a. The cathode-ray tube is a special type of vacuum tube 
in which electrons emitted from a cathode are caused to move at a very 
high velocity, are formed into a narrow beam, and are then allowed to 
strike a chemically prepared screen which fluoresces, or glows, at the 
point where the electron beam strikes. The importance of the cathode-ray 
tube is that it provides a visual means of examining and measuring cur- 
rent and voltage phenomena in electrical circuits. Because the electrons 
are so very light in weight, the electron beam can be deflected very 
quickly. This property enables the cathode-ray tube to be used in measur- 
ing currents and voltages in terms of millionths of a second (called micro- 
seconds). It also permits its use at frequencies much higher than those 
possible with any other type of indicating or measuring device. 


b. The chief use of the cathode-ray tube in radar is as a visual indi- 
cating device for the display of information obtained by radar transmitting 
and receiving circuits. 


c. Another important use of this tube is in a test instrument known as 
the oscilloscope or oscillograph, which permits the examination of all 
types of electrical waveforms. 


d. Special types of cathode-ray tubes are used for other purposes, such 
as fast-action switches, oscillators for the generation of high frequencies, 
or devices for developing complex waveforms. Television requires the 
use of two special cathode-ray tubes, known as the iconoscope (camera) 
and the kinescope (receiver-projector). | 


56. ELECTRON BEAM. a. General. The cathode of a cathode-ray tube 
emits a stream of electrons within an evacuated container. These electrons 
have certain properties and characteristics, discussed in b, c, d, and e, 
below. 


b. Electron charge. Electrons are small, negatively charged particles 
having negligible weight or mass. The negative charge is the same for 
all electrons and cannot be neutralized or removed. 

c. Motion of electrons in electrostatic field. (1) It is a basic law of 
physics that like electrostatic charges repel and unlike charges attract. 
Since an electron has a negative charge, it will be attracted by a positively 
charged plate or electrode in an electrostatic field, and will be repelled by 
any negatively charged electrode. 
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(2) An electrostatic field is most simply shown by the two plates in 
figure 258. The lines a, b, c, and d are called lines of force, because an 
electron placed in this field with no velocity will be moved along these 
lines by the attraction of the positive plate. The direction in which the 
electron will move is indicated by the arrows on the lines of force. This 
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Figure 258. Electrostatic field between two parallel plates. 


direction is called the direction of the electrostatic field. The lines l, m, n, 
p, and r are called equipotential lines because the potential from any one 
of these to either of the plates is the same at all points on the equipoten- 
tial line. If an electron is shot into the electrostatic field, the forces acting 
on it at all times lie along the line of force that the electron is crossing. 
The only thing that will cause the electron to cross the line of force is 
its own momentum, since the action of the field tends to pull the electron 
along one line of force. If the electron passes through the field very 
quickly, the attraction of the positive plate and the repulsion of the nega- 
tive plate may not have time to make the electron hit the positive plate, 
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Figure 259. Deflection of electron stream by an electrostatic field. 


but the electron will be moved off its initial course. That is, the electron 
stream will be deflected by passing through an electrostatic field, as 
shown in figure 259. 


d. Motion in an electromagnetic field. (1) An electric current in a wire 
may be considered as a moving stream of electrons. A magnetic field is 
also associated with every current flowing in a wire. 

(2) A straight wire carrying a stream of electrons placed in a uniform 
magnetic field has around it a field which reacts on the existing magnetic 
field. The two fields are shown separately in figure 2600), and the re- 
sult of the interaction between them is shown in figure 260@. When the 
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lines of magnetic force are distorted, as in figure 260(), they exert a 
force which tends to make the lines straight. The wire is then made to 
move in the direction shown. This may be better understood if the 
magnetic lines are thought of as rubber bands. Those below the wire are 
tight and pushing hard against the wire, while those above are loose. 
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Figure 260. Action of a wire carrying current in a magnetic field. 
(The current shown is a stream of electrons coming out of the page.) 


The tight rubber bands then will tend to contract and push the wire up 
in the direction of the arrow labeled “force.” 


(3) Since the electron stream is traveling in one direction, it has the 
properties of a direct current. If the beam of electrons is passed through 
a magnetic field, it will be acted on by a force in the same way that the 
wire shown in figure 260 is affected. 


(4) A simple way of remembering the direction in which the beam 
will move in a magnetic field is by the application of the right-hand rule 
(fig. 261). The thumb, index finger, and middle finger are all held at 
right angles to each other. If the index finger points in the direction 
of the magnetic field (that is, if it points from the north pole toward the 
south pole), and the middle finger points in the direction in which the 
electrons in the beam are traveling, then the thumb will point in the 
direction of the force acting on the electron beam. 
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Figure 261. Right-hand rule for determining direction of force acting 
on an electron beam moving through a magnetic field. 


e. Electron-beam energy. An electron beam consists of a large number 
of electrons moving with high velocity and possessing considerable kinetic 
energy. This energy of motion is transformed into energy of other forms 
when the electron beam strikes some object. If the object is coated with 
certain fluorescent chemicals, a small part of the energy is converted into 
light. It is this property which makes the cathode-ray tube so useful. 
Part of the kinetic energy of the electron beam is expended in knocking 
other electrons off the material which it strikes (called secondary emis- 
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sion), and in exciting X-rays from the point at which it strikes. The bulk 
of the energy, however, is dissipated as heat at the point of impact. 
Since most of the energy appears as heat, it must be remembered in 
working with oscilloscopes that a very bright, small spot on the screen 
can burn the screen if it remains too long in one position, because the 
temperature of the screen may be raised high enough by electron bom- 
bardment to alter the composition of its chemical coating. When very 
high accelerating voltages are used, enough heat may be generated to 
melt the glass envelope if the spot is left too long in one place. 


57. FLUORESCENT SCREENS. a. General. To convert the energy of the 
electron beam into visible light, the area where the beam strikes is coated 
with a phosphor chemical which has the property of emitting light when 
bombarded with electrons. This property is known as fluorescence. Con- 
tinued emission of light for a short time after bombardment is called 
phosphorescence. 


b. Coating materials. All fluorescent materials are associated with a 
characteristic relationship between the intensity of the emitted light and 
the colors contained in that light. Willemite, which emits a green light, 
has been used generally for coating cathode-ray tube screens. Recently, 
however, other materials have been developed which emit different colors, 
and have varying abilities to hold the image on the screen when the ^ 
electron beam has passed on. Typical phosphors or fluorescent materials 
used are as follows: 


(1) Willemite (zinc othosilicate), for predominantly green light. 
(2) Zinc oxide, for predominantly blue light. 
(3) Zinc beryllium silicate, for predominantly yellow light. 


(4) Mixture of zinc sulphide and cadmium zinc sulphide or zinc 
beryllium silicate, for nearly white light. 


c. Phosphorescence or afterglow. All fluorescent materials have some 
afterglow, or phosphorescence, but the duration of the afterglow varies 
with the material, as well as with the amount of energy in the beam 
causing the emission of light. For oscilloscopes that are to be used for 
observing nonrepeating phenomena or periodic phenomena which occur 
at a low repetition rate, a screen material on which the image will linger 
is desirable. The screen of such a tube is described as having “long per- 
sistence,” since the light emitted by phosphorescence fades out slowly. 
In applications where the image changes rapidly, afterglow is a disad- 
vantage, since it may cause confusion on the screen. Manufacturers gen- 
ed designate the persistence and the color of the screen of cathode-ray 
tubes. 


d. Intensity of spot on screen. The intensity of the spot on the screen 
of a cathode-ray tube is dependent on two things. First, the intensity 
depends on the speed of the electrons. Second, the intensity depends, 
within limits, on the number of electrons that hit the screen at one point 
within a certain length of time. The amount of light which the phosphor 
is capable of emitting is limited, and, once the maximum has been reached, 
further increase in the electron bombardment has no effect on the light 
intensity. There are obviously two ways of controlling the intensity of 
the spot in an oscilloscope. One way is to increase the speed of the 
electrons when it is desired to make the spot brighter, and to decrease 
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this speed to make the spot less intense. Since changing the speed re- 
quires that other adjustments be made in the tube, this method is not 
generally used. The second way of controlling the spot intensity is to 
control the number of electrons in the electron beam. 


58. FORMATION OF ELECTRON BEAM. a. Simple cathode-ray tube. 
Figure 262 illustrates a very simple form of cathode-ray tube, repre- 
senting a very early step in the development of the more complex tubes 
of today. The electrons are emitted from the heated cathode K at right 
angles to its surface. The electrons proceed in a straight line under the 
attraction of the anode, and may reach a velocity of 10,000 miles per 
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Figure 262. Simple cathode-ray tube. 


second or more, depending on the force of this attraction. Some of the 
electrons, however, pass through the small opening in the anode and 
proceed without appreciable loss of velocity straight to the screen. Al- 
though the electrons carry equal negative charges, and thus tend to repel 
each other, the beam is scattered very little, since the electrons are trav- 
eling too swiftly for any scattering action to be effective. Most of the 
electrons strike the anode and therefore cause a current to flow in the 
external circuit. 


b. Modern cathode-ray tube. (1) The directly heated cathode has been 
replaced in modern tubes by an indirectly heated cathode with an oxide 
coating which permits great emission. In order that the electrons will be 
emitted in the desired direction only, the cathode is made of a small 
cylinder of nickel with the oxide coating applied only at the end (fig. 
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Figure 263. Cathode of modern cathode-ray tube. 


263). To avoid affecting the electron beam, the tungsten wire-heater coil 
is wound in a double spiral so that the magnetic field of half the wind- 
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ing is cancelled by the equal but opposite magnetic field of the other half. 
The heater coil is insulated from the cathode, but the insulation touches 
the cathode to provide good conduction of heat. 


(2) In early tubes of the type shown in figure 262 there was little 
| control of either the number or the direction of electrons emitted from 
the cathode. This caused high current in the external power supply and 
necessitated large transformers. Modern tubes have overcome these dis- 
advantages by improvements in the cathode and by the addition of a 
control grid. This grid is a metal cylinder placed around the cathode. 
The direction in which electrons are emitted is controlled by a disk, 
which covers the end of the grid cylinder and allows the electrons to 
pass only through a small hole in the center. Figure 264 is a sketch of 
the grid placed around the cathode, and shows the lines of force of the 
electrostatic field between these elements. If an electron is emitted in 
the direction of the arrow KA, it will be acted on by the electrostatic field. 
The force on the electron will be in the direction of the arrows on the 
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Figure 264. Action of grid in concentrating electrons into a beam. 


| lines of force that it crosses. The electron moving in the direction KA 
will then be curved around along the path KCP. In the same way, another 
electron emitted along KB will be made to follow KDP. It is seen that 
these two paths cross at the point P. This is true for any other electron 
whose path allows it to pass through the small hole in the grid at X. 
If the voltage of the grid is made more negative with respect to the 
cathode, fewer electrons will be able to follow paths that will permit 
them to go through the hole at X. In addition, the attraction of the 
anodes beyond the grid will be lessened by the increased negative voltage 
on the grid. This allows control of the number of electrons in the beam, 

j and thus permits control of the brightness of the spot on the screen. 
The function of the grid is twofold. First, it acts in the conventional way 
to control the amount of emission from the cathode; second, it acts as 
a lens to concentrate the electrons into a small beam in the same way 
that a searchlight concentrates light rays into a beam. 


59. CONTROL OF ELECTRON BEAM. a. Electrostatic control. The ele- 
ments of a typical cathode-ray tube using electrostatic focusing and de- 
flection are shown in figure 265. Electrons emitted by the cathode are 
focused and accelerated by the action of the grid and anodes. By virtue 
of the apertures in the various tube elements and the form of the electric 
field around the two anodes, the electron stream is constricted into a 
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narrow beam which passes between each of the two sets of deflecting 
plates before reaching the screen. In this tube the beam is focused and 
deflected by electrostatic action. 
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Figure 265. Typical electrostatic cathode-ray tube. 


b. Electromagnetic control. (1) The electromagnetic type of cathode- 
ray tube has come into recent use because of the greater definition 
possible with magnetic focusing. Also, electromagnetic deflection has a 
number of advantages over electrostatic deflection, particularly when a 
rotating radial sweep is required to give polar indications. 

(2) The production of an electron beam in an electromagnetic ca- 
thode-ray tube is essentially the same as in the electrostatic tube. The 
grid structure is similar, and the use of the grid to control the number 
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Figure 266. Electromagnetic cathode-ray tube. 


of electrons in the beam is identical. The elements of a typical cathode- 
ray tube using electro-magnetic focusing and deflection are shown in 


figure 266. 


(3) The focus coil of an electromagnetic tube is wound on an iron 
core. This core is generally constructed with a small air gap for con- 
centrating the magnetic field. The coil may be moved along the neck 
of the tube to a limited extent to focus the beam, but the normal method 
of focusing the tube after the coil is in proper position is to vary the 
current flowing through the coil. 
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(4) There may be only one pair of deflecting coils, and in some cases 
these will be arranged so that they can rotate around the axis of the 
tube and will be at right angles to each other. 


(5) Two anodes are used for accelerating the electrons from the 
cathode to the screen in the tube shown in figure 266. The second anode 
is the graphite coating, known as aquadag, on the inside of the glass 
envelope. The envelope is shaped differently from that of the electro- 
static tube, since it is necessary to have enough space along the neck 
for both the focusing and deflecting coils. These coils must be mounted 
as close to the electron beam as possible. 


c. Combined electrostatic and electromagnetic control. Cathode-ray 
tubes in which the focus is electrostatic and the deflection is electro- 
magnetic are used in certain applications. Other special types are those 
in which the focusing or the deflection may be accomplished by a com- 
bination of electrostatic and electromagnetic action. Such special types 
of cathode-ray tubes are not widely used. 


d. Relative advantages of electrostatic and electromagnetic control. 
(1) The advantages of electromagnetic tubes over electrostatic tubes 
are their greater structural simplicity (the electromagnetic tube has no 
deflecting plates or focusing anodes that must be carefully aligned) ; 
their greater ruggedness, which makes for greater reliability in mobile 
equipment; and their shorter tube length, which reduces the over-all 
size of the equipment in which the electromagnetic types are used. 


(2) Electrostatic tubes, on the other hand, require little or no de- 
flection current or power. The auxiliary circuits are therefore simpler, 
and difficulties from deflecting coil inductance are avoided. Most ca- 
thode-ray oscilloscopes use electrostatic tubes. 


e. Additional control of beam. (1) Practically all cathode-ray tubes, 
of both electrostatic and electromagnetic types, are coated on the inside 
of the glass envelope or bulb with aquadag. The main function of this 
graphite coating is to attract any secondary electrons emitted by the 
fluorescent screen. If electrons were allowed to pile up on the screen, 
it would soon acquire a large negative voltage which would interfere 
with the normal operation of the tube. However, when the beam strikes 
the screen, some of the energy is used to knock off electrons. Such elec- 
trons are known as secondary electrons, and can be considered as having 
been emitted from the fluorescent screen. If the number of secondary 
electrons equals the number that originally strikes the screen, there 
will be no change in screen voltage. The tube will thus continue to 
operate properly. Another use of this graphite coating 1s to provide 
shielding for the electron beam. In some cathode-ray tubes there 1s 
no metallic accelerating anode, the aquadag coating being connected 
to perform this function as well. ¡ 

(2) In some types of electrostatic tubes an extra anode, called an 
intensifying ring, is used to increase the brilliance of the spot on the 
screen. This ring is made of metal and is cemented to the inside of the 
glass. It accelerates the electron stream after deflection has taken place, 
and gives the electron stream greater kinetic energy, thus causing the 
screen spot to be brighter. 


60. FOCUS OF ELECTRON BEAM. a. Optical analogy of the cathode-ray 
tube. (1) The focusing of electron beams in cathode-ray tubes 1s similar 
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in many ways to the focusing of light rays. Figure 267 shows a system 
of lenses which will do with light very nearly the same things that the 
cathode-ray tube does with an electron beam. In the light system shown, 
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Figure 267. Light analogy to electron-beam focusing system. 


a lens B is used to concentrate light from the lamp A into a small point 
at X. For the following lens system the light appears to come from a 
single point (the cross-over at X ) so that by proper adjustment of 
lenses E and F it is possible to form an image of this small point on 
the screen G. The amount of light that strikes the screen can be con- 
trolled by varying the size of the hole in the disk C. If the first lens 
system is not perfect, some of the light will tend to scatter. To reduce 
the effect of the scattering, a second disk with a hole in it is placed at 
D so that the rays XL and XM, which could not be focused by lenses 
E and F, will not interfere with the image, or bright spot, on the screen. 

(2) The optical system in figure 267 is labeled to show which parts 
correspond to the elements in a cathode-ray tube. In figure 268 is shown 
the electrostatic focusing system for which the optical analogy was made. 
Similar parts bear the same letter so that comparison between figures 267 
and 268 may be more easily made. In figure 267 the block labeled “control 
grid” contains both a condensing lens B and a diaphrgam C. The 
diaphragm in figure 267 is similar to that of the shutter on a camera. 
Since the size of the hole in the shutter may be varied, the amount of 
light that reaches the film in a camera may be controlled. In the system 
shown, the size of the hole in diaphragm C will control the brightness 
of the spot on the screen G. In the cathode-ray tube the physical size 
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Figure 268. Electrostatic cathode-ray tube focusing elements. 
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(3) The lens system E and F of the optical analogy cannot be rep- 
resented by any single part of the cathode-ray tube. It is indicated on 
figure 268 as the area between the two anodes. In the optical system 
the image on the screen may be focused to maximum sharpness by mov- 
ing the lens E along the axis of the system. Since this is very awkward 
to manage in a cathode-ray tube, the electrostatic field, which acts as a 
lens, is changed by varying the voltage applied to the first anode, thus 
accomplishing the same result with the electron beam. 


b. Electrostatic focusing. (1) Although the grid helps to narrow the 
electron beam, it is not capable of sufficient focusing action. While the 
grid can focus the electrons to a point close to the grid, the electron 
beam diverges again beyond the cross-over point. For this reason ad- 
ditional focusing is needed. It is obtained by the use of the two cylin- 
drical anodes, shown in figure 268. 


(2) In figure 269, the lines of force between the two anodes are 
shown. The second anode is always positive with respect to the first, and 
both anodes are positive with respect to the cathode in order to attract 
the electrons away from the oxide coating. An electron introduced into 
this field would tend to follow along one of these lines of force until 
it hit the more positive cylinder. If the electron that comes into this 
field is moving at a high velocity, it will probably not be pulled all the 
way to either cylinder, since it is not in the field long enough to be pulled 
off its course that far. However, the moving electron will be subjected 
to forces as it moves through the field. For instance, if an electron 
comes from the cross-over point X along the line XAB, it will cross 
the line of force a and will be pushed toward the axis. Later it will 
cross lines b, c, and d, each of which will push it still farther toward 
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Figure 269. Electrostatic field between first and second anodes 
of a cathode-ray tube. 


the axis of the cylinder. The path of the electron under the action of 
these forces will be along the curved line AC. Since the electron is now 
near the axis of the tube, where the lines of force are parallel to the 
axis, it will not be forced closer to the axis but will be accelerated by 
the lines of force c and d, along which it is traveling. Because the elec- 
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tron by now is moving very rapidly, and because the electrostatic field 
at the right end of the second anode (fig. 269) is relatively weak, the 
electron is pulled off its course only a little by the attraction along lines 
b and a as it leaves the anode. If the system is properly designed, any 
electron which can pass through the holes in the diaphragm of the first 
anode will experience similar forces. The forces tending to push the 
electron toward the axis of the cylinders are greater for electrons far 
off the axis than they are for those on the axis; thus all the electrons 
are made to converge at a point, G, on the screen, 


(3) All the electrons in the cathode ray carry an equal negative charge. 
Therefore, all the electrons in the beam tend to push away or repel all 
the other electrons. This repulsion tends to scatter the electron beam, 
but the electrons are moving so fast that the effect of this force is negli- 
gible in defocusing the electron beam. 


(4) The focus of an electrostatic cathode-ray is generally controlled 
by the voltage of the first anode. This varies the amount of the force 
that the electrostatic field exerts on the electrons, so that by observing 
the screen it is very easy to bring the beam to a bright, sharp spot. 


c. Electromagnetic focusing. (1) In the electromagnetic cathode-ray 
tube two anodes are used. They do not perform any of the focusing ac- 
tion, however, and are used only to attract electrons from the cathode 
and to accelerate them toward the screen. Since the structure and function 
of the grid is the same as in the electrostatic tube, the object whose 
image is to be focused on the fluorescent screen is the cross-over point. 


(2) Figure 270 shows the magnetic field set up inside the neck of 
the cathode-ray tube in order to focus the beam. The focus coil may 
be wound inside a soft iron ring in which is cut an annular groove (fig. 
270), or it may be wound without any iron near it. The presence of 
the iron makes it possible to set up the necessary field strength in the 
tube with less current, and allows the field to he applied only where 
useful. Consequently, there is very little interference with the deflection 
mechanism, The air gap is necessary in order that the magnetic field 
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Figure 270. Magnetic field set up in a cathode-ray tube by a 
short electromagnetic focus coil.. 


may be set up within the cathode-ray tube. If the iron were solid, it 
would shield the tube from field completely. A direct current is passed 
through the coil to create the desired field. In general, some means is 
provided by which the focus coil may be moved along the axis of the 
tube to allow rough focusing. This adjustment need be made only once, 
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: since the amount of current flowing in the coil may be controlled to 
provide fine focusing. 


(3) An electron coming from the cross-over along the line XAB will 
encounter the magnetic field. Since this electron is moving diagonally 
through the magnetic field, it is possible to break its motion into two 

Š parts, or components. One component of the velocity of the electron 
E is parallel to the axis and parallel to the magnetic field. The other com- 

; ponent is at right angles to the first and tends to pull the electron di- 
rectly across the field. This second component of the electron’s velocity 
causes a reaction similar to that discussed in b(4) above. Since the 
electron which tends to move across the field is in effect a current flow- 
ing in that direction, the reaction of the magnetic field causes the elec- 
tron to move in accordance with the right-hand rule. In the case of the 
electron that started into the field along XAB, the motion of the electron 
of interest at this point is vertically upward. As indicated, the direction 
of the field is from left to right. The electron will then tend to come 
out of the page. Since the electron is still in a magnetic field, it is con- 
tinually deflected, and will describe a circular path around the axis as 
it passes through the magnetic field. The result of the magnetic field on 
the motion of the electron, therefore, is to make the electron describe 
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tional movement of an electron focused electromagnetically. 
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with the axis. If it were possible to watch the electrons as they come 
toward the screen, it would be seen that they follow paths such as those 
shown in figure 271. Electron 1 (fig. 270) enters the magnetic field at 
A; from X to A its motion was along a straight line. The spiral path | 
while the electron is in the magnetic path appears as a circular arc in 
figure 271. Thus, from A to C, the path is approximately circular. At 
C the electron leaves the magnetic field and proceeds along a straight 
line which is aimed at the spot G on the screen. Another electron, 2 
(fig. 270), comes in at a small angle with the axis. However, it takes 


just as long for this electron to go from D to E as it took the first elec- ; 
tron to pass through the field. All electrons are heading directly toward 
the axis when they leave the field. If they all start from the cross-over . 
point with the same velocity and at the same time, and if they all re- ' 


quire the same length of time to pass through the magnetic field, they 
will meet at a common point. If the strength of the magnetic field is 
adjusted so that this common point is at the fluorescent screen of the 
tube, the beam will be properly focused. 


61. DEFLECTION OF ELECTRON BEAM. a. Electrostatic. (1) In para- 
graph 56c it was pointed out that an electron beam could be deflected , 
by an electrostatic field. Since the electrons are negatively charged, 
they are attracted toward the positive plate. The amount that an elec- l 
tron is deflected, or pulled off its normal straight course, is dependent 1 
on the speed at which the electron is traveling and the voltage applied 

to the deflecting plates. Since a slow-moving electron is in the field 
for a relatively long time, the attractive force of the electrostatic field 
has a relatively long time to act, and can pull the electron further to- | 
ward the positive plate than when the electron is in the field for only a A 
short time. For an electron passing through the field with a constant 
velocity, the deflection will be large when the voltage on the deflecting 


plates is large, since the larger voltage will attract the electron with 
greater force. 
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tron beam will be pulled upward. Instead of striking at o on the screen 
S, the beam will strike at a. For a given value of accelerating anode po- 
tential the speed wili be fixed, so that the distance, oa, that the spot 
moves on the screen will depend on the magnitude of the voltage E. If 
E is large, then the deflection oa will be large. If plate B were made 
more positive than plate 4 by E volts, the beam would strike the screen 
at b. If both plates were at the same voltage, the beam would strike at 0. 


(3) The second pair of deflecting plates, C and D, are placed between 
the first pair and the screen. They cause a deflection at right angles to 
the deflection of the first pair of plates. When plate C is E volts more 
positive than plate D, the beam will strike at C, if plates A and B are 
at the same voltage. If the voltage between C and D is reversed, so that 
D is E volts more positive than C, the beam will strike at d. In this pair 
of plates the movement of the spot is likewise dependent on the magni- 
tude of the voltage E. 

(4) The deflection could be made even larger by increasing the dis- 
tance eo from the vertical deflecting plates to the screen. This may be 
seen more clearly in figure 273. The point e corresponds to the vertical 
deflecting plates in figure 272. A sufficient voltage is impressed on the 
plates to cause the beam to leave the deflecting plates along ea instead 
of along eo. If the screen is separated from the deflecting plates by a 
distance, eo, the movement on the screen will be oa. If, however, eo 
is doubled, as eo”, the deflection on the screen will be doubled, o'a’, al- 
though the beam is still deflected from its course by the same angle O. 
For any given cathode-ray tube, both the velocity of the electrons and 
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Figure 273. Illustration of how deflection sensitivity depends on 
distance of screen from deflecting plates. 


the spacings of the elements within the tube are fixed. Therefore, the 
movement of the spot on the screen will depend only on the voltage 
applied to the deflecting plates. The amount that the beam will be moved 
by a difference of voltage of one volt across the deflecting plates is 
called the deflection sensitivity. This is given by the manufacturer as one 
of the tube characteristics in units of millimeters per volt direct current. 
It can be seen from the characteristics given in the handbooks that the 
deflection sensitivity of the vertical deflecting plates is somewhat greater 
than that of the horizontal deflecting plates, since the vertical deflecting 
plates are farther from the screen. 


(5) The deflecting plates shown in figure 272 are merely parallel 
plates. If it is desired to increase the deflection sensitivity, the plates 
may be made longer, so that the electrons will be in the electrostatic 
field for a longer time. When this is done, however, the plates are gen- 


erally parallel for a part of their length and divergent for the remainder 
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(fig. 274). This divergence is necessary so that the electron beam will e, 
not strike the deflecting plates at maximum deflection. aI 
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Figure 274. Divergent deflecting plates. 
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b. Electromagnetic. (1) The action of swiftly moving electrons in 
a magnetic field has already been discussed. It is known that the mag- 
netic field will deflect an electron beam in a direction which is at right 
angles to both the direction of the field and the direction of motion. 


(2) If deflection in only one direction is desired, coils may be wound 
on an iron core (fig. 275). The two coils are in series and are wound 
in such directions that the field produced by one coil opposes that of 
the other. The magnetic lines of force then must pass through the air 
in order to complete the magnetic circuit, since it is impossible to com- $ 


CATHODE RAY TUBE 


IRON CORE 







MAGNETIC FIELD 


> + 
TL-7847 
Figure 275. Magnetic field for deflection of electron beam 
in one direction only. 


plete the path through the iron. The direction of motion of the elec- 
tron beam is out from the page. For the direction of the magnetic field 
shown, therefore, the beam will be deflected downward. If the field 
strength is increased, a greater force will be exerted on the beam and 
it will be deflected farther downward. If the current through the coils 
is reversed, the beam will be deflected upward. All motion will take 
place along the line 4B. 

(3) In the electromagnetic cathode-ray tube, the deflection sensitivity 
is given in millimeters per ampere, since the magnetic field strength is 
dependent on the current flowing through the coil. The deflection sen- 
sitivity can be increased by keeping the current constant and putting 
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more turns on the coil; but since this also increases the inductance of 
the coil, it may be very undesirable when high-frequency signals are to 
be observed. Another factor which limits the inductance that may be 
used in deflecting“coils is the self-induced voltage which is produced by 
' a sudden change of current. If this voltage is too large, it will break 
down the insulation of the coils. 

(4) It is possible to rotate the whole yoke around the tube so that 
deflection can be caused along any diameter of the face of the scope. 
This is generally done with the type of deflecting apparatus shown in 
figure 275. 

(5) Another arrangement of deflecting coils for an electromagnetic 
cathode-ray tube is shown in figure 276. In this case, the coils are not 
rotated around the tube. There are two pairs of coils, one pair for hori- 
zontal and the other pair for vertical deflection. Thus the spot may be 
i moved to any point on the screen by application of the proper currents 
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Figure 276. Two pairs of coils arranged for electromagnetic 
deflection in two directions. 


to these coils. In this case, it is especially necessary, to have good mag- 
netic shielding between the focus coil and the deflecting coils. 
c. Production of trace on screen. The human eye retains an image for 


about 146 second after viewing. An application of this characteristic of 
the human eye is the motion picture, where the illusion of motion 1s 
created by a series of still pictures flashed on the screen so rapidly that 
the eye cannot follow them as separate pictures. Ina cathode-ray tube, 
the spot can be moved so quickly that a series of adjacent spots can 
be made to appear as a line, if the beam is swept over the same path 
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fast enough. As long as the electron beam strikes in a given place at 
least 16 times a second, the spot will appear to the human eye as a 
source of continuous light with very little flicker. 


d. Resultant motion of electron beam. (1) It has been shown that a 
voltage applied to the vertical deflecting plates of an electrostatic cathode- 
ray tube will deflect the electron beam, and therefore will deflect the 
spot on the screen, in a vertical direction. If a sine-wave voltage is 
applied to the horizontal deflecting plates, the electron beam will be 
swept back and forth across the tube screen, causing a bright horizontal 
line to show on the screen. In each instance, the amount of the deflec- 
tion on the screen is proportional fo the voltage applied to the deflecting 
plates. 


(2) Most of the important applications of the electrostatic cathode- 


ray tube require that a voltage of some sort be applied to both pairs of 
deflecting plates at the same time. The electron beam is continually 
acted upon by two forces which are at right angles to each other. 
(3) To understand the effect of two forces acting at right angles, 
it may be well to study figure 277. Point O is assumed to be the posi- 
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Figure 277. Resultant motion of two forces. 


tion of a soccer ball on a field. If the ball is kicked by a player A, it will 
roll along the direction OX and will stop at X. If the ball is kicked by 
player B, it will roll along OY and will stop at Y. When both players kick 
the ball at the same time, it will move, but it is difficult to tell the di- 


the two simultaneous forces are 


ball from X, it will move from X a distance equal to OY, or to point 


Z. Actually, if both players kicked th 
move along OZ and stop at Z. Line OZ is called 
vector sum of OX and OY. 
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Figure 278. Resultant motion in an oscilloscope. 








(4) The same case exists in the electrostatic cathode-ray tube shown 
in figure 278. When the sliders S¡ and Sa of the potentiometers Py 
and Ps are at point C, all four deflecting plates are at ground potential, 
and the spot will appear at O on the screen. If the slider on Pa is pushed 
downward HDP, becomes negative with respect to HDP,, and the elec- 
tron beam is repelled by the negative voltage on HDP . The spot will 
move to some point X on the screen under the action of this repulsion. 
If the slider on P, is moved up by an amount equal to the amount that 
Ps is moved down, then VDP, will be positive with respect to VDP» 
and the beam will be attracted from X to some point Z. 

(5) If both sliders are readjusted to point C and then locked so that 
when S4 goes up, Sa will go down, the two forces OX and OY will be 
applied simultaneously, and the spot will move along the resultant, OZ, 
in the manner of the soccer ball. It is apparent that the spot will always 
move along the resultant when two voltages are applied simultaneously. 

(6) If the control is turned in the other direction, the spot will be 
moved along the line OL, the line of the resultant. It may then be said 
that if two voltages are applied simultaneously to the horizontal and ver- 
tical deflecting plates, the position of the spot at any instant is due to 
the resultant force of the two voltages at that instant, 


SECTION IX 
CATHODE-RAY OSCILLOSCOPE CIRCUITS 





62. GENERAL. a. Types. Oscilloscopes are divided into two general types 
—electrostatic and electromagnetic—depending on the method of deflec- 
tion used in the cathode-ray tube. Practically all oscilloscopes used as 
test instruments are of the electrostatic type, which is also used in many 
radar sets. The electromagnetic-type oscilloscope is used in television, 
and as the indicator in certain radar sets. The following discussion of 
the components and operation of an oscilloscope is based on the electro- 
static type, the block diagram of which is shown in figure 279. 
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Figure 279. Block diagram of cathode-ray oscilloscope. 


b. Observation of voltage waveform. One of the most general uses of 
the cathode-ray oscilloscope is the observation of the shape of voltage 
waveforms in electrical circuits. For this purpose a graph of the wave- 
form is made, with the voltage plotted vertically and time plotted hori- 
zontally. A simple example of such a graph is shown in figure 280. Since 
this is the conventional way in which voltages and currents are visualized 
and used for calculation, the oscilloscope must present its information in 
this form if it is to be of value. To do so, a voltage must be impressed 
on the horizontal deflecting plates which will move the electron beam 
from left to right at a constant rate of speed to form a time scale exactly 
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like the line OX in figure 280. Since the electron stream strikes the 
screen at only one point at any instant, it is possible to form a line only 
by producing in rapid succession many spots of light which are close 
together. The human eye retains any image for approximately 44 second, 
so that a motion which is fast appears as a blur because successive 
images overlap. If the horizontal deflection voltage causes the spot to 
retrace its path more than 16 times per second, the image will be a line 
which appears stationary on the screen. The voltage that causes this 
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Figure 280. Graph of sine-wave voltage variation plotted against time. 


horizontal deflection is called a sweep voltage because it sweeps the spot 
across the screen. The line that the moving spot generates is called the 
time base, since it is a line whose length represents a definite period 
of time. 

c. Horizontal deflection. The circuit which produces the sweep voltage 
is represented in figure 279 by the block labeled “Sweep Generator.” The 
voltage output from this circuit is of small amplitude. To make this small 
voltage large enough to deflect the beam across the full screen of the 
cathode-ray tube, it must be amplified. However, if the time is to be truly 
linear—that is, if any section of the time base is to represent exactly 
the same length of time as any other equal section—great care must be 
taken with the amplifier to insure that it will not distort the output of 
the sweep generator. The horizontal deflection amplifier (fig. 279) is used 
to increase the amplitude of the sweep voltage. For some uses of the 
oscilloscope, it may be desirable to apply some other signal to the hori- 
zontal deflecting plates. A switch is provided, therefore, so that the 
desired signal may be amplified by the same amplifier and applied to the 
deflecting plates. 

d. Vertical deflection. (1) The signal to be observed by the oscilloscope 
is applied to the vertical deflecting plates. These plates deflect the beam 
up or down while the: sweep voltage moves it from left to right. The 
vertical deflecting plates thus produce a voltage scale exactly like YOY in 
figure 280. The position of the spot on the screen at any instant is con- 
trolled by the resultant of two forces (the sweep voltage and the signal 
voltage) acting upon it at that instant. If a sine-wave voltage is applied 
to the vertical deflecting plates and a sweep voltage of exactly the same 
frequency is applied to the horizontal deflecting plates, the spot will trace 
a continuous sine wave and the screen of the cathode-ray tube will display 
a picture exactly like figure 280. 


(2) As was shown in section III, many of the signals that must be 
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observed contain several frequencies. In order that these frequency 
components may all be amplified equally, a very wide band, or video 
amplifier, must be used. The vertical deflection amplifier (fig. 279) must 
be a good video amplifier if the oscilloscope is to record the waveforms 
faithfully. 


(3) The oscilloscope shown in figure 279 has provision for applying 
voltages directly to the deflecting plates. The connections on the rear 
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Figure 281. DuMont type 208 electrostatic cathode-ray oscilloscope. 
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terminal block may be removed and the signals applied directly to the 
deflecting plates without going through any amplification. Where the 
amplitude of the signal is sufficient, this is desirable for very accurate 
work, and in the investigation of envelopes of r-f wave trains when the 
radio frequency is too high to permit use of the amplifiers. 


e. Complete oscilloscope circuit. (1) High voltage is required for the 
accelerating anode of a cathode-ray tube, but since very little current is 
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drawn by this anode, a simple power supply can be used. In most oscillo- 
scopes the accelerating anode is connected to ground and the cathode is 
made very negative with respect to ground. This is done in order that 
the centering control potentiometers and the connections to the deflect- 
ing plates will not have to be insulated for high voltages. 


(2) The complete circuit diagram of the DuMont type 208 cathode-ray 
oscilloscope is shown in figure 281. This oscilloscope will be used as a 
specific example of the several circuits involved in oscilloscopes gener- 
ally, These circuits will be discussed below under their proper headings. 


63. TIME-BASE OR SWEEP CIRCUITS. a. General. (1) An oscilloscope 
which is used to observe the shapes of voltage waveforms must have a 
time base provided, generally in the horizontal direction. The sweep 
voltage that will produce uniform motion of the spot across the screen 
is called a sawtooth voltage, because the shape of the voltage waveform 
resembles the cutting edge of a saw. A sawtooth voltage wave is shown 
in figure 282@). The voltage is made to rise from point A along a straight 
line to point B. This is known as a linear rise. If this voltage is applied 
to the horizontal deflecting plates of a cathode-ray tube, the spot will 
move across the screen to form the time base. The time base will be 
linear with time if a rise of AE volts take place in At seconds anywhere 
along AB, since that will mean that the spot moves from S 1 to So (fig. 
282(2)) in exactly the same time that it moves from S 3 to Sy. Thus, the 
Sweep is a means of measuring time, since it always takes t, seconds to 
go from A to Sj, or t4 seconds to go from A to Så 

(2) It is desirable that the time base start at the left of the tube, since 
that is the more usual method of plotting waveforms. The beam is swept 
from left to right to produce the pattern, and must be returned quickly 
to the starting point to retrace the pattern. The beam can be returned 
quickly only if the voltage falls from B to A’ (fig. 282) very rapidly. In 
practice, time T2 is very small compared to the length of the time base T4. 
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Figure 282. Sawtooth voltage waveform. 


The time Ta is called the fly-back time; since it represents the time during 
which the beam is being moved back to the starting point. Because the 
fly-back time is so very short, the electron beam is swept over the screen 
too fast to cause emission of much light. and the return trace is accord- 


ingly very dim. The fly-back time is greatly distorted in figure 282@. 
If the picture were drawn to scale, the time Tg would appear to be almost 
zero, and the line BA’ almost vertical. ] 


(3) The fly-back time is practically constant for any sweep frequency. 





Figure 283. Distortion of pattern at high sweep frequency. 
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As the frequency of the sweep is increased, the fly-back time becomes a 
larger fraction of the sweep period. This can be shown more clearly by 
figure 283, in which the fly-back time has been assumed to be 10 micro- 
seconds. In Q), the period of the 1,333-cycles-per-second sine wave is 600 
microseconds, and the frequency of the sawtooth sweep wave has been 
adjusted to exactly this value. The fly-back time is 10/600, or 1.6 percent 
of the period of the sine wave, so that 1.6 percent of the sine wave will 
be distorted, as indicated by the broken line 12’-1. If the frequency of 
both the sweep and the applied signal is multiplied by 5, the period of 1 
cycle will be 150 microseconds. Since the fly-back time is still 10 micro- 
seconds, it represents for this higher frequency 10/150, or 6.6 percent 
of one cycle. In the second case, 6.6 percent of the sine wave is distorted, 
as indicated by the broken line 12’-1 in @. It can be seen, therefore, 
that as the frequency of the signal is increased the pattern becomes badly 
distorted. To avoid this distortion, the frequency of the sweep is made 
a submultiple of the signal frequency, so that several cycles of the signal 
appear on the screen. Only one cycle is then distorted by the fly-back, 
and the others are accurately reproduced. In using an oscilloscope to 
observe waveforms, especially if the frequency of the waveform is 5,000 
cycles per second or greater, at least three complete cycles of the signal 
should be made to appear on the screen. 


b. Simple sawtooth generators. (1) The simplest form of sawtooth 
generator is the neon sawtooth type (par. 47b). If the sawtooth voltage 
is to be used as a time base, the voltage rise must be a straight line. The 
charging curve of the capacitor is not actually straight, but if the portion 
used represents a very small fraction of the supply voltage, the sawtooth 
waveform can be amplified and used with reasonable accuracy for many 
purposes. 

(2) Another simple sawtooth generator is the thyratron sawtooth gen- 
erator (par. 47c). One advantage of the thyratron over the neon bulb is 
that a more linear sweep can be obtained with the thyratron by adjust- 
ing the ionizing potential to use the straightest portion of the capacitor 
charging curve. 

c. Application of thyratron sawtooth generator. (1) Figure 284 shows 
the sweep generator circuit of the DuMont type 208 oscilloscope. In this 
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Figure 284. Thyratron sawtooth sweep generator. 
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circuit, a fixed bias of +3.1 volts is applied to the cathode of the thyra- 
tron and the grid is connected to ground. Although a positive voltage is 
used for the bias, the effect is the same as if —3.1 volts had been applied 
to the grid. To make the operation of the thyratron more stable, the bias 
voltage is obtained from a regulated voltage source by means of a voltage 
divider. 


(2) A bank of eight capacitors is provided to furnish a wide range of 
sawtooth sweep frequency. Thus, a frequency range can be selected by 
the switch Ss, and the frequency within each range can be varied by the 
resistor go. The total frequency range provided in this particular system 
is from two cycles per second to 50,000 cycles per second. 


(3) In some applications where a linear sweep voltage is necessary, 
the thyratron sawtooth generator may be modified, as shown in figure 285. 
In this circuit, the charging resistor has been replaced by the pentode V4. 
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Figure 285. Controlled charging current thyratron sawtooth generator. 


The pentode is so operated that within the range of voltage applied across 
the tube the plate current is constant. The current that flows into the 
capacitor C must pass through the pentode V4. Since current is a moving 
charge, a current flowing into a capacitor will increase the charge on the 
capacitor. The voltage on a capacitor depends on the capacitance and on 
the amount of charge. If the current flowing into a capacitor is constant 
in magnitude, the voltage across the capacitor must rise lineafly, since 
equal amounts of charge are added during similar unit lengths of time. 
If the pentode passes a constant current, the sawtooth waveform produced 
will be linear. The frequency of this sawtooth generator may be varied 
by changing the capacitor and by varying the bias of the pentode V4 so 
that a constant current of larger or smaller amplitude will be passed. 


(4) The thyratron sawtooth generator is preferable to the neon bulb 
sawtooth generator for several reasons: 


(a) The voltage drop across a thyratron is less than that across a 
neon bulb. 


(b) The thyratron will pass a larger instantaneous current than the 
neon bulb. 


(c) The thyratron deionizes more quickly than the neon bulb. 
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(d) The thyratron ionizes more dependably than the neon bulb, and 
the frequency of the thyratron circuit is, therefore, more stable. 


(5) Because the thyratron passes a larger instantaneous current and 
deionizes more quickly than the neon bulb, the capacitor is discharged 
more rapidly, and the sweep frequency may be made higher. 

d. Vacuum-tube sawtooth sweep generator. (1) For some applications 
it is desirable to have a sweep voltage which is rigidly controlled by a pulse 
generator. In such cases, the thyratron is replaced by a vacuum tube. A 
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Figure 286. Vacuum-tube sawtooth generator. 


sweep circuit in which a vacuum tube is used is not a relaxation type of 
oscillator, since the action is controlled entirely by the grid, and no con- 
duction is possible until the grid bias permits it, irrespective of how high 
the capacitor voltage may rise. 


(2) A sawtooth generator circuit is shown in figure 286. This is a very 
simple circuit; however, many other more complex circuits: are possible. 


(3) The trigger signal is assumed to be a rectangular wave from a 
multivibrator (fig. 286@)). This pulse voltage is coupled into the grid of 
the sawtooth generator through C4. The leading edge of the trigger pulse 
is applied to the grid at time t, and drives the grid positive. The grid 
draws Current which partially charges C,. At the trailing edge of the 
pulse, the grid is driven negative by the discharge of C, through R,. 
Since the time constant C,R, is not long, the charge can leak off Cı 
before the next pulse is applied. The cathode is biased so that the tube 
is cut off when no signal is applied to the grid. When the tube is cut off, 
capacitor C3 will charge toward the supply voltage. However, at some time 
tz, long before the voltage to which Cg is charged reaches the supply 
voltage, another pulse is applied to the grid. This pulse will cause the tube 
to conduct heavily, and capacitor C3 will be discharged during the interval 
between T3 and T4. Since the resistance of the tube in this condition is 
very low, capacitor C3 will discharge rapidly through the tube, and a saw- 
tooth voltage will appear across C3. However, it is preferable to take 
the voltage off between point A and ground, rather than across capacitor 
C3. The same waveform will appear between A and ground that appears 
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between A and B; since the impedance of bypass capacitor Cg causes 
point B to be practically at ground potential for a-c voltage. 
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Figure 287. Apparent motion of oscilloscope patterns on screen. 


e. Synchronization of time-base circuits. (1) In order to obtain a stat 
tionary pattern on the oscilloscope screen, the period of the sweep must 
be exactly equal to the period of the waveform to be observed, or some 
whole multiple thereof, for a stationary pattern. If the lengths of the two 
periods are almost the same, the pattern will drift across the face of the 
oscilloscope, as illustrated in figure 287. The signal voltage shown is a 
sine wave whose period is slightly longer than the period of the sawtooth 
sweep. This means that the frequency of the sawtooth is higher than the 
frequency of the signal. In the pattern shown at A, only the part of the 
sine wave included between 0 and 1 will appear. On the second sweep, 
- the part between 1 and 2 will show, but since it differs slightly from the 
part shown in A, a slightly different picture will appear on the screen. 
In the sweeps that follow, the picture will continue to change. The effect 
is the same as if a long piece of cardboard with a sine wave drawn on it 
were pulled slowly past a window, allowing to be seen only as much as 
is included between the lines 0 and 1 in figure 287. In the case shown, 
the picture appears to travel across the screen from left to right. The 
speed at which the movement seems to take place depends on the differ- 
ence of frequency between the signal and the sweep. 


= (2) In order that the signal will appear stationary on the screen, the 
frequency of the sweep is made exactly the same as the frequency of the 
signal to be observed. This is called synchronization. In many cases, how- 
ever, it is desirable to observe more than one cycle of the signal. The 
sweep must then be synchronized at some frequency lower than the signal 
frequency. If two cycles are to be observed, the sweep frequency must 
be exactly one-half the signal frequency. It must be one-third of the 
signal frequency to show three cycles. 
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(3) In the thyratron sawtooth generator, the bias on the grid controls 
the break-down voltage of the tube. It is possible, therefore, to syn- 
chronize the sweep generated by a thyratron circuit rather easily by 
applying a synchronizing signal to the grid. A simple circuit in which this 
may be done is shown in figure 288. A voltage divider R} is included so 
that the magnitude of the synchronizing signal may be varied. 
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Figure 288. Thyratron sweep circuit with provision for synchronization. 


(4) The waveforms in figure 289 show the operating conditions of 
the thyratron and the effect of the synchronizing voltage on the sweep. 
The normal bias, shown in (2), is such that the voltage on the capacitor 
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Figure 289. Action of synchronizing signal. 


will build up to break-down in 12 milliseconds. If the signal to be observed 
has a frequency of 100 cycles per second, and therefore a period of 10 
milliseconds, the sweep will be out by 2 milliseconds. The peak of the 
100-cycle synchronizing signal on the grid will lower the grid bias suffi- 
ciently at the end of 10 milliseconds to cause the thyratron to break down. 
By this action, the period of the sweep is forced to be exactly the same 
length of time as the period of the signal, and a steady picture will 
appear on the screen of the oscilloscope. 
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(5) The synchronizing circuit of the DuMont oscilloscope is shown in 
figure 284. The switch So is used to select the source from which the 
synchronizing signal is obtained. In the left position, the synchronizing| 
signal is obtained from some external source. A series of pulses may be 
introduced here to provide more precise synchronization than is possible 
with a sine wave. Since the center position applies a voltage at line fre- 
quency to the thyratron grid, the waveforms in devices operated from the 
same source of power as the oscilloscope may be investigated simply. The 
right position, marked INT, connects the thyratron grid to the vertical 
amplifier, so that whatever signal is under investigation can be stopped 
on the screen when neither of the other positions can be used. 


(6) In using an oscilloscope, the synchronizing control should be 
turned to zero and the frequency of the sweep should be adjusted by the 
fine frequency control to achieve maximum stability of the pattern on 
the screen. If after adjustment there is still any tendency for the pattern 
to drift across the face of the scope, it may be stabilized by turning up the 
synchronization control just enough to stop the apparent motion of the 
pattern. If the synchronization control is turned too high, the pattern on 
the screen may be distorted. The effect of too large a synchronizing signal 
is shown in figure 290, The firing voltage of a thyratron varies inversely 
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Figure 290. Distortion of sweep. resulting from too much 
synchronizing voltage. 


with the grid potential on the tube. That is, as the grid potential increases 
in a negative direction, the firing voltage increases in a positive direction. 
The horizontal line Ep (fig. 290) represents the firing voltage of the 
tube resulting from the fixed bias on the grid. Now, assume that a small 
value of synchronizing voltage is injected on the grid. The grid potential 
will vary with the synchronizing frequency and the firing voltage will 
vary inversely with the grid potential. The firing point, then, will lie 
along the solid curve (fig. 290). The voltage across the tube rises along 
the solid line AB until it equals the firing voltage at B. The tube then fires 
and the sweep voltage drops to C when the tube deionizes, The rise in 


potential begins again and continues to D where the tube again fires. The 
sweep is now in step with the synchronizing frequency. However, if the 
synchronizing control is adjusted so that a large value of synchronizing 
voltage is injected on the grid, the firing point of the thyratron will lie 
along the dotted curve of figure 290. The voltage across the tube rises as 
before along the line AB. In this case, however, it intersects the dotted 
curve at point G and the tube fires. The voltage across the tube drops to 
H and the charge begins again. The rise can last only until the point of 
intersection with the dotted curve is reached at point J when the tube fires 
again. The next rise intersects the curve at K and the tube fires. Thus 
the sweep has been started at points H, J, and L, or three times in one 
alternation. The pattern on the screen will therefore be distorted and a 
true picture of the waveform will not be presented. 
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Figure 291. Synchronized neon bulb sawtooth generator. 


(7) It is possible to synchronize the neon bulb sawtooth generator by 
a circuit of the type shown in figure 291. In this case, a large voltage is 
required to effect the synchronization. The synchronizing voltage is in 
series with the sweep voltage. If the frequency of the sweep and the 
frequency of the synchronizing signal are reasonably close together, the 
neon tube will fire at the peak of the synchronizing signal, just a little 
before the tube would have fired without the synchronizing signal. This 
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Figure 292. Exponential sweep voltage. 
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circuit is not widely used, however, since the thyratron sawtooth generator 
is much more useful for most purposes. 


f. Exponential sweep generator. If the charging of the sweep capacitor 
in a sawtooth generator is not limited to the linear part of the exponential 
charging curve, a nonlinear sawtooth wave may be obtained. Such a wave 
is shown in figure 292. It will be noticed that the curve is practically 
linear in the range o—A, the region in which linear sweep voltages are 
generated. The exponential sweep does not give a true picture of a wave- 
shape on the screen, but it may be useful for other purposes. A sine-wave 
signal applied to an oscilloscope on which the sweep is exponential is 
shown in figure 293. Such a sweep is said to be nonlinear, since the spot 


TL-7865 
Figure 293. Sine wave on an exponential sweep. 


does not move along the time base an equal distance during each equal 
unit of time. The simplest unit of time to choose in looking at figure 293 
is one cycle, since each cycle is completed within the same time period. 

g. Sinusoidal sweep. (1) A sinusoidal sweep is obtained by applying a 
sine wave of voltage to the horizontal deflecting plates of a cathode-ray 


tube. A trace is made which is swept alternately from left to right and 
from right to left. 


(2) The characteristics of a sine-wave sweep are as follows: 


(a) The speed of the spot across the screen varies continuously. It is 
fast in the center of the screen, and slow near each end. 


* (b) The return trace is of the same speed as the main trace; thus a 
reversed waveform may be traced on the return. 


(3) It is possible to increase the amplitude of the sine wave to such 
a degree that the fairly linear part of the trace will occupy the whole 
screen, While this may be useful in some cases, it is generally difficult 
to synchronize the desired waveform at the linear part of the trace. The 
sine-wave sweep is used only for indicators showing pulse phenomena 
that take place once per cycle. | 
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h. Elliptical and circular sweeps. (1) An elliptical or circular trace can 
be obtained on an oscilloscope by use of a circuit such as that shown in 
figure 294. The sine-wave voltage obtained from the potentiometer P 
is applied to the R-C phase shifter. The voltage across the capacitor C 
lags the voltage across the resistor R by 90°. These two voltages are 
shown in figure 295. 
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Figure 295. Generation of a circular trace by two 
sine waves 90° out of phase. 


(2) Each voltage wave has been divided into 12 equal time intervals. 
Point 1 represents exactly the same instant as does point 1’. As has pre- 
viously been shown, the position of the spot on the screen of a cathode-ray 
tube at a given instant is the resultant of the two forces acting on it at 
that instant. At time 1 (fig. 295) the voltage on the horizontal deflecting 
plates is zero. This means that no force will be exerted by these plates 
on the electron beam. The resultant force at this instant, then, must be 
equal to the force exerted by the vertical deflecting plates. The voltage 
on these plates is equal to a’—1’ at this time, and the spot will be attracted 
to 1. At a later time, 2, the force of the horizontal plates will equal b2 
and the force of the vertical plates will equal b’2’. The resultant of these 
forces will attract the beam to II. In a similar way, it can be shown that 
the beam will be attracted successively through III, IV, V, etc. 


(3) If the voltage on the horizontal deflecting plates is exactly equal 
to the voltage on the vertical deflecting plates, and if these voltages are 
exactly 90° out of phase, the spot will be made to trace a perfect circle 
on the screen. If the voltages are not of equal amplitude or are not 90° 
_ out of phase, an ellipse will be traced on the screen instead of a circle. 

(4) Potentiometer P (fig. 294) controls the amplitude of the sine- 
wave voltage applied to the phase-shifting circuit. If P supplies a large 
voltage, then the voltage across both R and C will be large. Consequently, 
the circle traced on the screen will be of large diameter. Thus, the magni- 
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tude of the voltage applied to the deflecting plates determines the diameter 
of the circle. If the potentiometer is.moved back and forth by a synchron- 
ous motor operated from the same source from which the deflecting plates 
are energized, the radius of the circle traced can be varied continuously, 
and the pattern may be a spiral, as shown in figure 297(@). The circular 
sweep is sometimes used to obtain a longer trace on a given screen than 
is possible with a sawtooth sweep. 


Ca 





Figure 296. Circular sweep generator circuit. 


(5) Another type of circuit for generating a circular sweep is shown 
in figure 296. The operation of this circuit is based on the same principle 
as@the simpler circuit of figure 294, but the added elements provide 
greater flexibility. 

(6) The values C, and R, have been selected so that a circular sweep 
will be generated at the frequency of the applied voltage. The deflection 
of the electron beam in this circuit is push-pull. That is, the voltage on 
one deflecting plate is 180° out of phase with the other plate in each pair. 
Transformers T, and To are used to provide sinusoidal grid signals that 
are 180° out of phase for the two pairs of push-pull amplifiers. The gain 
of all four amplifier tubes is the same, and is controlled by the voltage 
on the screen grid. Several types of patterns that may be obtained from 
this circuit are shown in figure 297. 

(7) The voltage on the screens of amplifiers V1, Va, V3, and V, is 
controlled by the voltage at the plate of V5. If no signal is applied to the 
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grid of V;, the voltage at its plate will be constant. Since the constant 
voltage will mean constant gain of the amplifiers, a circle will be traced. 
However, if a negative pulse is applied to the grid of V5, the voltage at 
the plate increases for the duration of the pulse. The screen voltage on 
the amplifiers increases by the same amount, so that the gain of these 
tubes is greater during the pulse. The trace will jump suddenly to a circle 
of larger diameter for the duration of the pulse, and a pattern of the type 
shown in figure 297@) will be produced. 
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Figure 297. Some patterns obtainable with the circuit of figure 296. 


(8) If the frequency of the applied sine-wave voltage is 1,000 cycles 
per second, and sawtooth voltage of 250 cycles per second is applied to 
the grid of V5, the gain of the amplifier tubes will be varied continuously 
during four cycles of the sine wave. As the gain increases from zero 
to maximum, the spot rotates on a circle of ever-increasing diameter. 
This generates the spiral pattern of figure 297@). If the sawtooth is not 
a submultiple of the applied sine wave, the spiral will revolve, causing 
a pinwheel pattern. 


(9) On the other hand, if the frequency of the sawtooth voltage 
applied to the grid of V; is high compared to the frequency of the applied 
sine wave, the gain of the amplifiers will be varied from zero to maximum 
at a high rate. If the difference between the frequency of the sawtooth 
and the sine wave is great enough, the spot will appear not to move 
around the circle appreciably during one cycle of the sawtooth and a 
pattern that looks like the spokes of a wheel (fig. 297@)) will be 
generated. 


i. Sawtooth sweep for electromagnetic deflection. (1) The deflection of 
the electron beam in an electromagnetically deflected cathode-ray tube is 
proportional to the field strength set up within the tube. The field strength 
is proportional to the current passing through the deflecting coil. If it is 
desired to deflect the electron beam linearly, the current through the 
coil must increase linearly with time. When the end of the sweep is 
reached, the electron beam must be returned to its starting point quickly. 
The current wave required for electromagnetic deflection must then be 
of sawtooth shape if the resultant sweep is to be linear. It should be 
observed -that it is the current wave which must be a sawtooth for an 
electromagnetic tube, not the voltage wave, as in the electrostatic tube. 

(2) The deflecting coils are formed by winding wire around either a 
nonmagnetic fiber core or around an iron core. The wire used, no matter 
how large it may be, will have some resistance to the flow of current. In 
addition, the coil will possess the electrical property ot inductance. There- 
fore, the sawtooth current wave must be made to flow in a series R-L 
circuit. 
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(3) At slow sweep speeds, the effect of the inductance in the deflecting 
coil is negligible, and a potentiometer arrangement similar to that shown 
in figure 298 may be used. The sliders 1 and 2 on the potentiometer are 
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Figure 298. Potentiometer method of sweeping an 
electromagnetic cathode-ray tube. 


spaced 180° apart, and a constant voltage is applied at the two points C 
and D diametrically opposite each other. If slider 1 is initially at point B 
and slider 2 is at point A, no voltage is impressed on the deflecting coil, 
since points A and B are at the same potential. As the sliders rotate, 
1 becomes more positive and 2 becomes less positive. The voltage across 
the deflecting coil increases from zero at point B to a maximum at point C. 
If this change occurs slowly, and the time constant of the inductance is 
relatively short, the current is able to build up at the same rate at which 
the voltage increases. As the slider continues to rotate, the voltage im- 
pressed on the deflecting coils decreases to zero and then reverses polarity 
as slider two passes point B and moves on toward C. The sweep produced 
is not a sawtooth, since the spot moves uniformly across the screen in one 
direction, and then changes direction and moves .back to its original 
position at the same speed. Because of the varying voltage drop in the 
resistance of the deflecting coil caused by the varying current in the coil, 
the trace produced by this circuit is not truly linear if the potentiometer 
is-uniformly wound (resistance directly proportional to the angle of 
rotation). However, this effect may be corrected by the use of a potentio- 
meter with a suitable nonuniform winding. 


(4) It was shown in section III that current in a pure inductance can 
be made to rise linearly with time only when a square wave of voltage 
is applied across the inductance. If there is any resistance associated 
with the inductance, the current rises along an exponential curve. 
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Figure 299. Current flow in a pure inductance with 
square-wave voltage impressed. 
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(5) When a square wave of voltage is impressed on a pure inductance, 
the current rises linearly toward an infinite magnitude along a line such 
as AB in figure 299. If at time Ta the impressed voltage falls immedi- 
atély to zero, the current flowing in the inductance must decrease to zero. 
If the circuit in which the current decays is exactly the same as the circuit 
in which the current built up, the current must fall off toward zero at 
exactly the same rate at which it built up. Under this condition, a triangle 
wave of current is generated (AB-BD in fig. 299). In any practical 
circuit, the constants of the circuit change when the voltage applied falls 
to zero. If the voltage is applied by means of a switch, a resistance is 
introduced by opening the switch, since an are will form. The heat gen- 
erated in this arc represents the energy that was stored in the magnetic 
field. If this energy can be dissipated very quickly, as in a very hot arc, 
the field of the inductance, and, consequently, the current through it, can 
collapse to zero very quickly. The swift return to zero along the line BC 
represents the time required to dissipate the energy in the magnetic field. 
The time between ż and fy is shown on an expanded scale, however, to 
indicate that the current cannot collapse to zero instantly in any practical 
circuit. Moreover, the line BC should not be straight, but since the true 
curve is complex and in any case goes to zero in a short time, the straight 
line is a satisfactory approximation. 


(6) Since any deflecting coil that is practical for use with an oscillo- 
scope has resistance, the shape of the. voltage wave impressed across the 
inductance must be modified to compensate for the effect of the resistance. 
Figure 300 illustrates the evolution of a voltage wave which will cause 
a sawtooth current wave to flow in a coil having some resistance. A coil 
which has both resistance and inductance may be considered as two 
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Figure 300. Development of voltage waveform required to generate 
sawtooth current in an inductance containing resistance. 
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separate elements in series (fig. 300@). The current through the coil 
is to be of the form shown in (1). If this current flows through a resistor, 
a voltage of exactly the same shape appears across the resistor (2). If a 
current of this waveshape flows through a pure inductance, a square-wave 
voltage must appear across the inductor, as in figure 3006). Since the 
voltage across the resistor is in series with the voltage across the induct- 
ance, the two voltage waves at @) and @) may be added to produce the 
shape of the voltage that must be impressed on the whole coil to cause 
the sawtooth current to flow through the coil (fig. 300@)). 
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Figure 301. Circuit for generating a sawtooth current wave 
for electromagnetic deflection. 


7) A circuit which is capable of developing this waveform is shown 
in figure 301. If tube V, is operated so that capacitor C, charges on the 
linear part of the charging curve, the current flowing in Rs, Cy, and 
Ra during the charge must be constant. If this is so, the voltage across 
Cı will rise linearly (AB, fig. 302@)). A constant current flowing through 
Rə develops a constant voltage across it (A’B, fig. 302@)). When Vi 
is made to conduct at time 2, the current through Cy and Kg reverses 
as C} starts to discharge through the tube. This current causes the volt- 
age across Ra to swing negative very quickly (B-B’ in figure 302@)) 
as the capacitor discharges from time 2 to time 3. The voltage that ap- 
pears at the plate of V4 is the sum of the voltages across Ra and Cy, 
and produces the waveform shown in figure 3020). This is called a 
trapezoidal wave. The axis of the trapezoidal wave is along the line X-X” 
after it passes through coupling capacitor Co. The trapezoid A"-A'-B- 
B'_B" causes a sawtooth current to flow in the deflecting coils. At time 
B” the current in tube Və must be reduced to zero, since the tube is 
cut off by the negative swing of voltage on its grid. If this occurs, the 
current in the deflecting coils must be reduced to zero at the same time. 

(8) In order to provide some means of dissipating the energy in the 
electromagnetic field so that the current can fall to zero, a resistor is 
often connected in parallel with the deflecting coil. This resistor also 
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serves to reduce the Q of the deflecting coil, since in many cases the 
rapid change of current passing through the coil at the time of the re- 
turn trace shocks the coil into oscillation. If the O of the coil is suffi- 
ciently high, the oscillations may continue into the next sweep (fig. 
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Figure 302. Waveforms in circuit of figure 301. 
303), which will cause a very nonlinear sweep at the beginning of each i 


trace. If the Q of the deflecting coil is reduced, the oscillations can be 
made to die out before the next trace is started. 


(9) Because a resistance shunted across the deflecting coil reduces 
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the current through the coil, a diode is frequentl i 

i y connected in the man- 
ner shown in figure 304. When the current through tube V4 is increas- 
ing to provide the forward-sweep current, the voltage at the plate of 
V is less than the supply voltage by the amount of the drop through 
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Figure 303. Oscillations in deflecting-coil current during 
and after return trace. 


the deflecting coil. Therefore, the cathode of the damping diode Va is 
more positive than its plate and the diode will not conduct. When the 
current through V4 falls to zero at the end of the sweep, the voltage 
at the plate rises above the supply voltage as the collapsing field of the 
inductance tries to generate in the inductance a voltage which will main- 
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Figure 304. Diode used as damping resistance across defletting coil. 


tain the same current flowing in the coil. The energy in the coil will be 
dissipated in the resistance R, and any oscillations which attempt to 
raise the voltage at the plate above the supply voltage will be quickly 
damped out. 

(10) Another form of sawtooth generator for electromagnetic de- 
flection is shown in figure 305. This circuit is essentially the same as 
the hard tube sawtooth generator shown in figure 286, except that a linear 
rise of current is generated in an inductor instead of a linear rise of volt- 
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i i i lied 
age across a capacitor. Tube V, is normally cut off by the bias appl 
> the cathode E the voltage divider consisting of Rə and R3. At time 
to, the square-wave signal on the grid swings positive and permits a 
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Figure 305. Sawtooth current generator., 
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Current to pass through Rə, tube V4, L,, and Lo (the deflection coil). 
The current will build up toward some steady value along an exponential 
curve, such as ABC. The first part of this built-up curve is very nearly 
straight, and if the current is stopped at some time +, before the curve 
departs from a straight line appreciably, a reasonably linear rise of cur- 
rent will have been produced in the deflecting coil. At time t,, the cur- 
rent is stopped, and the energy of the magnetic field is dissipated in R4 
and the diode V3. 
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(11) In many applications it is desirable to have the sweep time only 
a fraction of the repetition period. Therefore, the gate voltage applied 
to the sweep generator has a shape similar to the waveform shown in 
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Figure 306. Sweep duration shorter than repetition period. 


figure 3060). The sweep current can flow during only the short inter- 
val in which the gate voltage allows the sweep-generator tube to con- 
duct. One advantage of this type of operation is that it is unnecessary to 
take any precautions to prevent oscillations in the deflecting coils, since 
such oscillations take place during the time when the electron beam is 
cut off (fig. 306@)), and their effect is therefore not apparent on the 
screen. 


64. PHASE-INVERTER CIRCUITS. a. Defocusing of unbalanced deflection. 
In many electrostatic oscilloscopes, one plate of each pair of deflecting 
plates is connected to the second anode or to ground, and the signal 
is applied to the other plate. This leads to defocusing of the electron 
beam, which varies with the amount of deflection. This defocusing may 
be better understood if it is remembered that the electro beam has an 
appreciable width at the deflecting plates. When the beam is pulled 
toward one of the deflecting plates, the outer electrons are accelerated 
to a velocity higher than that of the inner electrons, owing to the more 
positive voltage on the deflecting plate. The faster electrons will not 
be deflected as much as the slower ones, and the stream which was con- 
verging to a point on the screen will now tend to converge at a point 
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Figure 307. Distortion of trace caused by extreme defocusing 
of electron beam by unbalanced deflection, 
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beyond the screen, with consequent increase in the size of the spot. In 
extreme cases, the trace will be distorted at each end of the sweep in 
the manner shown in figure 307. This defocusing effect is reduced some- 
what by the fringing of the electrostatic field at the edges of the plates 
(fig. 258). 

b. Push-pull deflection. If one deflecting plate is driven positive by 
a signal and the other is driven negative by the same signal 180° out of 
phase with the first, the average potential of the pair of deflecting plates 
will remain constant. An increase of voltage on one plate is exactly bal- 
anced by a decrease of the same magnitude on the other. A sweep of 
this nature is termed push-pull. It eliminates almost completely the de- 
focusing effect of unbalanced deflection. 


c. Application of paraphase amplifier. Since most sweep generators 
produce only one wave, a paraphase amplifier circuit must be used to 
obtain two sweep waves 180° out of phase for push-pull deflection. Cir- 
cuits which will accomplish phase inversion are discussed in section VI. 


d. Type 208 paraphase amplifier. The paraphase amplifier used in the 
DuMont type 208 oscilloscope (fig. 308) is similar to that discussed in 
paragraph 4le(4). The sawtooth voltage wave applied to the grid of 
V 19 produces across R49 a voltage wave of the same shape and polarity, 
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Figure 308. Cathode-coupled paraphase amplifier circuit of 
DuMont type 208 oscilloscope. 


but of approximately half the amplitude of the input. This voltage is 
used to drive V11 and since it is a degenerative voltage for Vo, the 
voltage effective between grid and cathode of this tube is approximately 
half of the input voltage. Thus the input voltages to the two tubes are 
nearly equal, but of opposite polarity when referred to the grids, so that 
the outputs of the circuit are two voltages of approximately the same 
amplitude but of opposite polarity. Two paraphase amplifiers are used 
in this oscilloscope to furnish push-pull deflection for both the horizontal 
and vertical deflecting plates. Other types of paraphase amplifiers and 


other circuits for producing two equal waveforms of opposite polarity 
are discussed in paragraph 41. 
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65. POSITIONING CIRCUITS. a. General. In almost every application 
of the cathode-ray oscilloscope, it is necessary to be able to move the 
whole trace to the most desirable part of the screen. For example, the 
sweep voltage on a 5-inch cathode-ray tube may be made great enough 
to cause a total deflection of 10 inches. Obviously half the sweep will 
not appear on the screen, but by adjusting the horizontal position con- 
trol, any part of a waveform may be brought on the screen for detailed 
study. 

b. Position control for electrostatic tubes. Position control is accom- 
plished in an electrostatic cathode-ray tube by the application of d-c volt- 
ages to the deflecting plates. In small oscilloscopes, where one deflecting 
plate of each pair is tied to the second anode and to ground, the center- 


ing voltage may be applied only to the other plate. For this kind of oscil- 
- > HOY 





TL-7881 
Figure 309. Centering control for cathode-ray oscilloscope 
which uses unbalanced deflection. 


loscope, a circuit similar to that shown in figure 309 is generally used. 
The resistors R, and Rə are part of the bleeder resistance across the 
power supply. Potentiometer Rg is connected so that one end is positive 
with respect to ground while the other is negative. If the voltages to 
which Rs is tied are of equal magnitude, there will be ground poten- 
tial in the center of Rg. When the slider is set at the midposition, the volt- 
age on plate D, is zero, and the beam will strike the center of the screen 
if the electron gun is aimed properly. When the slider of Rg is raised, 
the spot will move to the left under the attraction of plate Dy. When 
the slider is below the midposition, the spot will be to the right of the 
center because of the repulsion of the negative plate D,. Capacitor Cy 
and resistor Rz form a filter which prevents small variations in voltage 





>= 150 TL-7882 
Figure 310. Centering control for push-pull deflection. 


from causing the pattern to be unsteady. The resistor Ry is usually one 
or two megohms. It is always included in the circuit to act as a filter 
resistor which prevents variations in power supply voltage from affect- 
ing the pattern, and as a current-limiting resistor in case the electron 
beam is deflected so far that it hits the deflecting plate. The vertical 
position control is the same as the horizontal control. : 
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c. Position control in push-pull deflection. (1) In oscilloscopes in which 
push-pull deflection is used, the position control is also push-pull, The 
dual potentiometer used is sometimes called a “back-to-back” potentio- 
meter. A circuit for push-pull position control along the horizontal axis 
is shown in figure 310. 


(2) Potentiometers P} and Pa are ganged together as indicated by 
the dotted line. When they are set in midposition, the d-c voltage on 
both plates is zero. If the control is moved in one direction, P4 will pick 
off a positive voltage and Pa will pick off an equal negative voltage. Thus, 
plate D, will pull the spot from the center and plate Da will push the 
spot in the same direction. By connecting one end of both potentiometers 
to a positive voltage and the other to a negative voltage, the spot may 
be made to move off the screen on either side. The deflection signal is 
applied to the plates through capacitors Cy and Co. 


(3) In oscilloscopes which are designed for low sweep frequencies, 
capacitors C4 and Cz must be large (of the order of 0.5 uf) in order to 
pass all the low-frequency components of the sawtooth wave. When 
these capacitors are large in size, the position control becomes sluggish, 
since the capacitors take an appreciable time to change their charge when 
the position control is moved. 


d. Position control in type 208 oscilloscope. (1) In order to avoid the 
sluggishness of the position control, a circuit of the type shown in figure 
308 may be used. It is taken from the circuit of the DuMont type 208 
oscilloscope shown in figure 281. The spot will follow instantaneously 
all changes of the position control in this circuit. 


(2) The use of Vio and V4; as a paraphase amplifier circuit has al- 
ready been discussed. The plates of two tubes are direct-coupled to the 
deflecting plates of the oscilloscope to prevent attenuation of the low- 
frequency signals. The average d-c voltage of the plates Vio and Vy, 
will act as positioning voltages, since there is no blocking capacitor to 
keep this voltage off the deflecting plates. 


(3) The cathode follower Vg is designed so that there will be a point 
at about the middle of potentiometer R37 at which the voltage to ground 
will be zero. This is possible since the plate is connected to +155 volts 
and the cathode is connected through the load resistors to —280 volts. 
When potentiometer Rgz is set at the ground potential point, the bias 
on Vo must be exactly the same as the bias on V41. If no signal is ap- 
plied, both tubes will conduct the same amount of current, and the voltage 
at the plate of Vio will be the same as the voltage at the plate of V31. 
The spot will then be in the center of the screen if the electron gun is 
aimed accurately. 


(4) If it is desired to move the spot in one direction, the slider on R37 
is moved up so that the grid of Vio becomes positive with respect to 
ground. This causes V9 to pass a larger average current, and the 
cathodes of both tubes tend to become more positive. However, when the 
cathode of V4; becomes more positive, the bias on this tube is increased, 
and passes a smaller current. This tends to reduce the voltage drop across 
the common cathode resistor R49, but the result is that the voltage across 
R 49 will be larger than it was when the grid of 719 was at ground poten- 
tial. Therefore, since V ¡o is passing a larger current than before, and Y; y 
is passing a smaller current, the average voltage at the plate of V4; will 
be more positive than the voltage at the plate of V10, and the spot will be 
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attracted to the right toward deflecting plate D4. In a similar way, it can 
be shown that the spot will move to the left, or toward deflecting plate Do, 
if position control Ray makes the grid of Vio negative with respect to 
ground. 


(5) Movement of the position control potentiometer has very little 
effect on the gain of tubes V 49 and V11, since the actual shift of bias is 
so small that the tubes still work on the linear part of their characteristic. 
The over-all gain is affected slightly because the amplitude of the input 
signal to V ¡y varies somewhat as the slider on Rg7z is moved. However, 
since R3g is large compared to R37, most of the signal voltage is developed 
across R3g. Thus, the over-all gain is decreased or increased approxi- 
mately 1 percent. 

(6) Since the voltage change which appears across R43 or R44 when 
the position control is moved is only about 10 percent of the change in 
voltage at the plates, capacitors Cos, and Cog can change their charge so 


_ rapidly that the lag in the motion is unnoticeable. 


66. CLAMPING CIRCUITS. a. General. Clamping circuits are used in os- 
cilloscopes to fix the position of the trace on the screen. For example, 
when the trace must be divided into equal intervals of time, a calibrated 
transparent scale may be placed over the screen. To insure that the start 
of the sweep always coincides exactly with the zero mark on the cali- 
brated overlay, a clamping circuit is used. 

b. Application. (1) Any of the clamping circuits discussed in para- 
graph ae may be used equally well with oscilloscopes. One simple circuit 
which is typical of clamping circuits used with cathode-ray oscilloscopes 
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Figure 311. Simple clamping circuit. 


is shown in figure 311. The beam of the cathode-ray tube, V3, is deflected 
by the push-pull sawtooth voltages shown at @ and @) in the figure. 
The beam will therefore trace a bright line on the screen by moving from 
left to right at uniform speed, starting at A. At the end of the sweep, 
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the beam will move very quickly from B to A. The function of the 
clamping circuit is to force the point A to remain at the same place on 
the screen, in spite of variations in the amplitude of the applied sawtooth 
wave. 


(2) If diodes Y, and Va (fig. 311) were not connected, and the slider 
on Ry were set at +50 volts, the average potential of plate D4 would be 
50 volts more positive.than plate Do, causing the spot to be attracted to 
the left of center in the absence of the sweep voltage. When the sawtooth 
voltages are applied, the potentials of the plates swing equal amounts 
above and below the average values. Thus, any variation in the amplitude 
of the sweep voltages would cause the beginning of the sweep to change 
position on the screen. 


(3) In order to clamp the start of the sweep (point A, fig. 312) toa 
fixed potential, diodes Y, and Va are connected in the circuit. The first 
cycle of the sawtooth voltage (fig. 312@)) is shown before the diodes 
are connected so that the change brought about by the action of the 
diodes will be apparent. Before the diode was connected, the voltage at 
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Figure 312. Sawtooth voltage waveforms in clamped sweep. 


the plate of D, varied between +100 volts and ground potential. How- 
ever, when the diode is put in the circuit, and the slider on Rg moved so 
that the cathode of the diode is at +150 volts, any rise of plate voltage 
above this value is shorted out by conduction of V,. When the diode 
conducts, capacitor C4 is rapidly charged, so that the voltage on plate Dı 
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drops quickly to + 150 volts, and thereafter the voltage falls in accord- 
ance with the sawtooth voltage. The effect of the diode, then, is to put 
a charge on Cy sufficient to change the average voltage of the sawtooth 
voltage from +150 volts to +100 volts. The small amount of charge 
that leaks off C4 during the sweep time is replenished at the start of each 
sweep, SO that the start of the sweep is held fixed at +150 volts. Thus, 
variations in the amplitude of the sweep voltage can affect only the 
length of the sweep, since the starting point is held fixed. 

(4) Ina similar manner the voltage to which Cə is charged is changed 
from zero to +50 volts by the action of diode Vo (fig. 312@). Thus, 
the starting potential of each sweep on plate Da is clamped to ground 
potential. Note that the difference between the average potentials of two 
plates is the same as it was before the diodes were connected, so that the 
centering effect is the same, but that the voltage to which the slider on R3 
must be set to maintain this condition is higher in the case where the 
A y clamping tubes are used. 


i 67. OSCILLOSCOPE AMPLIFIERS. a. General. (1) In order that an os- 
e cilloscope may have a wide range of use, it is desirable that an amplifier 
circuit be provided for the observation of small amplitude signals. Since 
É such an amplifier must reproduce accurately the shape of the voltage 





waveform applied, it must have uniform gain for all frequencies over 

a wide band, and uniform phase shift for the same wide frequency band. 
A To avoid nonlinear distortion caused by the curvature of the tube 
ie characteristic, the amplifier must be so operated that the input signal 
causes variation of plate current over the linear range only. The ampli- 

fier, then, must be a video am plifier, of the type discussed in paragraph 39. 

(2) The amplifier must be designed for use over a wide band in 

order that the gain may be used to the fullest extent for sine-wave 
signals of widely different frequencies, and in order that waveshapes other 

than sine waves, which are made up of many frequency components, may 
be amplified faithfully. A square wave or a sawtooth wave is composed 
of many component voltages whose frequencies are harmonics of the 
fundamental. If the waveform is to retain its shape, these several har- 
monic voltages must retain in the output the same amplitude and phase 
relative to the fundamental that they had in the input. If the high fre- 
quencies are not amplified sufficiently, the corners of a square wave 
will round off (fig. 3130). If the low frequencies are not amplified 
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Figure 313. Distortion of square wave by improper amplification. 
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‘ently, the top of the square wave will be dished, since t rner 
pa ATS, as in @). If the phase shift of all the harmonics 1s 
not proportional, the square-wave output will be lopsided, as 11 (4). Since 
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most waveforms that are observed are affected by a combination of these 
factors, a wide variety of waveshapes may be obtained. 

b. Input impedance. In order that the oscilloscope will not affect a 
circuit under investigation, the input impedance to the amplifiers must be 
as high as possible. In general, the input impedance is of the order 2 to 5 
megohms. This value of impedance is generally high enough so that no 
effect on the circuit under test can be noticed. 


c. Attenuator. Frequently, signals of large amplitude must be observed. x l 
In this case an attenuator of some sort is required. Great care must be 
taken with such attenuators if the waveshape is to be preserved faith- 
fully, since stray capacitances may attenuate the high frequencies more 
than the attenuator proper will cut down the lower frequencies. In ad- 
dition, a gain control is usually provided for varying the amplitude of 
the signal applied to the deflection plate. Since the gain control often is 
capable of reducing the output of the amplifier below the input level, the 
gain control may also be used as an attenuator. 


d. Type 208 vertical deflection amplifier. (1) Figure 314 shows the 
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vertical deflection amplifier from the DuMont cathode-ray oscilloscope. 
This amplifier is a component of the complete circuit shown in figure 
281. The signal is applied to a compensated voltage-divider circuit. This 
attenuator is so adjusted that when switch S, is thrown to the UNDER 
250 V RMS position, the stray capacitances and capacitors Cy and C3 
form a divider which cuts down the signal by the same ratio that the 
resistance divider does. The resistance voltage divider consists of Ry, 
in series with Rə and Rs, which are in parallel. The input resistance 
Sl the first stage V4 is approximately 2 megohms in either position of 
1: 

(2) The first stage of the amplifier is the cathode follower Vy. The : 
cathode-follower input stage is used because the input impedance of this 
type of circuit is very high, and because the danger of distortion, caused 
by drawing of current by the grid, is minimized. Since the gain of the 
cathode follower is less than 1, the applied signal appears across R4 
with less amplitude than at the input, but with the same waveshape. 
However, since the cathode follower is normally conducting, there is 
a direct voltage at the cathode. The impressed signal causes this voltage 
to vary. Since all that is needed in the following stage is this varying 
voltage, capacitor C4 is used to block out the direct voltage.’ Capacitor 
Ca is large (8 pf) because it is desired to pass the very-low-frequency 
components of the signal. After the signal passes through C4, it is im- 
pressed on potentiometer Rg. Since the slider on this potentiometer 
can select any desired fraction of the signal voltage, it serves as the gain 
control, although strictly speaking it does not alter at all the gain of the 
amplifier. Instead, it varies the amplitude of the input signal, and thereby 
controls the amplitude of the output. The advantage of this type of con- 
trol is that the amplifier may be operated at a fixed point and the most 
linear part of its characteristic may always be used. 


(3) The second and third stages of the vertical deflection amplifier 
are compensated video amplifiers. In order to make the amplification 
more nearly uniform over a wide band, plate-load resistors Rg and Ry, 
(8k) are much lower than normally would be used. Inductors L4 and Lo 
are used to compensate for the effect of stray capacitances at high fre- 
quencies. Since the reactance of an inductor increases as the frequency 
increases, the ‘effective plate-load impedance tends to increase at the 
high frequencies. Therefore, as the frequency applied to Və and V3 
becomes higher, the shunting effect of stray capacitances, which tends 
to reduce the useful gain, is offset by the increasing magnitude of the 
plate-load impedance. When L, and Le are properly adjusted, the gain 
of the two stages will be nearly constant up to 1 megacycle. 


(4) At high frequencies, resistors Ry and Rio are bypassed by the 
low reactance of capacitors Cz and Cg. At very low frequencies, the 
gain of the amplifiers is reduced by the loss which occurs in the grid- 
coupling circuit. The loss is compensated for in this amplifier, however, 
since at low frequencies the reactance of Cz and Cg is high. The plate- 
load resistors are thus effectively much larger, since a low-frequency 
voltage developed across Ry or Ryo is not bypassed by the capacitors. 
The gain of the two stages is increased by making the effective plate- 
load resistance larger. Thus, the attenuation of very-low-frequency volt- 
ages in the input circuit is offset by the increased gain. In this manner, 
the low-frequency response of the amplifier is extended down to nearly 
2 cycles per second. Without the use of Cz, Cs, R7, and Ryo, the lowest 
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frequency that would be amplified with the mid-band gain would be ap- 
proximately 30 cycles per second. In some cases, video amplifiers are 
direct-coupled in order to extend their low-frequency response all the 
way down to zero frequency, or direct current. 


(5) The output stage of the video amplifier is the cathode follower 
V4. The input impedance to a cathode follower is high, and the input 
capacitance is less than for a conventional amplifier. This low input ca- 
pacitance makes it possible to extend the high-frequency response of 
the amplifier, since the shunting effect of the capacitance is minimized. 
The signal appears across cathode resistors Rję and R,7. In spite of 
the fact that R,7 returns to —280 volts, the current through the cathode 
resistors is sufficient to make the cathode of V4 slightly positive with re- 
spect to ground, and the grid will not draw any current. The reason for 
returning R,7 to —280 volts is to provide a voltage variation across 
Rig. Thus, the lower end is negative with respect to ground, and the 
upper end is positive. Ground potential must be found somewhere on 
Rı6 if the position control in this particular circuit is to operate prop- 
erly. Such a connection would not ordinarily be made if it were not 
necessary for the operation of some other part of the circuit. 


68. POWER SUPPLIES. a. General. To accelerate the electrons in a ca- 
thode-ray tube to a high velocity, a high potential must exist between 
the cathode and the accelerating anode. The electrons which are emitted 
from the cathode are formed into a beam. Consequently, very few elec- 
trons actually strike either anode, and, therefore, only a very small 
plate current is required from the power supply. Generally, this cur- 
rent is less than 100 microamperes. Because the current drain is so 
small, a simple power supply is satisfactory. 


b. High voltage. One possible form of high-voltage power supply is 
shown in figure 315. A half-wave rectifier is entirely satisfactory, since 
the small current drain does not discharge the filter capacitors appre- 
ciably. In many applications, the R-C filter, consisting of R,, Cy, and 
Ca, is not used. Instead, R, and C; may be omitted, and the filter will 
then consist of the single capacitor Co. Although such a circuit is prac- 
tical, the filter shown in figure 315 is more effective in removing the 
ripple from the rectified voltage. 
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Figure 315. High-voltage power supply for electrostatic 
cathode-ray oscilloscope. 


c. Power supply for electrostatic tubes. (1) A high-voltage power sup- 
ply for an electrostatic cathode-ray tube generally has a high resistance 
bleeder. The several voltages required to operate the cathode-ray tube 
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are taken from this bleeder. It is standard practice to ground the second 
or accelerating anode, and to make the’other elements negative with re- 
spect to ground. To prevent defocusing, the deflecting plates should be 
held at an average potential very close to the voltage on the second anode. 
It is also desirable that the deflecting plates be at some low potential, 
in order to avoid any danger from high voltage at the input terminals. 
Grounding the second anode, therefore, will satisfy both requirements. 


(2) Other voltages required in the oscilloscope are provided by power 
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supplies which are entirely standard. These are described in section V. 
` In some cases, it is desirable to’ supply plate voltage to the amplifiers 
from a regulated source, in order that fluctuations in line voltage will 
not cause movement of the pattern on the screen. The regulated power 
supplies generally used are similar to those already discussed. 


d. Power supply for electromagnetic tubes. In the electromagnetic ca- 
thode-ray tube, the current drawn by the accelerating electrodes is of 
very small magnitude. The power supply used to provide the accelerating 
voltages, therefore, may be similar to that used with electrostatic tubes. 
However, since there are no deflecting plates, the second anode (which 
is usually the acquadag coating on the glass) is made positive with 
respect to the cathode. Also the magnitude of the accelerating anode 
voltage is greater in the case of the electromagnetic tube than in the 
electrostatic, because the tube length is shorter than for the electrostatic 
tube and a larger acceleration is required therefore to get the electrons 
up to speed. 


69. OSCILLOSCOPE GATING. a. Gating by differentiating sweep. 
(1) When a sawtooth sweep is used for observing waveforms, it is 
undesirable to see the return trace. It is true that this return trace is 
swept very quickly across the screen, and generally will not be very 
bright. However, when the intensity is adjusted so that the forward 
trace is very bright, the return trace may be annoying. The voltage on 
the control grid of the cathode-ray tube is, therefore, reduced during 
the fly-back time to prevent electrons from striking the screen during 
this short interval. 


(2) This may be accomplished by passing the sawtooth wave through 
a peaking or differentiating circuit, as in the oscilloscope shown in figure 
281. The differentiating circuit (fig. 281) consists of the 50-micromicro- 
farad capacitor Cog and the 100-kilohm resistor R49. This circuit is also 
shown in figure 316 to explain the method of driving the grid negative 
during the fly-back time. Capacitors Cog and C3p are bypass capacitors, 
and have little or no effect on the differentiated waveshape. As explained 
in section III, a differentiated sawtooth is a rectangular wave. The linear 
change of voltage of the sawtooth makes Cog charge with a constant 
current. This current, in flowing through R49, produces a voltage drop 
of which the magnitude and polarity are proportional to the magnitude 
and direction of the charging current. For example, in figure 316, Cog 
is charging slowly from A to B, and a small constant voltage appears 
on the grid of the CRT. From B to C, capacitor Cog is discharging rapid- 
ly and a much more negative voltage appears on the grid. Since the 
lower end of R49 is at —1050 volts, the average voltage of the rectangu- 
lar wave is equal to this voltage. The value of Cog and R49 are so chosen 
that the grid voltage never equals the cathode potential, but during the 
rapid back trace from B to C, the grid voltage is sufficiently negative 
to cut off the electron stream. 


b. Intensity Modulation. (1) In other oscilloscopes for special pur- 
poses, it is sometimes desired to operate the grid at such a potential 
that the trace normally does not appear on the screen. Thus, a sweep 
of very short duration is sometimes used, and in order to make the trace 
visible, a positive square pulse of voltage is applied to the control grid. 
This pulse rises to a voltage sufficient to allow electrons to flow in the 
beam at the same instant that the sweep starts, and the voltage falls 








back when the end of the sweep is reached. This application of a gate 
voltage is often called intensification, because the intensity of the trace 
is increased during the sweep. 


(2) Since it is the bias on grid—that is the voltage difference between 
grid and cathode—that determines the intensity of the trace for any 
fixed value of accelerating voltage, it is obvious that gating can be ac- 
complished by applying either a negative pulse to the grid, or a positive 
pulse to the cathode. Thus the same effect may be obtained in a cathode- 
ray tube either by varying the cathode voltage with the grid voltage fixed, 
or by varying the grid voltage with the cathode voltage fixed. It is 
sometimes desirable to use intensity modulation for a definite length of 
time. In such cases, a negative pulse (gate) of the desired duration is 
applied to the cathode in order to reduce the bias to the point where 
the intensity modulation signals on the grid will be able to control the 
brightness of the trace that appears. This type of operation is sometimes 
used in radar indicators. 


70. OBSERVATION OF WAVEFORMS. a. General. (1) The cathode-ray 
oscilloscope is most generally used in the observation of waveforms in 
electrical circuits. Since it is the voltage waveshape that is commonly 
required, the electrostatic cathode-ray tube is used in test oscilloscopes. 
The electromagnetic cathode-ray tube is a current-operated device. It is 
used for certain applications other than general testing where its prop- 
erties make it more suitable than the electrostatic tube. 


(2) In order to obtain an accurate representation of the voltage 
waveform, a few precautions must be observed. For the protection of 
both the operator and the oscilloscope, the approximate magnitude of 
the voltages in the circuit under test must be known. Dependable data 
can be obtained from the oscilloscope only if its sensitivity and its fre- 
quency characteristics are known. To make certain that the waveform 
will not be distorted, it is essential that the manner in which distortion 
takes place be understood and that precautions be taken to. minimize such 
distortion. 


b. Input circuit. The input to most oscilloscopes is between an input 
terminal and ground. The input terminal is almost always coupled to 
the grid of the amplifier through a capacitor. The capacitors used seldom 
have voltage ratings in excess of 450 volts. Unless the approximate 
magnitude of the voltage under test is known, therefore, damage to 
the oscilloscope through breakdown of the input capacitor may easily 
result. 


c. Voltage dividers. (1) In some cases, it may be necessary to ob- 
serve waveforms in circuits where the voltage is much greater than the 
components within the oscilloscope can withstand. A voltage divider 
may be used in such instances to reduce the voltage to a value that 
will not damage the equipment. In any case, however, it is very important 
that the oscilloscope be adequately grounded. Grounding the oscillo- 
scope is a precaution that must be taken for the protection of the oper- 
ator, since a failure of some part of the voltage divider can raise the 
potential of the whole oscilloscope to a dangerous level if the case is 
not solidly connected to ground. 


(2) If the voltage divider used is a capacitance divider, a wise pre- 
caution is to shunt each capacitor with a high resistance, in order to 
maintain the proper voltage distribution across the chain, In figure 3170 
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and (2), two voltage dividers are shown. In figure 317@, the voltage 
across Cy is one-tenth of the voltage across C4, owing to the capacitance 
alone. However, the leakage resistances R} and Ra may be of such values 
that they divide the voltage by a very different ratio. If this is true, the 
voltage distribution across the capacitors will be upset, and one of them 
may break down. To prevent this unbalanced distribution of volt- 
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Figure 317. Capacitance voltage divider. 


age, resistors Rg and R4 may be added, as in figure 3176). Since the 
leakage resistance of a good capacitor is of the order of 1,000 megohms, 
Rz and Ry, fix the voltage division at the same ratio as do the capacitors, 
and the voltage divider may be easily designed to withstand the high 


voltage. 

d. Frequency ranges. The range of sweep frequencies in a given oscil- 
loscope is usually indicated directly on the front panel of the instrument. 
The frequency range that the vertical and horizontal amplifiers are ca- 
pable of amplifying properly is given in the manufacturer’s instruction 
book. As a rule, only the best oscilloscopes use amplifiers which will 
amplify voltages whose frequency is below 20 cycles per second or above 
100,000 cycles per second. Such instruments are satisfactory for most 
uses, but distortion is likely to occur when sawtooth or rectangular wave- 
shapes of a high recurrence rate are investigated. High-grade oscillo- 
scopes are capable of amplifying over a broader frequency range, and 
they may, therefore, be used on rectangular and sawtooth waveshapes 
of high recurrence rates without distorting the shape of the waveform. 

e. Deflection sensitivity. (1) The deflection sensitivity of an oscillo- 
scope may be defined as the distance in millimeters that the spot is moved 
on the screen when 1 volt is applied to the deflecting plates, expressed 
in millimeters per volt. The most accurate way of measuring this quan- 
tity is to apply a known d-c potential directly to the deflecting plates and 
to measure the distance that the spot is moved by this voltage. The num- 
ber of millimeters that the spot moves, divided by the voltage applied, 
is the deflection sensitivity. Most electrostatic cathode-ray tubes have 
sensitivities which are less than 1 millimeter per volt. This same figure 
may be expressed in terms of the voltage required to move the spot 
1 inch. To convert from millimeters per volt to volts per inch, divide 
25.4 by the sensitivity in millimeters per volt. 


(2) When it is desired to use the amplifier with the oscilloscope, the 
gain of the amplifier must be calibrated. However, a more direct proce- 
dure is to set the gain control to a value that is satisfactory, apply sine- 
wave voltage to the input terminal, and measure the amplitude of the de- 
flection on the screen. The magnitude of the input sine-wave voltage may 
be measured with an accurate a-c voltmeter. Most a-c voltmeters indicate 
the root-mean-square (rms) value of voltage, but the deflection of the spot 
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on the screen is proportional to the peak voltage of the sine wave. The 
total height of the image on the screen is proportional to the amplitude of 
the sine wave from the positive peak to the negative peak ( peak-to-peak 
voltage). To convert the rms voltage to peak-to-peak voltage, therefore, 
the meter reading must be multiplied by 2.828. Thus, the effective sensi- 
tivity of the oscilloscope in volts per inch is the peak-to-peak voltage 
applied divided by the peak-to-peak amplitude of the trace. If the gain 
control is changed, the effective sensitivity will also change. It must be 
remembered that the sensitivity of the cathode-ray tube is not affected 
by the use of the amplifier. The only factor changed is the amplitude of 
the voltage applied to the deflecting plates. 


f. Stray pick-up. In order to avoid pick-up of stray signals, the leads 
from the circuit under test to the oscilloscope should be as short as pos- 
sible. If the leads are long, a greater voltage can be induced in them by 
any stray field which may be present than if they are short. The pick-up 
may be so disturbing in some cases that it will be almost impossible to use 
the oscilloscope. A few things can be done to reduce the effect on the 
oscilloscope of stray fields: First, the cathode-ray tube itself must be 
very carefully shielded from all stray fields. In most cases, this shielding 
is provided by the aquadag within the tube and by a metallic shield out- 
side the tube. Second, the common side of the oscilloscope circuit should 
be connected to a ground point in the circuit under test and to a good 
external ground connection. This connection will aid in eliminating most 
of the stray voltages that are picked up by the leads. Third, a low- 
capacitance coaxial cable may be used to reduce still more the effect of 
stray fields. 


g. Distortion. (1) Several sources of distortion are possible in observ- 


ing waveforms. While distortion can be eliminated by simple precautions 


in some cases, it is very difficult to eliminate in other cases. 


(2) Perhaps the most obvious point at which distortion can enter is 
in the deflection amplifier. It is important, therefore, to know the fre- 
quency response of the amplifier being used, so that an estimate may be 
made of the possibility of distortion for a given signal. 


(3) If the sweep is nonlinear, the shape of the wave on the screen 
will not be a true picture of the voltage under test. However, if the 
oscilloscope is not defective, the sweep will generally be linear enough 
for most purposes. 


(4) When signals of relatively high frequency are to be observed, the 
time of fly-back may become an appreciable fraction of the period of the 
signal. To avoid distortion from this source, it is well to adjust the sweep 
frequency so that several cycles of the signal appear on the screen. 


(5) If the magnitude of the synchronizing voltage is too great, the 
image may be distorted by the fact that the sweep is terminated too soon. 
This may be avoided most simply by setting the synchronization control to 
zero while the sweep frequency is adjusted. When the sweep frequency is 
as nearly as possible some integral submultiple of the signal frequency, 
the image will be almost stationary on the screen. The synchronizing 
voltage should then be turned up just enough to stop the apparent motion 
of the image on the screen. 


(6) In general the input impedance of the oscilloscope will be much 
higher than the impedance at the point under test. The oscilloscope will 
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not, therefore, change the time constant nor the voltage at the point, 
and a true picture of the voltage may be observed. In some circuits, how- 
ever, the impedance is very high (up to 100 megohms), and the oscillo- 
scope will change the voltage or the time constant so radically that it 
will be very difficult to obtain «a true picture. 


(7) The input capacitance of an oscilloscope is generally small (of the 
order of 20-60 micromicrofarads), but it may be sufficient to alter the 
characteristics of a video amplifier or the tuning of a high-frequency 
oscillator. 


(8) When one specific type of equipment is to be maintained, many of 
these sources of distortion become meaningless. When, for example, the 
same oscilloscope is used with the same pair of leads to check a given set 
of waveshapes, the distortion will always be the same. If the waveshapes 
through the system are recorded when the system is working properly, 
the maintenance testing need consist only of a comparison of the wave- 
shapes obtained with the recorded standard waveshapes. In such a case, 
it is not necessary to eliminate all distortion, because the test will consist 
of a comparison of two sets of data that are distorted in the same way. 
It is desirable to eliminate distortion as much as possible in order that 
the operation of the circuit under test may be better understood. How- 
ever, successful testing may be performed regardless of distortion, if the 
same test equipment is used in the same way in every check. 


71, OSCILLOSCOPE AS MEASURING DEVICE, a. D-c voltmeter. The 
electrostatic cathode-ray tube is a voltage-operated device. The amount of 
deflection of the spot is proportional to the magnitude of the voltage 
applied to the deflecting plates. If the deflection sensitivity of the 
cathode-ray tube is known, the oscilloscope can be used as a voltmeter on 
either direct or alternating voltages. The oscilloscope has the advantage 
of extremely high input impedance when the voltage to be measured is 
applied directly to the deflecting plates, However, since both the range 
of voltage and the accuracy of indication are less than that available 
in commercial d-c voltmeters, the oscilloscope is not widely used for 
measurement of direct voltage. 


b. A-c voltmeter. The cathode-ray oscilloscope is a better device for 
measuring alternating voltages than most conventional a-c voltmeters. 
The principal difficulty with the oscilloscope is the calibration of its deflec- 
tion sensitivity. If this factor can be determined accurately, the magni- 
tude of an alternating voltage can be determined very simply. The 
advantages of the oscilloscope as an a-c voltmeter are its very high input 
impedance, its ability to measure equally well voltages of a very wide 
frequency range, and its ability to indicate magnitude regardless of wave- 
form. The oscilloscope measures the peak value of the a-c voltage applied. 
The standard a-c meters show the rms value of a sine-wave a-c voltage, 
which may be converted to a peak value, but the results may be very 
misleading for voltages whose waveforms are other than sinusoidal. 


c. Ammeter. The electromagnetic cathode-ray tube is a current-operated 
device. It could be used, therefore, to measure current magnitudes directly 
if it were calibrated. This type of tube, however, is rarely used in test 
oscilloscopes. The electrostatic cathode-ray tube, on the other hand, is 
widely used in test oscilloscopes, and may be used to measure currents 
indirectly. If the current to be measured is passed through a calibrated 
resistor, the resulting voltage across the resistor may be indicated on the 
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oscilloscope screen. By application of Onm's Law, the current may be 
calculated. That is, R is known, E is measured, and J can be calculated 


by the expression Z = Rp? 
d. Watimeter. The same method that is used to measure current can 
also be employed to measure power. It is known that the power dissipated 
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Figure 318. Lissajous figure for 1:2 frequency ratio, 
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in a resistor is equal to the product of the current through the resistor 
and the voltage across it (E x J). The power dissipated in the resistor 


may therefore be expressed as P = ET = Pp? and by substituting in 


this expression the voltage measured by the oscilloscope, the power may be 
calculated. 


72. LISSAJOUS FIGURES. a. General. A Lissajous figure is a pattern cre- 
ated on an oscilloscope screen when sine-wave voltages are applied to 
both the horizontal and vertical deflecting plates. One type of Lissajous 
figure, the circle, has already been discussed. The principal use of the 
Lissajous figure is in the determination of an unknown frequency by 
comparison with a standard frequency. 


b. Development of simple figure. The development of one type of Lis- 
sajous figure is shown in figure 318. The ratio of the frequencies applied 
to the two plates is 1:2. It does not matter what the actual frequency is. 
The important point is that the frequency on the vertical deflecting plates 
is twice that on the horizontal deflecting plates. If the two voltages are 
in phase—that is, if both voltages are passing through zero and going 
positive at the same instant—a figure-eight pattern will be traced (fig. 
318@)). As the phase changes slightly, the pattern will change as shown 
in @), ©, and (Y. When the phase angle is 90°, the loops close, as in 
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Figure 319. Lissajous figure for 2:3 ratio, 


@). If the phase angle is greater than 180°, the patterns will be inverted, 
as in (4). 

c. Interpretation of pattern. (1) One feature that all these possible 
images have in common is that the horizontal line 4-A or B-B (fig. 
318@)) will touch the pattern at two points. This is true even for the 
line tangent to the top of (3), because the trace passes the point 1 on the 
figure twice during each cycle. Likewise, a vertical line, such as C-C in 
(4), will touch the pattern at only one point. It is from these points of 
tangency that the ratio of the two frequencies may be obtained. The 
means of determining the ratio of the frequencies may then be stated-as 


Frequency applied to horizontal Number of points at which the 
deflection plates. ____ figure is tangent to a vertical line. 
Frequency applied to vertical ~ Number of points at which the 
deflection plates. figure is tangent to a horizontal 

line. 


(2) In figure 319, the ratio of the two frequencies is found by noting 
that the figure touches the vertical line B-B at the two points 4 and 16, 
and that it touches the horizontal line 4-4 at the three points, 5, 13, 
and 21. The ratio, therefore, is 2:3. If the frequency of the voltage 
applied to the vertical deflecting plates is 300 cycles per second, the fre- 
quency of the voltage applied to the horizontal deflecting plates may be 
found from the simple proportion given above: 


fy = 300 cycles per second 
fu: 2 


fi 
fu = 4 fr = FX 300 = 200 cycles per second 


d. Miscellaneous figures. In figure 320 several varieties of Lissajous 
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figures are shown. The ratio is indicated in each case. Unless the oscillo- 
scope screen is very large, ratios higher than 10:1 are difficult to interpret. 
The circle shown at figure 320@) is the simplest type of Lissajous figure. 
‘The pattern at @ is for a 2:1 ratio. Compare this with the pattern shown 
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Figure 321. Lissajous figures which indicate phase difference. 


in figure 318. The patterns in @ and © indicate the complexity that 
may be encountered in ratios of a higher order. 


e. Indication of phase angle. The circle of figure 319@ is formed by 
applying to the deflecting plates sine-wave voltages of the same frequency 
and amplitude, but with a phase difference between them of 90°. Figure 
295 illustrates the effect of varying the phase of the voltage applied to one 
of the deflecting plates. It can be seen at Q) that the resultant trace is a 
line at a 45° angle when the voltages are exactly in phase. As the phase 
angle is made greater, the straight line opens into a broadening ellipse, 
as at (2). When the phase difference is 90°, the ellipse becomes a circle, 
as at (1). As the phase difference is increased beyond 90°, the circle 
begins to collapse toward another straight line, but this time the line 
is at 135°. 


f. Effect of unequal amplitudes. The patterns shown in figure 321 can 
be obtained only if the amplitude of the voltage applied to the vertical 
deflecting plates is the same as the amplitude of the voltage applied to the 
horizontal deflecting plates. If one voltage is greater than the other, the 
pattern will never become circular, but always will be elliptical. If such 
patterns are to be used to measure the phase difference between two 
sine-wave voltages, care must be taken to insure that both voltages are of 
‘the same amplitude, so that the screen can be calibrated. 


73. MEASUREMENT OF SHORT TIME INTERVALS. a. Linear time base. 
When it is required to measure time intervals by means of an oscillo- 
scope, it is desirable for the spot to move a uniform distance along the 
screen during each interval. If such motion of the spot can be obtained, 
the trace may be very simply calibrated with a linear scale, and the accu- 
racy of measurement will be the same at all parts of the sweep. However, 
if the motion is not uniform, the accuracy of measurement will vary. A 
nonlinear sweep may be very useful for some applications. 


b. Sawtooth sweep. (1) The most widely used operation of an oscillo- 
scope for measuring time intervals is that in which the signals to be timed 
are put on the vertical deflecting plates, and a sawtooth voltage is put 
on the horizontal deflecting plates. The sawtooth voltage is so designed 
that the spot will travel across the screen linearly with time. The length 
of the trace will be proportional to the maximum time interval to be 
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Figure 322. Use of oscilloscope to measure velocity of projectiles. 
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measured. The time interval will be shown on the oscilloscope by the 
distance between two vertical deflections on the horizontal trace. 


(2) An application of this method of measuring time is found in 
measuring the speed of projectiles. A circuit which may be used for this 
purpose is shown in figure 322. In order that the measurement may be 
made more accurately, the sweep generator is triggered by the firing of 
the gun. In this way, the sweep is made to start before the shell leaves 
the muzzle of the gun (point A, fig. 322). The gun is aimed so that the 
projectile will pass through two coils L, and Lə. If the shell is mag- 
netized, it will induce a voltage in the coils as it passes through them. 
The time required for the projectile to go from L, to La is indicated on 
the screen by the distance between the two pips at B, and C. If the dis- 
tance between Lı and La is known, the velocity of the shell may be 
calculated since the time is obtained from the oscilloscopes. A more 
direct measurement could be made by directly calibrating the sweep in 
terms of the velocity. This is possible, since the distance between L, and 
Lo can be fixed, and the speed of the sweep is known. Thus, all calcula- 
tion can be made before the measurement is made, and the results put 
directly into the calibration of the sweep. Because the pips occur on the 
screen only once, it is necessary to photograph the trace to permit 
measurement, 


c. Synchroscope. (1) An oscilloscope which has a sweep of very short 
duration, generated only when a synchronizing signal is provided, is 
called a synchroscope. Synchroscopes have several calibrated sweeps, 
which are approximately 50 microseconds, 200 microseconds, and 1,000 
microseconds in duration. Such instruments are useful in observing the 
shape of very short pulse voltages. They may also be used to measure 
the duration of pulses or the time between two pulses. The sweep may 
be synchronized from an external source or from an internal oscillator. 


(2) In general, an oscilloscope with a fast sweep, or a synchroscope, 
will have a sweep voltage of the kind shown in figure 3230. The volt- 
age rises very quickly to its maximum value along the line A-B, which 
may be as short as 50 microseconds, as shown. In order that the very 
swiftly moving spot may produce a visible trace on the screen during 
this very short time, a positive gate pulse of the same duration as the 
sweep is applied to the grid to increase the number of electrons that 
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Figure 323. Sweep voltage and gate voltage for synchroscope. 
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flow in the cathode-ray beam. During the time BC, the spot does not 
move. Unless the grid potential were reduced by the trailing edge of the 
gate pulse, a very bright spot would appear at the right-hand end of 
the trace, and the screen might be damaged at this point. e 


d. Expanded sweeps. For accurate measurement of time intervals, it 
is desirable to extend the sweep, which may also be called a time base, 
so that a longer line will represent the same interval of time as the 
single straight line considered before. Obviously, the time base can be 
extended by using a large cathode-ray tube, but tubes which have screens 
larger in diameter than 7 inches are rather awkward in size. Various 
means, therefore, are employed to produce a longer trace on the more 
convenient sizes of cathode-ray tubes. 


(1) One way of producing a longer time-base line on a given oscillo- 
scope screen is to trace a circular line around the screen instead of a 
single straight line across it. The circular trace is approximately three 
times longer than the single straight trace, so that a given time inter- 
val is shown by an arc three times longer. This permits a more accurate 
measurement of the time interval. For some applications, a spiral trace 
will extend the accuracy of time-interval measurement well beyond the 
accuracy possible with a single straight trace. This is especially useful 
with relatively long time intervals which must be measured with great 
accuracy. 

(2) Another simple way of extending the length of the time base is 
to make the trace double back on itself, and to separate the forward 
and backward traces. This can be done simply by applying waveforms 
of the type shown in figure 324. At the instant 4, the spot is pulled 
up by the square wave on the vertical deflecting plates to the point 4 
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Figure 324. Rectangular pattern used to extend length of time base. 
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in figure 3246). The spot moves linearly from A to B as the voltage 
increases on the horizontal deflecting plates. When the spot arrives at B, 
it is pulled down to C by the decrease in voltage on the vertical deflecting 
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plates. At the same instant, the voltage on the horizontal deflecting plates 
begins to decrease at a linear rate, and the spot retreats from C toward 
D. At D, the voltage on the vertical deflecting plates is suddenly in- 
creased, and the spot jumps to point A, having traced a rectangle. The 
rectangle doubles the length of the trace and, therefore, permits greater 
accuracy in the measurement of time intervals. 

(3) A third method of increasing the length of the time base is the 
use of the “zig-zag” trace. By this method, 10 or more horizontal lines 
can be traced, and high accuracy of time measurement is possible for 
long time intervals. 

e. Time-base calibration. When the sweep on an oscilloscope is to be 
used as a time base, it must be calibrated if the measurement of time 
intervals is to be made accurately. Calibration is frequently accomplished 
by applying the output of a shock-excited oscillator to the vertical de- 
flecting plates. The oscillations are produced in this oscillator by the 
same pulse which initiates the sweep. The sine waves produced divide 
the time base into intervals equal to the period of one cycle. To make 
this calibration more precise, the sine waves are sometimes shaped into 
sharp pulses which may be applied to the deflecting plates to produce 
pips, or to the grid of the cathode-ray tube to produce equally spaced 
bright spots. | 


74. USES OF CATHODE-RAY OSCILLOSCOPES. a. The principal appli- 
cations of cathode-ray oscilloscopes are as follows (these four fields of 
application may be further subdivided for specialized uses of this ver- 
satile instrument) : 

(1) Observation of waveforms in electrical circuits. 


(2) Measurement of electrical quantities, such as voltage, current, 
power, and phase angle. 


(3) Comparison of an unknown frequency with a known standard 
as a means of measuring frequency. 


(4) Measurement of short time intervals. 


b. Among the specialized applications, the following may be listed 
as outstanding: 


(1) Alignment of tuned circuits for audio frequencies, intermediate 
frequencies, and radio frequencies. 


(2) Television. 

(3) Indication of the extent of modulation of a radio transmitter. 

(4) Rapid testing of the characteristics of vacuum tubes. 

(5) Rapid testing of the hysteresis characteristics of magnetic ma- 
terials. 


c. These applications are fully discussed in textbooks' and technical 
magazine articles. The field of use of this device is so large, and is in- 
creasing so rapidly that it is impossible to list all its possible applica- 
tions, 
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75. GENERAL. a. Introduction. (1) The term transmission line is applied 
to a line which is employed to conduct or guide electrical energy from one 
point to another. In the earlier days of radio development, radio engineers 
had little interest in these lines while power and telephone engineers made 
wide use of them. However, the rapid progress of radio, and particularly 
of equipment operating at high frequencies, led to a wider application of 
transmission-line principles to radio circuits. 


(2) One of the most important applications of transmission lines is in 
conjunction with antenna systems, since all antennas are coupled or 
matched to the transmitters by means of transmission lines. In addition, 
the more complex antenna systems employ such lines to establish proper 
phase relations between the various elements of the antenna arrays. Most 
ultra-high-frequency circuits also make use of transmission lines as 
circuit elements. 

(3) Although transmission lines may be designed and constructed to 
conduct electrical energy of any frequency, the following discussion deals 
with radio-frequency transmission lines, except when other types must 
be discussed for the purpose of developing the theory. 

b. Terminology. Any transmission line has two ends—the end to which 
power is applied and the end at which it is received. The first is called 
in this discussion the input end or generator end, and the second the out- 
put end or load end. Certain texts refer to these by other names such as 
source, or sending end, and sink, or receiving end. These terms are 
avoided here to prevent confusion. 


76. IMPEDANCE OF A TRANSMISSION LINE. a. Lumped and distributed 
constants. (1) When a transmission line is short as compared to the 
length of the radio waves which it carries, the opposition to a voltage 
applied to the input terminals is chiefly at the load, with a small amount 
of voltage used in overcoming the resistance of the line. When the line 
is long, however, as compared to the length of a wave, and if the load is 
not of a certain correct value, the voltages necessary to drive given 
amounts of current or power over the line may be greatly different than 
can be accounted for by the impedance of the load in series with the re- 
sistance of the line. The line has other properties besides resistance, then, 
which create this effect of increased or decreased input impedance. These 


x 


301 


: <4- 5 Pe A e / £ 
Fas ` t d A E a5 Ñ j 5 > yl A 
LAAN M act - Ly AR (7 Sef Yh 2 ? Ñ > > 4 D { 

r 


F 





i 


$ ir WIRE 
AS RESISTANCE 
y THIS WIRE ALSO 
HAS INDUCTANCE 


SYMBOL i- VVV = SYMBOL :- COTOS 






THESE TWO 
VESE PS WIRES HAVE HIGH- 
CAPACITANCE RESISTANCE LOW-CONDUCTANCE 


BETWEEN THEM LEAKAGE PATHS BETWEEN 


THEM BECA 
IS A PERF ECT INSULATOR ERIAL 


| 
TL-7898 

Figure 325. Wires as circuit elements. 
properties are inductance in series with the line, capacitance across the 
line, resistance leakage paths across the line, and certain radiation losses. 
(2) In ordinary circuits using coils and capacitors, inductance and 
capacitance are present in definite “lumps.” In the r-f transmission line, 
however, these quantities are distributed throughout the entire line and 

cannot be separated from each other. 

(3) Figure 325@ shows a short wire which has electrical resistance. 
This resistance can be expressed as ohms per foot, as ohms per mile, or 
in other ways, depending on the size of the circuit under consideration, 
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Figure 326. Circuit equivalent of short section of two-wire 
transmission line. 
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(4) Figure 325@ shows the same short wire which also has induc- 
tance. A current in the wire sets up magnetic lines of force which encircle 
the wire. This magnetic field contains a certain amount of energy which 
upon the collapse of the field is returned to the circuit to keep the current 
flowing a little longer. This property of inductance can be expressed in 
microhenrys per foot, in millihenrys per mile, or in some other convenient 
way based on the henry as the standard unit of inductance. 


(5) Figure 3256) shows two short wires which act as plates of a 
capacitor when they are placed near each other, with the air or any other 
insulating material between them acting as the dielectric. The capaci- 
tance usually is expressed in micromicrofarads per foot or microfarads 
per mile. 


(6) Figure 325@ shows two short wires which have a certain number 
of current leakage paths between them. These paths exist because no, 
insulator, even air, is perfect, and therefore a certain insulation resis- 
tance exists between wires. For convenience in working out problems 
dealing with longer lines, this property usually is expressed as the 
reciprocal of resistance or as conductance. The conductance usually is 
stated as micromicromhos per foot or micromhos per mile. 


(7) Figure 326@ shows these properties of resistance, inductance, 
capacitance, and conductance combined in a short section of a two-wire 
transmission line. Actually, the diagram does not represent a real trans- 
mission line exactly, since it shows the evenly distributed capacitance as 
a single lumped capacitor and the distributed conductance as a lumped 
leakage path. However, if the section is very short compared to the total 
length of line as measured in wave lengths, this approximation is close 


enough for practical purposes. Figure 326@) shows all four properties 
lumped by conventional symbols. 


b. Characteristic impedance and infinite line. (1) Several of these short 
sections can be combined into a longer length of transmission line (figs 
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3274) and @. In many cases the effect of the conductance G is very 
small compared to that produced by the inductance L and capacitance C 
and is therefore frequently neglected. Even the line resistance R often is 
omitted in actual calculations in which the effect of L and C is relatively 
much greater. In figure 327@) only G is omitted and L and R are treated 
as if they are all in one line, but the same result is obtained in working 
out transmission problems. The circuits shown in diagrams (@) and G) 
give results comparable to a true transmission line, providing the sections 
are very small compared to a wavelength and are sufficiently numerous. 


(2) Obviously some current flows if some voltage is applied across 


the input terminals A and B in figure 327. In fact any circuit, such as 
that represented in figure 327() for example, has a certain current flow 
at some definite applied voltage. The ratio of the voltage to the current 


is the impedance Z; that is, Z = e . The impedance presented to the 


input terminals of a transmission line is not merely the resistance of 
the wire in series with the impedance of the load; the effects of series 
inductance and shunt capacitance on the line itself may overshadow the 
resistance and even the load as far as the input terminals are concerned. 

(3) To find the input impedance of a transmission line, the impedance 
of a single section in figure 3266) is determined. This impedance, be- 
tween terminals AB, can be calculated by the use of series-parallel im- 
pedance formulas, provided that the impedance across CD is known. 
But since this section is merely one small part of a longer line, another 
similar section is across terminals CD. Again the impedance at AB of 
the two sections can be calculated provided the impedance of the third 
section is known. This process of adding one section after another can 
be carried on and on. With the addition of each section the impedance 
at AB has a new and lower value. However, after many sections have 
been added, each successive added section has less and less effect on 


! A 
o | pais 
M a EAS Sows fe 
AN IMPEDANCE I ' 
$ — i 
Mer | H ADDITIONAL 
.. bes SECTIONS 
MEASURES Zo 
HERE | 
| 







ree TO INFINITY 





© 


IMPEDANCE 

MEASURING 
DEVICE STILL 
MEASURES Zo 
HERE 


TL 9594 PLACE A "LUMPED" 
LOAD EQUAL TO Zo 
HERE 


Figure 328. Characteristic impedance of the infinite line. 
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the impedance at AB. If sections are added to the line endlessly the line 
is infinitely long and a certain definite value of impedance across AB is 

| finally reached. 

| (4) For example, it may be assumed that the sections of figure 
327G) continue to the right with an infinite number of sections. The im- 
pedance appearing across AB is Zo, when an infinite number of sections 
extends to the right. Now if the line is cut at MN, an infinite number 
of sections still extends to the right, since the line is endless in that 
direction. Therefore the impedance appearing now at MN is also Zo 
(fig. 328@). Then if the first three sections are taken by themselves 
(fig. 328(@)) and a load impedance of Zo connected across MN, the im- 
pedance across the input terminals AB is still Zo. 

| (5) This impedance across the input of a theoretically infinite line 
has a very valuable use. If a load equal to this impedance can be placed 
on the output end of any short or convenient length of line, the same 
impedance appears at the input terminals of the line. Only one value 

| of impedance for any particular type and size of line acts in this way. 
This value is called the characteristic impedance. 
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Figure 329. Characteristic impedance of a resistance network, 
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(6) Figure 329 gives a numerical example of the way small sections 
of line can be added successively to show characteristic impedance. In 
Q), any voltage (either direct or alternating) causes a certain current 
to flow and the ratio of E/I is ZAB, the impedance across AB. In © 
a section of parallel wires having a 10-ohm resistor in series and a 100- 
ohm resistor across the wires obviously has an impedance of 10 + 100 
= 110 ohms, assuming for convenience that the current is direct and 
that the impedance is a pure resistance. In @), an identical section is 
added, which is the same as a 110-ohm resistor in parallel with the first 
100-ohm resistor. By the rules given for calculating series-parallel re- 
sistance in section II, the impedance (or resistance in the case of direct 
currents) is 62.4 ohms across AB. The current (at 100 volts) is in- 
creased from 0.91 to 1.60 amperes to supply the current flowing in the 
second section. In @, a third section is added. The 62.4 ohms of 2 sec- 
tions in parallel with the 100 ohms of 1 section give 38.4 ohms. This 
resistance of 38.4 ohms is in series with 10 ohms, giving a new impe- 
dance Zag or 48.4 ohms. 


(7) The same process is repeated with each new section in O, O, 
and @). Each time, the impedance across AB is lowered and the cur- 
rent increases, but the change in both is less as more sections are added. 
If this process is carried out for a dozen or more sections, the impedance 
across AB is reduced to 37.0 ohms and no further. Several hundred more 
sections can be added without any noticeable reduction in Zin, as in 
(s). The value of Z4z then can be considered to be Zo, the characteristic 
impedance, or 37.0. ohms. The current increases to 2.70 amperes (at 100 
volts direct current across the 37.0 ohms). Nothing can be done to the 
output end of the line to make the current go any higher, provided the 
line is very long and is made up of resistors only. 


1=2.704 a 10 
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Figure 330. Termination of a line in Zo. 


(8) If the first section has Z, (37.0) ohms placed across its output 
instead of a second section (fig. 3300), Zar still is 37.0 ohms. Fur- 
thermore, the current has the same value of 2.70 amperes that it had 
when the line had many sections. In fact, if this 37.0-ohm resistor is 
connected across the output end of any of the networks of figure 329, 
the input impedance Zag will be 37.0 ohms, the same as the input im- 
pedance of an infinite line. Thus there is one value of impedance which 
the line assumes, if it is very long. Also if this value of impedance is 
used to terminate a shorter line, the same value of impedance appears 
at the input. 








o 
(9) The example just described used direct current and resistors 
for impedances. With alternating current on a line, the inductances take 
the place of the series resistors and the capacitances take the place of 
the shunt resistors. The ohmic values may be very different on actual 
lines, as characteristic impedances usually range between 50 and 600 
ohms on lines used in practice. 


77. WAVE MOTION ON AN INFINITE LINE. a. Waves. (1) Figure 331 
shows the sine waves of voltage and current that exist on an infinite 
line. The voltage maxima and current maxima appear at the same points 
on this line, but because of line losses the curves keep diminishing in 
amplitude down the line. This figure illustrates what would happen if 
the voltage and current could be stopped for an instant in time, as if 
a movie film were stopped at a single picture. An instant later in time 
all waves would have moved to the right slightly. In other words, if the 
voltage and current could be “frozen” on an infinite line at a particular 
instant in time when the alternating-source voltage had just reached 
zero, this picture of voltage and current on the line would be obtained. 
oe voltage and current are in phase but decrease in amplitude along 
the line. 
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Figure 331. Current and voltage on an infinite line. 


(2) Waves exist because it takes a certain amount of time for elec- 
trons to transfer energy down a wire by means of their motion. If a 
pebble is dropped into a pool of water the disturbance does not reach 
the edge of the pool immediately. Rather, a wave of water starts out 
from the place where the pebble hits and proceeds toward the edge at 
a definite speed. In electrical circuits as used in commercial power work, 
the time which electrical disturbances take to travel to another point on 
a wire is usually so small that it can be neglected. For example, the 
fraction of a microsecond which elapses between the time a lamp switch 
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is closed and the time the electrons in the bulb are affected by its closing 
usually is ignored. It may not be possible to ignore this time, however, 
when wavelengths are short. 


(3) Electrical energy normally travels at approximately the speed 
of light (186,300 miles per second or 300,000,000 meters per second). 
Thus, if an alternator is producing 30,000,000 cycles per second, as in 
a 30-megacycle r-f transmitter, a positive voltage or current peak travels 
down a transmission line only 10 meters (a little less than 33 feet) be- 
fore another positive peak is put into the end of the line by the alternator. 
At 3,000 megacycles per second the distance is about 4 inches; at 186,000 
cycles, almost 1 mile; at 1,000 cycles (audio range), 186 miles; and at 
60 cycles (power-line frequency), 3,100 miles. 


(4) These wavelengths are illustrated in figure 332, showing forward 
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current above the horizontal axis and reversed flow below the axis. Thus, 
in a wire carrying a 30-megacycle r-f current the current! in a wire can 
reverse completely within a few feet (a to b, in fig. 332@)). Of course 
a small fraction of a second later this reversal occurs a little farther 
down the wire. This is because the waves actually are not stationary 
as they have been pictured, but are moving continuously down the line 
like the waves of water in the pool. 


(5) Figure 332@ shows that the wavelength of a 60-cycle voltage 
is 3,100 miles and that the voltage reverses polarity only at each half- 
wave-length or at 1,550-mile intervals. Since the length of the normal 
power-line circuit is usually much less than 1,550 miles, no current re- 
versals occur along the line at any one instant. The distance from a to b, 
for instance, might represent a circuit 500 miles long. Even here, how- 
ever, such a small part of the wave is being considered that the voltage 
and current values at the input of the circuit are substantially the same 
as those at the end of the circuit and have the same polarity at the 
same instant. 

(6) These current “reversals” on the “stopped” wave should not be 
confused with the reversal which takes place at any place on the wire as 
a complete wave goes by. In the first case the observer “stops the clock” 
and examines the entire wave of current up and down the wire. In the 
second case he stays at one point on the wire and lets a wave having 
positive and negative values go by with time. 

(7) In the infinitely long line (fig. 331), the voltage and current al- 
ways are in phase throughout its entire length. Energy supplied by the 
generator to such a line never reaches the infinitely distant load end. 
Consequently, this energy is wasted within the line. 


b. Summary. In summary, in the theoretical infinite line— 
(1) The voltage and current are in phase throughout the line. 


(2) The ratio of the voltage to the current is constant over the entire 
line and is known as the characteristic impedance. 


(3) The input impedance is equal to this characteristic impedance. 


(4) Since voltage and current are in phase, the line operates with 
minimum loss. 


(5) Although an infinite line is impossible to attain, actually the con- 
cept of such a line is useful because knowledge of its behavior is of 
great assistance in determining the operating conditions of an actual 
line. Furthermore, any length of line can be made to appear like an 
infinite line if it is terminated in its characteristic impedance. 


\ 


78. REFLECTION. a. Open-end line. (1) One type of r-f transmission 
line is the open-end line, in which the impedance at the output end can 
be considered as practically infinite since no load is attached. When 
energy is applied to the generator end, the first surge consists of a wave 
of current and a wave of voltage which sweep down the line in phase 
with each other; that is, their positive maxima are together. The initial 
current and voltage waves must travel down the line in phase because 
the characteristics of the line are the same as those of a line which is 
truly infinite while the wave is travelling toward the output end. The 
in-phase condition of these waves can be changed only when they en- 
counter a difference in the impedance between the two wires of the line. 
Thus, when the wave of current reaches the open-circuited output end of 
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the line, the current must collapse to zero since there is no place for elec- 
trons to continue to move at this point. When this current wave collapses, 
the magnetic field set up by it also collapses. In so doing, it cuts the con- 
ductors near the output end and induces additional voltage across the 
line. This voltage acts, in a way, like a reverse generator and sets up 
new current and voltage waves which travel back on the line toward the 
input end. 


(2) The action is similar to that in a trough of water (fig. 333). 
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Figure 333. Reflected waves in water. 
When energy is applied to the water at M by a flat paddle, a wave travels 
toward the opposite end. If the trough extended infinitely, the waves 


would keep on traveling. But since the trough ends at N, a wave of 
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Figure 334. Effect of reflection in causing voltage and current 
to be out of phase. 
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water splashes up on the end board, raising a certain amount of water 
above the average level. As it falls, it delivers its energy to a new water 
wave which begins to travel back again toward M. 


(3) Both the electrical-wave and the water-wave actions are known 
as reflection. In an open-end line, since the current is zero and the 
voltage is high at the output end, the resultant current and voltage waves 
on the conductors are 90° out of phase as soon as the initial waves are 
reflected once. Figure 334 shows what happens to the waves after reflec- 
tions are set up. 


(4) Besides being 90° offset in phase, the waves of both current and 
«voltage exist as standing waves (fig. 335). It is seen that the voltage 
wave from the generator travels down the line at uniform speed and is 
reflected at the end. The beginning of the new wave starting back has 
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Figure 335. Development of standing waves. 
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the same polarity as the original, and the two, although varying in value 
at the output, always add to produce an alternating voltage which is the 
sum of the two. Therefore, at the end of the open line or at any other 
location there is a constant value of alternating voltage, which is the sum 
of the two traveling waves. However, for each different location along 
the line this value changes. If the values are plotted along the line, the 
curve of alternating-voltage values forms a standing wave of voltage. 
Actually, the wave is far from stationary, since the voltage at any one 
point is alternating and, hence, goes from a positive maximum to zero, 
to a negative maximum to zero, to a positive maximum again. But the 
amplitude of the alternation at any one point on the line remains the same. 
An a-c voltmeter, then, reads a series of values along the line that when 
plotted produce a standing wave of values. Figure 335 shows a series of 
different positions of the generated and reflected traveling waves which 
are added (heavy lines) to show how the standing wave is produced. 
Whenever two sine waves are added together the sum is another sine 
wave. Therefore, the standing wave is also a sine wave; that is, it can 
be plotted by the use of a rotating vector as shown in section 11. 


(5) A similar condition exists for the current wave (fig. 335) with 
the exception that the reflected current wave is 180° out of phase with 
the incident current wave. In other words, the reflected current reverses 
in direction at the open end of the line. Note that this reversal is oppo- 
site to the condition for voltage, since the reflected voltage wave had the 
same polarity as the incident wave. The two traveling current waves do 
add, however, and produce standing waves. The maximum values of 
the standing wave of current are 90° or a quarter-wavelength offset 
along the line from the maximum voltage values. 


(6) On a line which has standing waves of current and voltage, the 
initial energy from the generator continually is surging back and forth 
on the line and actually is carried in the electric and magnetic fields about 
the line. Since energy is used to create these fields of stress, they are 
able to give back energy when the stress is relieved. Thus, when the first 
wavefront of current surges down the line from the generator, the maxi- 
mum current points are surrounded by a magnetic field, but when the 
current comes to zero at the open end of the line, the magnetic field 
collapses. This field contains energy which has to be given up, and since | 
there is no load to absorb the energy it is transferred to an electric field. 
The electric field then demonstrates its existence by appearing as increased 
voltage at the open end. This interchange of energy continually goes on 
in a line with standing waves. Any energy absorbed from the generator 
can go only to two places, either to add to the energy stored in the 
electric and magnetic fields or to supply line losses such as heat and radia- 
tion. Thus, a line with standing waves can be regarded as a storehouse 
of energy similar to a resonant tank circuit in a radio. 


(7) Standing voltage waves can be measured by an r-f voltage indi- 
cator. As shown in figure 335, high voltage points or maxima and low 
voltage points or minima are found. The minima sometimes are called 
nodes and the maxima antinodes. Theoretically, on a line with no losses, 
the minima should be zero; however, when there are losses, an in-phase 
component of current must flow to supply the energy lost, and no zero 
points exist. Since the indicators seldom are arranged to detect whether 
a standing wave is positive or negative, both current and voltage waves 
customarily are shown on one side of the baseline (fig. 336). In many 
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Figure 336. Standing waves on transmission line 
(polarity shown by + and — signs). 


future illustrations, this method will be used, but actually such curves 
have alternately negative and positive peaks. Polarity may or may not be 
shown by means of + and — signs. For convenience in drawing, too, 
most curves show both the voltage between wires and the current in one 
of the two wires with the top conductor as a baseline or a zero line for 
the waves. 


b. Closed-end line. (1) The voltage and current relations when the 
line is short circuited are shown in figure 337. Since a short circuit is a 
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Figure 337. Voltage and current conditions in 
short-circuited line. 


condition of zero impedance, the current at the closed end of the line is 
maximum while the voltage is minimum. 


(2) Reflection occurs in the closed line for the same reason that it did 
in the open-end line; that is, none of the energy in the initial wave is 
absorbed by the short circuit. The high current in the short-circuited 
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Figure 338. Comparison of voltage and current conditions 
for open and closed half-wave lines. 
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end of the line potentially represents energy. Because this energy exists 
across a zero impedance which cannot absorb it, the only place this energy 
can go 1s back along the line toward the source. 


(3) The voltage and current relations for open and closed lines are 
opposite to each other, as illustrated by the half-wave line of figure 338. 


(4) The interrelation of open-end, closed-end, and infinite line circuit 
conditions is shown in figure 339. Comparison of @) and @) shows that, 
for any length of line, the voltage and current relations are exactly 
opposite in a closed line to what they are in an open line. The points of 
maximum and minimum voltage and current must be determined from 
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Figure 339. Comparison of transmission lines. 


the output end of the line, because reflection always begins at the out- 
put end. 


(5) A line does not have to be of any particular length to produce 
standing waves. The only requirement for the production of standing 
waves is that reflection occurs; that is, the line must not be terminated 
in its characteristic impedance. 


79, NONRESONANT LINES. a. General. A nonresonant line can be de- 
fined as a line which has no standing waves of current and voltage. Such 
a line is either an infinitely long line or a line terminated in its charac- 
teristic impedance. Since there are no reflections, all of the energy coming 
down the line is absorbed by the load. Figure 339G) illustrates the voltage 
and current waves on a nonresonant line for either an infinite line or a 
line terminated in its characteristic impedance Zo. The waves shown are 
traveling waves like waves of water and progress to the right in this case. 
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b. Resistance. On lines carrying radio frequencies, the characteristic 
impedance is almost pure resistance. Therefore it is customary to say that 
a nonresonant line is terminated in a resistive load equal to its charac- 
teristic impedance. 


80. RESONANT LINES. a. General. (1) A resonant line can be defined 
as a line which possesses standing waves of current and voltage. The line 
is of finite length and is not terminated in its characteristic impedance ; 
hence, reflections are present. 


(2) A resonant line is sometimes said to be “resonant at an applied 
frequency.” This expression means that it is acting as a resonant circuit 
at some particular frequency. In such a case it is acting as either a high- 
resistive or a low-resistive impedance. In order to act in this manner, 
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Figure 340. Impedance characteristics of open-end resonant lines. 
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the line is either open- or short-circuited at the output end and is cut to 
some multiple of a quarter-wavelength. If the length is not a multiple 
of a quarter-wavelength the line acts as a capacitor or an inductor. 

b. Comparison with an L-C circuit. A resonant transmission line thus 
may assume many characteristics of a resonant circuit which is composed 
of lumped inductance and capacitance. The more important circuit effects 
that resonant transmission lines have in common with the more familiar 
resonant circuits are given below: 

(1) Series resonance. (a) Resonant rise of voltage across circuit ele- 
ments. 

(b) Low impedance across the resonant circuit. 

(2) Parallel resonance. (a) Voltage never in excess of applied voltage. 

(b) High impedance across the resonant circuit. 
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Figure 341. Impedance characteristics of closed-end resonant lines. 
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c. Diagrams. In studying these applications of a transmission line, care- 
ful examination should be made of figures 340 and 341. These illustrate 
the relation of voltage, current, and impedance for various lengths of 
both open-end and closed-end transmission lines. The impedance which 
the generator “sees” for various lengths of line is shown directly above 
it on the charts. The curves above the letters of various height indicate 
the relative values of the impedance presented to the generator as it 
moves from right to left, and the circuit symbols indicate what the equiva- 
lent electrical circuits are for the transmission lines at that particular 
length. The standing waves of voltage E and current J, whose ratio is the 
impedance Z, are shown without polarity above each line. These waves 
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Figure 342. Equivalent circuit diagrams for open-end resonant lines. 
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are shown on the chart as having the same maximum heights and as going 
to zero at the minimum points. The last part of this statement actually 
would be the case only on a line having no losses. Figures 342 and 343 


also show equivalent circuits of particular lengths of lines which have - 


been taken from figures 340 and 341. 


d. Resonance in open-end lines. (1) The open-end line can be studied 
with the aid of figure 340. At all odd quarter-wave points (Y, 34, etc.) 
measured from the output end, the current is maximum and the impe- 
dance minimum. In addition, there is a resonant rise of voltage from the 
odd quarter-wave point toward the output end. Thus at all odd quarter- 
wave points the open-end transmission line is acting like a series of reso- 
nant circuit. Figure 342@) shows the equivalent circuit for a quarter- 
wave line or any odd multiple thereof (341, 54h, etc.). The impedance 
is a very low resistance, prevented only by the small circuit losses from 
being zero. 


(2) At all even quarter-wave points (146A, 1K, 3), etc.), figure 340 
shows that the voltage is maxumum. The voltage in an even-quarter-wave 
line never exceeds the applied voltage. Comparison of the transmission 
line with an L-C resonant circuit demonstrates that at even quarter-wave- 
lengths an open-end line acts like a parallel resonant circuit. Figure 
342@) shows the equivalent circuit for a half-wave line or any even 
multiple of a quarter-wave line (161, 10, 322, etc.). The impedance is an 
extremely high resistance. 


(3) In addition to acting as L-C resonant circuits, resonant open-end 
lines also may act as nearly pure capacitances or inductances. F igure 340 
shows that an open-end line less than a quarter-wavelength long acts as 
a capacitance (fig. 34200) ; from 14) to 15), long, as an inductance (fig. 
3420); from 14) to 344 long, as a capacitance; from 34) to 1) long, 
as an inductance and so on. Figure 3426) shows than an 14}, open line 
acts as a capacitive reactance numerically equal to the characteristic 
impedance Zo, and (3) shows that a 3g), open line acts as an inductive 
reactance numerically equal to Z,. 


e. Resonance in closed-end lines. (1) The closed-end line can be studied 
with the aid of figure 341. At the odd quarter-wavelength the voltage is 
high, the current low, and the impedance high. Also at no place in such 
a line does the voltage exceed the applied voltage. Since these conditions 
are similar to those in a parallel resonant circuit, the shorted transmission 
line of odd quarter-wavelengths acts like a parallel resonant circuit. 
Figure 343@) illustrates the equivalent circuit for this condition of a 
quarter-wavelength shorted line. 


(2) At the even quarter-wave points, the voltage is minimum, the cur- 
rent maximum, and the impedance minimum. Since this action is similar 
to series resonance in an L-C circuit, a shorted transmission line of even 
quarter-wavelengths acts like a series resonant circuit. Figure 343@ 
illustrates the equivalent circuit for a half-wavelength line. 


(3) Resonant closed-end lines, like the open-end lines, also act as 
nearly pure capacitances or inductances. F igure 341 shows that a closed- 
end line less than 14), long acts as an inductance (fig. 3430) ; from 14), 
to 14), long as a capacitance (fig. 343@), and so on. Figure 3430) shows 
that an 14) line acts as an inductive reactance numerically equal to the 


characteristic impedance Z,, and ®©) shows that a 36), line is equivalent 
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to an inductance of the same size. In figure 3430), termination in Zo is 
illustrated. The input impedance in this case is equal to Zo. 
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Figure 343. Equivalent circuit diagrams for closed-end resonant lines. 


f. Quarter-wave resonant line changed to nonresonant line. (1) Any line, 
even if cut to a particular fraction of a wavelength, loses its resonant 
characteristics when terminated in Zo. 
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(2) Since a quarter-wavelength open-end line has a low E and a high 7 
(fig. 340), there is a low impedance at AB in figure 3440). Conversely, 
since a quarter-wavelength closed-end line has a high E and a low Z (fig. 
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Figure 344, Quarter-wave lines. 


341), there is a very high impedance at AB in figure 3446). Now if this 
same quarter-wavelength line were terminated in its characteristic im- 
pedance Zo, it immediately would become a nonresonant line and would 
present an impedance at AB equal to Z,. In figure 345 no difference can 
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Figure 345. Quarter-wave lines terminated in Z.. 


be detected at terminals AB whether the quarter-wavelength line is as in 
Q) or as in (2). In other words, the quarter-wavelength line has lost the 
characteristics of a quarter-wavelength resonant line and has merely 
become a nonresonant line with a length which has no particular signi- 
ficance. 


g. Line terminated in a reactance. (1) A line terminated in a resistance 
equal to its characteristic impedance normally has no reflections present. 
However, if a line is terminated in a reactance equal to its characteristic 
impedance or equal to any other impedance, standing waves are not elimi- 
nated. Figure 3460) shows the standing waves which exist on a line 
terminated in a capacitance reactance equal to its characteristic impe- 
dance. Figure 346@) shows the standing waves which exist on a line ter- 
minated in an inductive reactance equal to the characteristic impedance. 
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Figure 346. Reactance terminations. 
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(2) Note in figure 346@ that with a capacitance-reactance load the last 
resonance point (of current) is closer than a quarter-wavelength to the 
output end of the line. Similarly, in figure 346@) the last resonance point 
(of voltage) is closer to the line termination than a quarter-wavelength. 

(3) With capacitive termination the voltage and current distribution 
has essentially the same character as with the open circuit, except that 
the curves are shifted toward the output end of the line by an amount 
that increases as the capacitive reactance is reduced; that is, as the line 
approaches the closed-line condition. 

(4) With inductive termination the voltage and current distribution 
has essentially the same character as with a short-circuited output end, 
except that the curves are shifted toward the output end by an amount 
that increases as the load reactance approaches infinity, that is, as the 
line approaches the open-line condition. 


81. TYPES OF TRANSMISSION LINES. a. General. Four general types of 
transmission lines are 

(1) The two-wire or parallel-conductor line. 

(2) The concentric (coaxial) line. 

(3) The twisted pair. 

(4) The shielded pair. 

b. Construction of parallel two-wire line. (1) The most common type of 
transmission line consists of two parallel conductors which are main- 
tained at a fixed distance by means of insulating spacers or spreaders at 
suitable intervals (fig. 347). This line is used frequently because of its 
ease of construction, its economy, and its efficiency. In practical applica- 
tions two-wire transmission lines are used for commercial power lines, 





Figure 347. Parallel two-wire line. 


telephone lines, and telegraph lines, and as the connecting links between 
an antenna and transmitter or an antenna and receiver. 

(2) In practice, such lines used in radio work are generally spaced 
from 2 to 6 inches apart for 14-megacycle and lower frequencies. The 
maximum spacing for 38-megacycle or higher frequencies is 4 inches. 

3) The principal disadvantage of the parallel-wire transmission line 
is that it has high radiation loss and therefore cannot be used in the 
vicinity of metallic objects at extremely high frequencies because of the 
greatly increased loss which results. 


c. Construction of concentric line. (1) The concentric or coaxial line 
has advantages which make it very practical for efficient operation at the 
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extremely high frequencies. It consists of a wire inside of and coaxial 
with a tubular outer conductor (fig. 348). In some cases the inner con- 
ductor also is tubular. The inner wire or conductor is insulated from the 
outer conductor by insulating spacers or beads at regular intervals. The 
spacers are made of pyrex, polystyrene, or some other material possessing 
good insulating qualities and low loss at high frequencies. Concentric 
cables also are made with the inner conductor consisting of flexible wire 
insulated from the outer conductor by a solid and continuous insulating 
material. “Flexibility may be gained if the outer conductor is made of 
metal braid, but the losses in this type of line are rather high. 


(2) The chief purpose of the coaxial line is to keep down radiation 
losses. The need for this line originates because in the two-wire parallel 
line the electric and magnetic fields extend out into space for great dis- 
tances and tend to cause radiation losses and noise pick-up from other 
lines. In a coaxial line, however, no electric or magnetic fields extend 
outside of the outer conductor and all fields exist in the space between the 
two conductors. Thus the coaxial line is a perfectly shielded line. 
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Figure 348. Construction of concentric line. 





(3) The advantages of an efficient concentric line are that it has prac- 
tically no radiation loss and, therefore, near-by metallic objects cause no 
loss because the outer conductor acts as a shield for the inner conductor 
and that the concentric line is easily installed. Its disadvantages are that 
it is more expensive for a given length of line, that its loss at extremely 
high frequencies limits its use except for short distances, and that it must 
be kept dry in order to prevent excessive leakage between the conductors. 
To prevent condensation of moisture the lines may be filled in certain 
applications with dry nitrogen at pressures ranging from 3 to 35 pounds 
per square inch. The nitrogen is used to dry the line when first installed, 
and a pressure is maintained to insure that leakage will be outward. 


d. Construction of twisted pair. The twisted pair, as the name implies, 
consists of two insulated wires twisted to form a flexible line without 
the use of spacers (fig. 349). It generally is used as an untuned line for 
low-frequency transmission. It is not used at the higher frequencies 
because of the high losses occurring in the rubber insulation. These 
excessively high losses also make its use possible over only very short 
distances at lower frequencies. Its chief advantage is that it may be 
used where more efficient lines would not be feasible because of mechani- 
cal considerations. 
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Figure 349. Twisted pair. 


_€. Construction of shielded pair. (1) The shielded pair (fig. 350) con- 
sists of two parallel conductors separated from each other and surrounded 
by an insulating dielectric material, such as the plastic, copaline. The 
conductors are contained within a copper-braid tubing which acts as a 
shield for them. This assembly is covered with a rubber or flexible- 
composition coating to protect the line against moisture and friction. Out- 
wardly, it looks much like an ordinary power cord for an electric motor. 


(2) The outstanding advantage of the shielded pair is that the two 
conductors are balanced to ground; that is, the capacitance between each 
conductor and ground is uniform along the entire length of the line and 
the wires are shielded against pick-up of stray fields. This balance is 
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Figure 350. Shielded pair. 


effected by the grounded shield which surrounds the conductors at a 
uniform spacing throughout their length. If radiation from an unshielded 
line is to be prevented, the current flow in each conductor must be equal 
in amplitude in order to set up equal and opposite magnetic fields which 
thereby cancel out. This condition may be obtained only if the line is well 
in the clear of all obstructions, and the distance between wires is small. 
But if the line runs near some grounded or conducting surface, one of 
the two conductors will be nearer that obstruction than the other. A cer- 
tain amount of capacitance exists between the two conductors and the 
conducting surface over a length of the line, depending upon the size of 
the obstruction. This capacitance acts as a parallel conducting path for 
each half of the line, causing a division of current flow between each con- 
ductor. Since one conductor is nearer the obstruction than the other, the 
current flow is greater in one conductor, resulting in an inequality of 
current flow in the two conductors and therefore incomplete cancellation 
and radiation. The shielded line, therefore, eliminates such losses to a 
considerable degree by maintaining balanced capacitances to ground. 


82. DETERMINATION OF CHARACTERISTIC IMPEDANCE AND WAVE- 
LENGTH. a. Two-wire line. (1) Since the characteristic impedance of Zo 
of a transmission line is equal to the square root of L/C, a two-wire line 
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having almost any desired characteristic impedance can be constructed in 
practical applications. i 


(2) The approximate formula Zo = \/L/C indicates that the char- 


acteristic impedance depends principally on the values of L and C in the 
line. An increase in the separation of the wires increases the inductance 
and decreases the capacitance. This effect takes place because the effective 
inductance is very low if two wires are closely spaced and carrying cur- 
rents in opposite directions, and because the capacitance is low if the 
plates of a capacitor are widely separated. Thus the effect of increasing 
the spacing is to increase the characteristic impedance, since the L/C 
ratio is increased. Similarly a reduction in the diameter of the wires 
also increases the characteristic impedance. This reduction affects the 
capacitance more than the inductance, for it is equivalent to decreasing 
the size of the plates in a capacitor in order to obtain lower capacitance. 
Any change in the dielectric material between the two wires also changes 
the characteristic impedance. Thus, if a change in dielectric material 
increases the capacitance between the wires, the characteristic impedance 
is reduced. 


(3) The characteristic impedance of a two-wire line with air as a 
dielectric may be obtained from the formula. 


Zo = 276 log, 2 


in which b is the spacing between the centers of the conductors and a 


is the radius of the conductor. This formula is sufficiently accurate at 


high frequencies where the characteristic impedance is practically a pure 
resistance. 


Example: Tf two wires Y, inch in diameter are spaced 2 inches apart, 
what is the characteristic impedance? ( 
Zo = 276 logio 2 


b = 2 inches 
a=%xX Y, = Y inch 


Z ee Tag. z = 276 bogi 16 
8 


From a table of logarithms, logo 16 = 1.204 
o = 276 X 1.204 = 332.3 ohms 


(4) A few typical characteristic-impedance values obtainable with 
two-wire transmission lines are: 
Wire gauge 


Size of wire Space in inches Z, in ohms 
18 2 560 
10 2 440 
18 3 610 
10 3 480 


b. Concentric line. The characteristic impedance of a concentric line 
also varies with L and C. However, because the difference in construc- 
tion of the two lines causes L and C to vary in a slightly different man- 
ner, the following formula must be used in determining the character- 
istic impedance of the concentric line : 


Zo = 138 log,0 - 


citent 
— f 
324 ! S j- | 
© Pe suc Y — > À i 
~ 7 A A 
~ ` y y - ¿ $ — 
A £ A oA at 


t 


n 


à ty 5a hn Alle puto 


4 erry Y tr gre 
where b is the inner diameter of outer conductor and a is the outer di- 
meter of inner conductor. 

c. Impedance charts. (1) Two convenient graphs (fig. 351) make it 
possible to determine quickly the characteristic impedance of either a 


two-wire parallel or a concentric line when the ratio oe is known. 


(2) For example, a two-wire line made of copper tubing of 44-inch 
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figure 351(1) the value of 24 on the base line can be carried up to the 
slant line and thence over to the left to the vertical scale (see dotted 
lines). Thus a value of approximately 375 ohms is obtained. A more 
exact value of 381 ohms can be calculated from the equation in a above. 


(3) A concentric line having an inner-conductor diameter of Yg 
inch and an inner diameter for the outer conductor of Y, inch has a 


o ratio of A = 4. From figure 351@) a value of approximately 82 


ohms is obtained. From the equation in b above a more exact value of 83.1 
ohms can be calculated. 

d. Elimination of standing waves. (1) The difficulties of making high- 
frequency measurements are so great that it is usually more practical 
to calculate the characteristic impedance Z, by means of the preceding 
formulas. However, a simple method of measuring Zo, although by no 
means the most accurate, is to terminate the line with a calibrated non- 
inductive variable resistor. When this resistor is varied, the standing 
waves also vary. When the standing waves are eliminated as measured 
by an r-f indicator, the line can be considered to be terminated in its 
characteristic impedance which can be read from the calibrated resistor. 

(2) The method above can be used to determine whether the line 
is terminated properly for a nonresonant condition. Thus, it is not even 
necessary to know the value of Zo. It is necessary merely to vary the 
load on the output end of the line until the standing waves are at a 
minimum. 


e. Wavelength measurements. (1) Since the maximum and minimum 
points must be measured from the output end and occur at points de- 
termined by the frequency of the applied voltage, it is convenient to 
measure the distances of these points in terms of wavelength. Since the 
distance between two minimum or maximum points is equal to half a 
wavelength, one wavelength is twice the distance between two adjacent 
minimum or maximum points (fig. 352). The distance along the line 
corresponding to one wavelength is also given by the equation 


Wavelength == “locity of propagation _ L _ 
frequency f VLC 


In this formula L and C are respectively the series inductance and the 
shunt capacitance per unit length, and f is the frequency of the applied 
voltage. 


TL-7926 





Figure 352. Determination of wavelength by means of standing waves. 
(2) Because energy travels more slowly on a wire than in a free 


space, the wavelength is shorter on the wire than in space. The electrical 
length of a wire, then differs slightly from the length in terms of the 
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free-space wavelength because the capacitance effects between the wires 
and ground decrease the velocity of propagation on the line. Also, the 
spacers and insulating materials used have a dielectric constant greater 
than air which increases the effective capacitance, which also affects the 
velocity. The electrical quarter-wavelength for various types of lines may 
be calculated from the formula 

246 X k 


CORE RE frequency (in megacycles) * 
where 1 is the quarter-wave-length and k is a constant which depends 
on the type of line. It is the factor expressing the ratio of the actual 
velocity of the energy on the line to the velocity of light. For ordinary 
construction, k is as follows: 


Type of line k 
Parlldl e iii O 
Parillel DIOS iaaiiai a 0.95 
Concentric line (air insulated )......aammmm, 0.85 l 
Concentric line (rubber-insulated )............. 0.56 to 0.65 
Twisted pair crcucnseceeeneenereesnesnsenmunsoneasennennaree 0.56 to 0.65 


f. Lecher lines. (1) Lecher lines is a term sometimes applied to 
lengths of parallel two-wire transmission line which are used as tuned- 
circuit elements, or as resonant lines for the purpose of obtaining wave- 
length measurements. Such lines are, in general, between Y, and 5 wave- 
lengths long and usually having a shorting-bar adjustable over a con- 
siderable range of length. When used for wavelength measurement, 
the input end may be closed and coupled inductively, or open and coupled 
capacitively to the source of r-f energy. In figure 353@) the Lecher line 
is coupled capacitively through a pair of capacitors which have very low 
capacitance. The low capacitance causes the line to be effectively open 
at the input end. In figure 353@) the line is coupled inductively to a 
source of energy and therefore closed at both ends. In practice, the 
shorting bar at the input end may be a single turn of wire. . 


<+——— MINIMUM LENGTH OF LINE = A————™ 


INPUT END OPEN (APPROXIMATELY) 


/ 





OUTPUT 

TANK 

CIRCUIT (D) CAPACITIVE COUPLING 

OF RF __ VERY LOW CAPACITANCE USED TO EXCITE ADJUSTABLE 
ENERATOR LECHER WIRE WAVEMETER ONLY SHORTING BAR 


ME 


(2) INDUCTIVE COUPLING 
Figure 353. Two methods of coupling Lecher lines. 


(2) Consider the case in which the wires are capacitively coupled 
at the generator or input end (fig. 3540). If the bridge or shorting bar 
is placed at the quarter-wave point, there is a reflection of current at 
the shorting bar and high voltage at the open (input) end. The suc- 


rts $“ 
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cessive reflections build’ up a standing wave such that the current in 
the bar is limited only by the very low resistance of the bar. An ammeter 
A in the shorting bar indicates a high current limited only by the re- 
sistance of the circuit. However, this current is out of phase with the 
voltage, and the power supplied by the generator would be zero if there 
were no losses in the line. The quarter-wave line (fig. 354@)), shorted 
at the output end and open at the generator, acts like a parallel resonant 
circuit. That is, the circulating current is limited only by the resistance 
ot the system while the generator current is very low, and the input 
impedance of the transmission line at the generator is high. 
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Figure 354. Variation of standing waves with changes of 
Shorting bar position. 


_ (3) If the shorting bar now is moved from the quarter-wave posi- 
tion, the current through it remains approximately the same, since the 
bar remains at a point of current maximum. The resulting current and 
voltage relations are shown in figure 35402), in which the bar has been 
moved to a point somewhat greater than one-quarter wavelength from 
the generator. The current supplied by the generator has now increased 
since the input impedance has lowered. 


(4) If the bar now is moved to the three-quarter-wave point (fig. 
354@)), the current in the bar will still be maximum. In this case, the 
current would be exactly the same as at the quarter-wave point except 
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for the fact that the larger length of line has greater resistance. There- 
fore, the current through the bar is somewhat lower. At the same time 
the power supplied by the generator is somewhat greater, indicating 
that the losses have increased because of the added resistance. The maxi- 
mum possible impedance is obtainable with a line which is one-quarter 
wave long, shorted at the output end, and open at the input end. 


(5) Lecher lines may be used to measure wavelengths by detecting 
the positions of either the current maxima (or minima) or the voltage 


‘maxima (or minima). Current values can be measured roughly by the 


use of a small loop or coil of wire which can be placed close enough 
to the lines to couple into the magnetic fields. A meter across the loop 
will then read a maximum value when the loop is opposite a current 
maximum, and a minimum value when opposite a current minimum, 
The wavelength is then twice the distance between two successive maxi- 
ma (or minima). Figure 3550) and @) shows a type of r-f current in- 
dicator which can be used in determining these locations. The diode is 
used as a rectifier element so that the d-c meter will be operated by the 
r-f energy picked up by the loop. 
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© NEON GLOW TUBE R.F. VOLTAGE © METER TYPE R.F. VOLTAGE 
INDICATOR INDICATOR 
TL 9573 
Figure 355. R-f indicators. 


(6) In some cases it may be more convenient to use an r-f voltage 
indicator and locate the voltage maxima or minima. Figure 355@) 
and @) shows two types of r-f voltage indicators which may be used. 
The indicator in (3) consists of a neon bulb and a resistor placed across 
the line. In @ the bulb is replaced by a meter and a rectifier element 
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which at high frequencies will be a crystal element or a diode. Capacitive 
coupling takes the place of the direct contact in (3). A third method of 
voltage indication, occasionally used for rough measurement, is to hold 
an ordinary fluorescent light bulb with one end in the hand and the 
other end near the line. If the line has standing waves, the bulb will 
glow with varying brightness as it is moved along the line. For the 
best results care must be taken to keep the bulb at a uniform distance 
from the line, 


83. APPLICATIONS OF RESONANT LINES. a. General. R-f transmission 
lines have many important uses besides the transmission of power from 
point to point. A few of the functions which will be discussed are: 

(1) Metallic insulators. 

(2) Wave filters and chokes. 

(3) Reactors. 

(4) Impedance-matching devices. 

(5) Phase-shifters and inverters. 

(6) Oscillator frequency controls. 

(7) Line balance converters. 


b. Quarter-wave line as a metallic insulator. (1) When a quarter-wave 
line is shorted at the output end and is excited to resonance at the other 
end by the eorrect frequency, there are standing waves of current and 
voltage on the line. At the short circuit, the voltage is zero while the 
current is a maximum. At the input end, the current is nearly zero and 
the voltage is a maximum; therefore the E/I ratio and thus the impe- 
dance is very large. Since an exceedingly high impedance across the 
terminals looks like an insulator to another line, at a certain frequency 
a line can be cut to a quarter-wavelength, shorted at the output end, 
and used as an insulator at its two open terminals. 


(2) Figure 3560) shows a quarter-wave section of line acting as a 
stand-off insulator for a two-wire transmission line. Naturally for di- 
rect current this section acts as a direct short on the line, but for the 
particular frequency which makes the section a quarter-wavelength, it 
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Figure 356. Quarter-wave insulators, 
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acts as a highly efficient insulator. At terminals 4 and B there is a high 
voltage and a low current. Since Z = + , the impedance between 4 


and B must be very high. The insulator obtains a negligible amount 
of energy from the line to make up any losses caused by the circulating 
current, after having absorbed enough energy from the line during the 
first few cycles to set up the resonant condition. Tf the frequency varies 
too widely from the value for which the section is designed, the section 
rapidly becomes a poor insulator and begins to act as a capacitor or 
an inductor across the line. 

(3) Figure 356@ shows a quarter-wavelength of coaxial line which 
is “teed” into a coaxial transmission line to support the center con- 
ductor. If the quarter-wave stubs are spaced close enough together to 
provide adequate mechanical support, this type of insulation usually is 
more efficient than the use of beads of dielectric material if the coaxial 
line is to operate at one frequency only. 

c. Quarter-wave line as filter. (1) The characteristics of a quarter- 
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Figure 357. Quarter-wave filters. 
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wave line also permit its use as an efficient filter or suppressor of even 
harmonics. Suppose that a transmitter is operating on a frequency of 
_ 5 megacycles per second and complaints are received that the transmitter 
is causing excessive interference on 10 and 20 megacycles. Along with 
other means of eliminating radiation at these even harmonic frequencies, 
a resonant transmission line may be tried as a harmonic suppressor. 


(2) Figure 341 shows that a quarter-wave line shorted at the output 
end offers maximum impedance to the fundamental frequency, in this 
case 5 megacycles. However, at a frequency twice the fundamental such 
a line is a half-wave line, while at a frequency four times the funda- 
mental the line becomes a full-wave line. Figure 341 shows that a half- 
or full-wave line, which is shorted at the output end, offers zero im- 
pedance at its input end. Therefore, the radiation of even harmonics 
from the transmitting antenna can be eliminated almost completely by 
means of the circuit shown in figure 357@). The resonant filter line 
shown is a quarter-wave at 5 megacycles and offers almost infinite im- 
pedance to this frequency. But at ‘the second harmonic, 10 megacycles, 
the line is a half-wave and offers zero impedance, thus shorting this 
frequency to ground. Again at 20 megacycles, the filter line is a full- 
wave line, offering zero impedance and effectively grounding all 20- 
megacycle energy. The quarter-wave filter may be inserted anywhere 
along the nonresonant transmission line (fig. 357@) with similar effect. 


(3) Both open and closed quarter-wave resonant lines may be used 
as wave filters. Figure 357) shows how more than one line filter may be 
connected between a transmitter and an antenna to eliminate the radia- 
tion of undesired frequencies. In this case, a quarter-wave filter B which 
is open at the output end is placed in series with the transmission line. 
Reference to figure 340 shows that a quarter-wave line, which is open at 
the output end, offers low impedance to the fundamental frequency. At 
each odd harmonic such a line is an odd multiple of a quarter-wave and 
therefore offers little impedance to the odd harmonics. Thus, the quarter- 
wave open filter line, B in figure 357@), passes the fundamental and odd 
harmonics along the line to the antenna coupling unit. At the even har- 
monics, however, the length of the open line becomes a half-wave, or some 
multiple of a half-wave, so that line B offers high impedance to the even 
harmonics and blocks their passage to the antenna coupling unit. 

(4) The way in which two quarter-wave lines, one an open-end line B 
and the other a closed-end line A, connected as in figure 357(), assist 
each other in filtering out even harmonics may be readily understood 
from the tabulation below: 


AE. AAN E 


i i Harmonics 
Quarter-wave line| Connection | Fundamental 
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Low Z | HighZ | LowZ 
High Z|LowZ | HighZ 


Le dt ects ek OPTICS MIA LOW: Zh cotta High Z 
SHORE AS SI ir APRA Hish Daris Low Z 





(5) Unfortunately this method cannot be used to eliminate odd har- 
monics, because any attempt to eliminate the odd harmonics also results 
in loss of the fundamental frequency. For example, assume that line C 
of figure 357@) is a quarter-wave at the third harmonic, namely, 15 mega- 
cycles. This frequency would be eliminated effectively before it could 
reach the antenna. However, the fundamental that is to be transmitted also 
would be greatly attenuated. If a line is a quarter-wave at 15 megacycles 
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it is a Yo-wave line at 5 megacycles. Examination of figure 340 shows 
that a 145-wave line would act as a capacitor and offer a fairly low im- 
pedance to 5 megacycles. Therefore, although 15-megacycle radiation 


would be suppressed, the desired carrier also would be suppressed con- 
siderably. 


(6) However, other types of filters can be built for more than the 
elimination of even harmonics. In fact, such filters are designed to elimi- 


nate efficiently the radiation of an entire single side band of modulated 
carrier. 


d. Transmission line as reactance. (1) Inasmuch as a transmission line 
may be used as a low-loss inductive or capacitive reactance, figure 358 


shows reactance variation for various lengths of a transmission line for 
both the open and closed output end conditions. 
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Figure 358. Transmission-line reactance graph. 


(2) The open-end line, for example, acts as a capacitive reactance at 
, lengths shorter than a quarter-wave. In fact, at 14 wavelength such a line 
has a capacitive reactance equal in magnitude to its characteristic impe- 
dance. Therefore an open line less than )/4 in length may be used as a 
capacitor, particularly when it is desired to avoid the use of actual capaci- 
tors in open-air installations. At the exact quarter-wavelength, or odd 
multiples thereof, the open line has zero reactance. As the length of the 
line is increased beyond a quarter-wave, the line becomes equivalent to an 
inductor, causing the current to lag. Finally at a half-wave or multiple 
half-wavelength the open-end line has an infinite reactance. 


(3) Aclosed-end line, on the other hand, acts as an inductive reactance 
at lengths shorter than a quarter-wavelength. At an eighth-wave it has 
an inductive reactance numerically equal to its characteristic impedance, 
and at exactly a quarter-wave, or odd multiple thereof, it has infinite re- 
actance. Between a quarter-wavelength and a half-wavelength the line 
becomes equivalent to a capacitor, and at exactly a half-wavelength, or 
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multiple thereof, the line has zero reactance. Circuit diagrams for all of 
the foregoing cases have already been shown in figures 342 and 343. 


e. Shorted transmission line sections as impedance-matching devices. 


(1) A parallel resonant circuit may be used to obtain an impedance 
match. For example (fig. 359@)), if a voltage of the resonant frequency 
is applied across points A’—B’, the parallel resonant circuit offers maxi- - 
mum impedance to the line, and, since the circuit is resonant, the im- 
pedance is the equivalent of a pure resistance. However, if the line voltage 
is applied across points C’ and D’, the L-C circuit remains approximately 
in resonance, but the impedance offered to the line is considerably lower. 
By proper choice of the points C’ and D’, the circuit may be matched to 


the exact line impedance, and the requirements for maximum power 
transfer met thereby. 


(2) A transmission line may be used in the same way for impedance- 
matching purposes (fig. 359@)). For example, it is desired to couple a 
resonant line to a nonresonant line. In order to be nonresonant, a line 
must be terminated in its characteristic impedance, and the terminating 
impedance should be approximately a pure resistance. The impedance 
of a shorted quarter-wave resonant section is zero at the shorting bar, 
increasing at points away from the shorting bar. Now, in order to adjust 
the section so that impedance across points C and D can be made equal 
to the characteristic impedance of the nonresonant line, it is necessary 
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Figure 359. Impedance matching. 
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only to increase the distance between the bar and the points CD to in- 
crease the impedance, and to decrease this spacing to decrease the im- 
pedance. The impedance offered to the nonresonant line is resistive since 
the tuned section is resonant. It is assumed that the section is attached to 
the resonant line at A and B, and, therefore, the shorting bar is adjusted 
to make a voltage maximum appear at AB. This is done before the con- 
nections CD are adjusted for the correct match to the nonresonant line. 


(3) A second example of the use of a shorted quarter-wave section as 
impedance-matching device, or transformer as it is sometimes called, is 
shown in figure 3593), Here a relatively low impedance input is trans- 
formed to a high impedance to match the high input impedance to a grid. 
The equivalent lumped circuit is shown in (). 


(4) A half-wave section of line shorted at both ends is also used as an 
impedance-matching device, particularly in antenna-coupling problems. 
For example, figure 360 shows a half-wave section excited at AB and 


having resonant current and voltage values as shown by the curves labeled 
E and 7, 





TL 9595 


Figure 360. Shorted half-wave matching section. 


The generator or input to AB sees an impedance equal to the E/I ratio 
at that point, or Zag, and the load or output looking into CD sees a larger 
E/I ratio, hence a larger impedance Zep. The greatest impedance will be 
obtained at EF where the voltage is highest and the current lowest. Con- 
versely the lowest impedance points will be at the shorting bars where 
the current is high and the voltage low. Since the upper half of the half- 
wave section, or half-wave frame as it is sometimes called, repeats the 
impedance of the lower half, there will always be two points on the frame 
which have the same impedance. There will be a difference, however, in 
the phase of the currents involved, the current on one half being 180° 
out of phase with that on the other half. 
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f. Nonshorted transmission line sections as impedance-matching devices. 


(1) If a quarter-wave section is not shorted but instead has an im- 
pedance of Z, placed across one end of the section, the input impedance is 


2 
2, — Col? 
ZR 
where Zz is the input impedance, Zo is the characteristic impedance of the 
quarter-wave section, and Zz is the terminating impedance. The equation 
may also be rearranged to give directly the characteristic impedance of 
the section providing both Zg and Zz are known. Thus 


Zo = VZs X Zr 
In case it is desired to couple two transmission lines having different 
characteristic impedances, a quarter-wave section having a characteristic 


impedance given by the above formula can, therefore, be used as shown 
in figure 361. 


p— +2 — 


LINE 1 LINE 2 
Z¿-650 OHMS Zo= 510 OHMS Zp=400 OHMS 
TL-9581 


Figure 361. Line-to-line matching. 


(2) For example, it is assumed that line 1 has a characteristic impe- 
dance, Zg = 650 ohms, and line 2 has a characteristic impedance, Zę = 


400 ohms, as in figure 361. Then Z, = y400 X 650 = 510 ohms, 
2 
approximately. Line 1 sees an impedance of ae = 650 ohms, and 
(510)? 
650 
(3) Similarly, a line could be matched to an antenna as shown in fig- 


ure 362. Here Z, = V550 X 70 = 196 ohms, approximately. In prac- 
tice, matching sections of this nature, as well as those used to connect two 





line 2 sees an impedance of = 400 ohms. 
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Figure 362. Line-to-antenna matching. 
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transmission lines, are frequently referred to as quarter-wave trans- 
formers. 


(4) If a half-wave transmission line section is used instead of the 
quarter-wave section with a terminating impedance 0 Ze; Li SR 
regardless of the characteristic impedance, Zo, of the section (fig. 363()). 
Thus the half-wave section acts as 1-to-1 transformer and repeats at one 
set of terminals whatever impedance is present at the other (fig. 363@)). 
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TL-9572 
Figure 363. Matching with half-wave sections. 


It cannot be used to connect with proper matching two lines, or a gen- 
erator and a load, having widely different impedances (fig. 363@), but 
can be used without regard to the value of Z, providing the two terminat- 
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ing impedances are the same as in figure 363@). If the three impedances 
Zs, Zr and Zo have, however. the same general order of magnitude, a 
reasonably satisfactory match can be obtained as shown in figure 3636). 


g. Use of stub lines in matching. (1) A transmission line several wave- 
lengths or more in length is used frequently to feed a load such as an 
antenna array. In order to eliminate standing waves on the line, which 
result in increased losses, it is desirable to match the load or array to 
the line. A practical way of obtaining this match is by the use of a stub 
line section connected across the main transmission line at a location near 
the load end. Although both open and shorted stubs may be used, a 
shorted stub is generally employed because of the lowered radiation 
losses, and for the reason that it is easier to adjust and support. 


(2) The stub is located on the main line (fig. 364@)), at such a spac- 
ing from the load end that the main line, Lg, sees an impedance, look- 
ing into AB, of Z, which is for all practical purposes a pure resistance. 
Reflection and standing waves are thereby eliminated on Lz. The impe- 
dance at AB will be made up of the impedances presented by L} and Lo 
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Figure 364. Shorted-stub matching. 


in parallel. L, is of such length that its impedance at AB, made up of 
the load impedance Zz and the characteristic impedance of Li, Zo, in 
combination, has a resistive component equal to Z,, plus some reactive 
component. This reactive component, shown in (2) as Xeo, is present at 
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AB even if the load impedance is a pure resistance, since this impedance 
is not matched to L4. The stub, which is normally less than YA long, 
has an impedance that is almost pure reactance. Therefore the stub 
length can be adjusted, at points C and D in @, to resonate with the 
reactive component due to Lı. The result is that a resistance of Z, 
remains across AB and the line Lg is matched at that point. Figure 364@) 
shows the equivalent circuit. It is assumed in all cases that the genera- 
tor will match the line and that the line and generator can be represented 
as L in ©). 

(3) The location of AB and CD can be found by a “cut-and-try” 
method, but the operation is rather tedious. For instance, it is difficult 
to find experimentally the length of Lı which will present across AB 
a resistive component equal to Z,, and if this point were found, an ad- 
justment of Lə would cause the combined impedance to be incorrect and 
a new length of L, would be required. 


(4) A much faster, simpler, and systematic method of correctly plac- 
ing the stub is available as follows: By means of an r-f voltage indi- 
cator the voltage maximum point nearest the antenna is located. Similarly, 
at a distance of a quarter-wavelength from this maximum, a voltage 
minimum will be found. The standing wave ratio can then be deter- 
mined; 
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Figure 365. Determination of stub lengths for impedance matching. 


By use of the graph of figure 365 both the stub location and the stub 
length in wavelengths can then be found with a reasonable degree of 
accuracy. 
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(5) For example it is assumed that a voltage maximum of 200 and 
a voltage minimum of 50 are found by the use of an r-f voltmeter. Their 


ratio will be = max Ss e = 4. From the graph it can be readily de- 


termined that the required stub location is 0.18 wavelength from the 
voltage maximum point. If a shorted stub is used, its length will be ap- 
proximately 0.092 wavelengths. On the other hand an open stub will 
have a length of 0.156 wavelengths. The stub location is from the voltage 
maximum toward the generator if the stub is short-circuited, and from 
the voltage maximum toward the load if the stub is open-circuited. All 
lengths shown on the graph of figure 365 are in wavelengths. Figure 
366 shows the stub locations and the voltage waves on the line for both 
conditions. 


(6) This method of determining stub lengths is difficult to put into 
practice because instruments for measuring accurately r-f voltages at 
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Figure 366. Application of single stubs in matching. 


ultra-high frequencies are difficult to build. However, even a rough 
measurement with simple instruments will be helpful in that it will 
give an indication of approximate stub length and position. It is then 
a shorter process of cut-and-try to adjust the system to an impedance 
match than when no measurements at all are made. 


(7) Under some conditions it may be easier to locate the current 
maxima and minima. These locations serve equally well for use with 
the graph if it is noted that a current maximum coincides with a voltage 
minimum and a current minimum with a voltage maximum. 


(8) The principle of stub matching is applicable to coaxial lines as 
well as to parallel two-wire lines. However, in such case it is customary 
to use two stubs fixed in position along the line, each having a movable 
shorting plunger to vary the respective stub lengths. The two stubs 
are used to avoid the problem of moving the one stub along the line. 
The second stub adds capacitance or inductance to the line and thus 
varies the position of the standing waves. This produces the same effect 
on the first stub as if it were moved along the line. The two stubs are 
spaced either 4 or 34 wavelength apart and near the load as shown in 
figure 367. 
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Figure 367. Application of double stubs on coaxial line. 


h. Transmission line as phase-shifting and inverting device. (1) Trans- 
mission lines are used in many instances when two or more antennas 
are to be operated simultaneously from the same transmitter but with 
a phase difference between ‘the two antenna currents. One means of 
providing the phase difference is by employing paths of different lengths 
between the transmitter and antennas. This method can be used because 
there is a progressive phase delay of 360° per wavelength along a non- 
resonant line. For example, if one line is 4% wavelength longer than the 
other, the phase difference is 45°. That is, a voltage or current maximum 
will arrive at the terminals of the longer line 14 of a cycle later than 
the corresponding maximum arrives at the terminals of the other. Figure 
368 shows two antennas which have an 180° phase difference as the 
line to antenna No, 2 is a half-wavelength longer than the line to an- 
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tenna No. 1. The phase delay that occurs in a transmission line is de- 
pendable only when no standing waves exist on the line. 
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Figure 368. Use of lines of unequal length to obtain phase difference. 


(2) In fact a half-wave line can be used as a phase inverter since 
it can act as a 1-to-1 ratio transformer in which the secondary voltage 
is 180° out of phase with the primary voltage (fig. 369@)). When a 
half-wave line is used, the output voltage is 180° out of phase with the 
input voltage as shown in figure 3696). 





+o +o- 
LA IN OUT 
-o- 
@ TRANSFORMER ACTION @ HALF-WAVE LINE 
ACTION 
TL-7935 


Figure 369. Phase inversion. 


i. Frequency control of oscillator. (1) An important application of 
transmission lines is as a component in frequency-control circuits. Since 
quarter-wave short-circuited transmission lines may act as parallel reson- 
ant circuits, such lines may be substituted for the ordinary coil-and- 
capacitor circuits employed in oscillators. The advantages of lines used 
as tuned circuits in oscillators are high O, low losses, and efficient oscil- 
lation at frequencies above those readily attainable with tank circuits 
made of ordinary coils and capacitors. 


(2) The resistance losses of a well-designed transmission line are 
negligible at higher frequencies. The Q, or figure of merit of a line, is 
a ratio of its inductive reactance to its resistance. If the resistance is 
low for a given value of reactance, the Q is correspondingly high. The 
degree to which a resonant circuit controls the stability of frequency 
depends upon its O, so that if a high degree of stability is desired, the 
tuned circuit must have a high O. The O of a concentric line is a maxi- 
mum when the ratio of the inner diameter of the outer conductor to the 
outer diameter of the inner conductor is equal to 4.22. The O of a two- 
wire line is a maximum when, the ratio of the spacing of the wires 
to the radius of one wire is 6.19. The Q of any line also best at an effec- 
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tive electrical length of approximately a quarter-wavelength, and it may 
be increased markedly in ultra-high-frequency applications by silver- 
plating the lines, since skin effect forces most of the current to flow in 
the surface of the metal. 

(3) Certain transmission line characteristics are desirable in oscil- 
lator circuits. In a single-tube oscillator the concentric line is used fre- 
quently. For push-pull circuits, a balanced two-wire line or two con- 
centric lines may be used. The concentric line has the added advantage 
that the inner conductor is shielded by the outer conductor which re- 
duces unwanted radiation to a minimum. 

(4) A simple form of line oscillator is shown in figure 370. This 
circuit may be tuned by means of the capacitor-shorting bar. It readily 
oscillates at the highest frequency of which the tube is capable. 
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Figure 370. Simple transmission-line oscillator. 


j- Coaxial line-balance converter. (1) In numerous instances it is 
necessary to join a coaxial line which is unbalanced to ground to a bal- 
anced line, such as a shielded pair. Such a transition cannot be made 
directly since the junction presents a discontinuity in the electrical char- 
acteristics of the line. This discontinuity would result in an excessive 
standing-wave ratio and the loss of considerable energy by radiation 
because of unbalanced line currents. To effect such a junction, a ba- 
zooka or line-balance converter is used customarily. 


(2) The outer skin of the outside conductor of a coaxial line is at 
ground potential, whereas the outer skin of the inner conductor is 
well above ground potential and displays a comparatively high impedance 
to ground. Both conductors of the balanced line, however, display the 
same potential and the same impedance to ground under ideal condi- 
tions. Therefore the object of the bazooka is to produce a high impe- 
dance to ground between the outside of the outer conductor at the point 
where it connects to one side of the balanced line, and thus to convert 
the end of the concentric line to a balanced condition. 


(3) This balanced condition can be obtained by placing a quarter- 
wave shield around the end of the coaxial line. This auxiliary shield is 
connected to the outer conductor of the coaxial line a quarter-wave from 
the end of the line (fig. 371). The outer shield is bonded firmly to the 
outside of the outer conductor of the coaxiai line. Thus, the shield 
and the outer conductor form a quarter-wave section of coaxial line 
shorted at one end. Since the shorted quarter-wave section displays a 
high impedance between A and B, point A is isolated from ground and 
it can be connected to one wire of the balanced line, both conductors 
of which have a high impedance to ground. Figure 3716) shows the 
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Figure 371. Line-balance converter (bazooka). 


equivalent lumped circuit. The action of the bazooka, therefore, is similar 
to that of a 1-to-1 transformer having a primary grounded at one end 
and a secondary grounded at the mid-point on the winding. 


84. ARTIFICIAL TRANSMISSION LINES. a. General. An artificial trans- 
mission line can be thought of as an electrical network, having input and 
output terminals and composed of lumped elements of inductance, ca- 
pacitance, and resistance, which has similar characteristics to an actual 
transmission line. 


b. Purpose. Although the primary purpose of a transmission line is 
to guide the transfer of energy from one place to another, in so doing 
- the transmission line has other characteristics which may be useful in 
certain cases. For example, if a voltage is applied to the input terminals 
ot a line, a definite amount of time passes before the voltage appears 
at the output terminals. In other words, the line has the ability to delay 
voltages and currents, and the longer the line the greater the delay. 
Therefore, if a voltage must be applied to the grid of a tube a micro- 
second or two after it has been applied to another part of the circuit, 
a length of transmission line could be placed ahead of the grid to give 
the necessary time lag. The only drawback is that actual transmission 
lines are usually rather bulky, and even if coiled up in compact form 
are still too awkward to use in a radio circuit. 
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c. Circuit. To avoid the bulk of an actual line, an artificial line may 
be built of coils and capacitors which has approximately the same char- 
acteristics as the line but occupies a smaller space. The circuit for an 
artificial line is shown in figure 372. The distributed inductance and 
resistance of the line are lumped in several choke coils, while the dis- 


INDUCTOR (CHOKE) (ACTUALLY CONTAINS 
S, BOTH L AND R) 


INPUT Fa T T T ovreur 
; CAPACITOR o 


Figure 372. Artificial transmission line. 


tributed capacitance can be represented by capacitors, and the conduc- 
tance is omitted entirely as it is too small even to consider. Tf the action 
of the actual transmission line with its evenly distributed R, L, and C 
is to be closely approximated, the sections must be small and numerous. 
In most cases, however, from three to eight sections produce as much 
of the required transmission line action as is needed for use in radar 
time-delay circuits. | 

d. Other uses. (1) Artificial transmission lines also may perform 
other duties in addition to introducing time delay or phase shift. These 
duties include action as filters to block or pass certain frequencies, and 
as models for laboratory demonstration of transmission line action. 

(2) One important use in radar is the storage of energy and the sub- 
sequent delivery of the same energy at a predetermined rate to form 
pulses. In figure 373, if switch S4 is closed, Sg remaining open, the 
artificial transmission line will charge through R to the voltage of Ez, 
the charge being retained on the capacitors as electrostatic field energy. 
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Figure 373. Artificial transmission line as an energy storage device. 


Switch S, then is opened and Sz closed. Immediately the line commences 
to discharge through Zz. Since the combination of the distributed in- 
ductors and capacitors are acting as a transmission line, the voltage 
appearing at terminals CD is not Eg as might be expected, and the 
voltage does not decrease along some curve similar to an R-C discharge 
curve. The line, instead, acts as if the voltage Eg existing on the ca- 
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pacitors were divided between the characteristic impedance, Zo, of the 
line itself and the load impedance, Zr. If Zo is made equal to Zp, the 

voltage will divide equally and therefore the voltage at CD will be % Eg 
as shown in figure 374. When Zo = Za, the voltage also will be main- 
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Figure 374. Equivalent discharge line. 


tained at this constant value as long as any energy exists in the line. 
The output voltage at CD, then, will be a flat-topped pulse of energy a 
shown in figure 375. | 
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Figure 375. Waveshape of line discharge. 


(3) The duratfon and voltage of the line discharge can also be ex- 
plained by considering the equivalent discharge circuit of figure 3760). 
The artificial line can be represented by a section of transmission line 
between AB and CD while the load impedance Zp can be represented 
as the infinite transmission line to the right, providing the characteristic 
impedances of both lines are equal to the load impedance; that is, Zo 
= Za. In © is shown the voltage existing on the section AB-CD pro- 
duced by the static charge. As soon as switch Sa is closed, a voltage 
wave X, starts to the right with a certain velocity and with a magnitude 
of % Ez. A similar wave Xə starts to the left with the same velocity 
and value (see (3)). The wave to the right sees an infinite line and con- 
tinues-at its definite velocity, but the wave to the left reaches an open 
circuit at AB and is reflected as a wave to the right again as in @, still 
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Figure 376. Voltage relations on discharging line. 


with a value of 4% Ey. When the wave Xə reaches CD all of the line 

energy has been removed from the artificial line, and has been trans- 
ferred to the infinite line to the right oí CD where there can be no fur- 
ther reflection of the waves. Since this line to the right of CD is ac- 

tually the load impedance, this action means that the load has absorbed 
all of the stored energy at % of the original voltage and over a length 
of time equal to the time taken by wave front X» to go from CD to AB 
and back to CD. 


(4) The artificial line just described will deliver, then, a constant 
voltage for a definite period of time to a load, in a similar way to the 
action of a battery rapidly switched on and off. Its advantage lies in 
the accuracy with which the magnitude and duration of the pulse of 
energy can be delivered, and in the extreme rapidity of the action. Ac- 
curate rectangular pulses of energy having a duration of a few micro- 
seconds are available from such lines. In practice arrangements of in- 
ductors and capacitors other than the one shown are also in use in 
radar sets, 
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SECTION XI 
WAVEGUIDES AND CAVITY RESONATORS 





85. INTRODUCTION TO WAVEGUIDES. a. General. (1) Electromagnet- 
ic waves may be classified roughly as either guided or unguided waves. 
Guided waves are those which follow a transmission line, such as a pair 
of parallel wires or a coaxial line. Unguided waves are those which are 
radiated from an antenna. Radio waves, which are unguided electro- 
magnetic waves, then, travel along straight lines, except as they are 
refracted by changing electrical properties of the atmosphere. However, 
unguided waves may be concentrated in a relatively narrow beam by 
the use of a directional antenna, but the energy in even the narrowest 
beam is distributed over an increasing cross-sectional area as the dis- 
tance from the antenna increases, because the rays of the beam are not 
parallel. The energy in a guided electromagnetic wave, on the other 
hand, is distributed over a relatively constant cross-sectional area through- 
out the length of the guiding wires. Because the guided waves follow 
the guiding wires around any number of bends, nearly all the trans- 
mitted energy reaches the destination. 3 

(2) The conventional method of explaining the transmission of elec- 
tric energy by wire treats an electric current as an electron motion within 
the wire. There is apparently no relation between this phenomenon and 
the propagation of radio waves in free space. However, transmission 
on wires may be explained perfectly well by a theory that is widely 
different from the conventional one. According to this theory, a potential 
difference exists between the wires of the transmission line because a 
voltage is induced in the wires by a varying electromagnetic field. This 
field surrounds each wire and travels along the wires at approximately 
the velocity of light. The induced voltage causes the electron motion 
which may be detected as a current in the wire. Thus, the voltage and 
current in the transmission line exist only because of the varying elec- 
tromagnetic fields. Since this electromagnetic field is exactly the same 
as that radiated from an antenna, the two phenomena are closely related. 
Thus, the energy may be said to be carried by the electromagnetic field. 
The wires, then, do not carry the electric energy; they serve only to 
guide the electromagnetic waves which travel through the surrounding 
air or other insulating medium. 


b. Types of waveguide. (1) Any surface which separates distinctly 
two regions of different electric properties can exert a guiding effect 
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on electromagnetic waves. Such a surface may be one which separates 
a conductor from an insulator, or one which separates two insulators 
of widely different dielectric constants. | 


(2) Some important types of waveguides are open metal wires; 
shielded metal wires; coaxial line; hollow metal pipe; dielectric rod. 
Although these are all waveguides because they are capable of guiding 
electromagnetic waves, the term waveguide is usually applied only to 
hollow pipes and dielectric rods. The two types of pipe that are in gen- 
eral use have either a rectangular or circular cross-section. The dielectric 
rod is not used extensively because its losses are great, and because 
the electromagnetic field cannot be wholly contained within the rod. 


c. Advantages of hollow waveguides. (1) One reason for using a hol- 
low waveguide is that it has lower loss than either an open-wire line or 
a coaxial line in the frequency ranges for which it is practical. An open- 
wire line has three kinds of loss: radiation loss, dielectric loss, and 
copper loss. In the coaxial line there is no radiation loss because the 
outer conductor acts as a shield which forces the magnetic and electric 
fields to remain within the space between the inner and outer conduc- 
tors. Both the coaxial line and the hollow metal pipe are perfectly 
shielded lines, and therefore have no radiation loss. 


(2) Dielectric loss in the insulating beads of a coaxial line is con- 
siderable at very high frequencies, but air has negligible dielectric loss 
at any frequency. Since hollow metal waveguides are usually filled with 
air, they have negligible dielectric loss. 


(3) The third kind of loss is the copper loss. At high frequencies 
the current flows in a thin layer near the surface of the conductor. As 
the frequency increases, the thickness of this layer decreases, causing 
the copper loss to increase as the effective resistance of the conductor 
becomes greater. In a coaxial line most of the resistance and most of 
the copper loss is in the inner conductor because the circumference of 
this conductor is less than that of the outer conductor. For example, 
if the current flows in a layer 1/25,000 inch thick at the surface of the 
conductor, and if the circumference of the outer conductor is five times 
that of the inner conductor, the area through which current flows in 
the outer conductor is five times that of the inner conductor. Since the 
resistance of a conductor is 


i; 
A 


where p is the resistivity of the metal, L is the length of the conductor, 
and A is the area of the cross section through which the current flows, 
the resistance of the inner conductor is five times that of the outer 
conductor. If the inner conductor were eliminated, the copper loss would 
be greatly reduced. A coaxial line without the inner conductor is a 
round hollow waveguide. 


(4) Since the hollow pipe has less copper loss than a coaxial line, 
and since it has neither radiation loss nor dielectric loss, the total losses 
of a waveguide are less than those of a coaxial line of the same size 
operating at the same frequency. Thus the attenuation in a waveguide 
is less and the efficiency of transmission is greater than in a comparable 
coaxial line. Figure 377 illustrates the variation of attenuation with fre- 
quency for both a 3-inch round waveguide and a 3-inch coaxial line. 
Note that the attenuation of the waveguide becomes very great at ap- 
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Figure 377, Attentuation of a 3-inch round waveguide 
compared to that of two coaxial lines. 


proximately 2,500 megacycles per second. This frequency is called the 
cut-off frequency for this particular guide because this waveguide can- 
not transmit frequencies lower than this value. The attenuation increases 
as the frequency increases for all the lines because the skin effect forces 
the current to flow in a decreasingly thin layer, causing the copper losses 
to increase. However, note that the attenuation in the waveguide is 


considerably less than that of either coaxial line for frequencies above 
cut-off. 


(5) A second reason for using a waveguide is that it is capable of 
transmitting higher power than a coaxial line of the same size. The 
power transmitted on a coaxial line without standing waves is 

E R E2 / Ze, 
where E is the voltage and Z, the characteristic impedance of the line. 
The power transmitted on a given line can therefore be increased only 
by raising the voltage. However, if the voltage is raised too high, the 
insulation will break down. The length of the air path AB (fig. 3780) 
in a coaxial line determines the break-down voltage, which in turn fixes 
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Figure 378. Comparison of break-down paths. 


the power-handling capacity of the line. In a round waveguide oper- 
ating in the dominant mode, the maximum voltage appears between 
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points C and D (fig. 378@)). The distance between these points is ob- 
viously greater than the distance AB in a coaxial line of the same di- 
ameter, As a result, the power-handling capacity of the hollow pipe is 
greater than that of a coaxial line of the same size. 


(6) The hollow pipe is simpler in construction than the coaxial line 
since the inner conductor and its supports are eliminated. Because there 
is no inner conductor which may be displaced or broken by vibration 
or shock, the waveguide is more rugged than the coaxial line. 

(7) The advantages of hollow-pipe waveguides may be summarized 
as follows: 

(a) Complete shielding. 

(b) No dielectric loss. 


(c) Copper loss less than that of a coaxial line of the same size op- 
erated at the same frequency. 

(d) Greater power-handling capacity than for a coaxial line of the 
same size. 


(e) Simpler construction than that of a coaxial line. 


d. Disadvantages of hollow waveguides. (1) The minimum size of the 
waveguide that can be used to transmit a certain frequency is propor- 
tional to the wavelength at that frequency. The proportionality depends 
on the shape of the waveguide and the manner in which the electro- 
magnetic fields are set up within the pipe. In all cases, however, there 
is a minimum frequency, called the cut-off frequency, that can be trans- 
mitted, As a result of this property, waveguides are not used exten- 
sively at frequencies below approximately 3,000 megacycles per second 
(= 10 centimeters) because at lower frequencies the physical size of 
the guide is too large.. For example, to transmit 10 centimeter waves, 
a rectangular pipe would have to be wider than 5 centimeters. But 
for 1-meter waves the pipe would have to be 2% feet wide, and for 
10-meter waves. 25 feet wide. 


(2) The installation and operation of a waveguide transmission system 
are somewhat more difficult than for other types of line. The radius of 
bends in the line must be greater than two wavelengths to avoid ex- 
cessive attenuation. This fact may hamper installations in restricted 


‘spaces. If the guide is dented, or if solder is permitted to run inside the 


pipe when joints are made, the attenuation of the line is greatly increased. 
In addition to the increased attenuation that they cause, dents and beads 
of solder also reduce the break-down voltage of the waveguide. Although 
such faults may not cause actual arc-over in the guide, they limit the 
power-handling capacity of the system and make the possibility of arc- 
over more likely. Thus, unless great care is exercised in the installation, 
one or two carelessly made joints may nullify completely the initial 
advantage obtained from the use of the waveguide. 


e. Boundary conditions and modes. (1) Since there is only one con- 
ductor, in the conventional sense of the word, in a waveguide transmission 
system, it is impractical to talk of the voltage and current distribution. 
The energy that is transmitted by the guide is contained in the electro- 
magnetic fields within the pipe, so that in examining a particular wave- 
guide, the magnetic and electric fields that can exist within it must be 
determined. An electromagnetic field is completely determined when the 
fields set up at the sources, and the shape, size, and location of all conduc- 
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tors and dielectrics which are wholly within, or which bound the field, 
are known. If the conductors and dielectrics are known, it is possible to 
state only the field configurations that may be excited, but not exactly 
which configuration will be excited by a particular source. Thus the field 
patterns that are possible in a given waveguide may be determined from 
the shape of the waveguide alone. Each of the possible field configura- 
tions is called a mode. After the modes have been determined, they may 
be examined to find which of them is most useful for a given application, 
and a suitable means of exciting this mode may be sought. 


(2) One condition that must be met by the electromagnetic field within 
a waveguide is that the field must be continuous throughout the region 
in which the dielectric is the same. This condition requires that the fre- 
quency at which the field oscillates at one point in the waveguide be the 
same as the frequency at any other point. This condition is almost self- 
evidént. 


(3) The second and more important condition may be stated as fol- 
lows: At the surface of a perfect conductor placed in an electromagnetic 
field which varies with time, the electric field is perpendicular to the sur- 
face, and the magnetic field is parallel to the surface. At high frequencies 
this is very nearly true for any good conductor, since the low resistance 
of the good conductor approximates the zero resistance of the perfect 
conductor. Stated in another way, these boundary conditions become: 


(a) The component of the electric field parallel to the surface of a 
perfect conductor must be zero at the surface of the conductor. In more 
familiar terms, this condition states that the electric field, which is 


equivalent to a voltage, is short-circuited when it exists across a perfect 
conductor. 


(b) The component of a time-varying magnetic field perpendicular 
to the surface of a perfect conductor must be zero at the surface of the 
conductor. In more familiar terms, this second condition indicates that 
when a varying magnetic field tends to cut through a conductor, a voltage 
is induced which sets up a current in the conductor. If the conductor is 
perfect, the magnetic field created by the current is exactly equal to the 
exciting magnetic field, but of opposite direction, so that the resultant 
field at the surface of the conductor is zero. 


86. WAVEGUIDES DEVELOPED FROM TWO-WIRE LINES. a. Line with 
ordinary insulators. (1) Figure 379 shows a section of two-wire trans- 
mission line of the most simple construction supported on two insulators 
A and B, which may be made of plastic or porcelainlike material. 


(2) From the viewpoint of the line, insulator 4 is merely an im- 
pedance Z, to ground, and insulator B is merely an impedance Zə to 
ground. Of course, these impedance values must be very high, because 
otherwise the line would be shorted or bypassed to ground in such a way 
as to interfere with its normal operation. 


(3) Z, and Zo are not necessarily pure resistances. In fact, the average 
insulation material acts as a capacitive impedance, of which the resistive 
component is the dielectric losses and leakage resistance and the capacitive 
component exists because the line wire and ground act as capacitor plates 
with the insulator as the dielectric. However, the presence of capacitance 
as well as resistance in the insulation makes little difference in the usual 
installations as long as the total impedance is kept very high. Indeed it 
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Figure 379. Two-wire transmission line with ordinary insulators. 


would make no difference if the impedance were inductive, if it still were 
kept high. It is desirable to keep all insulator losses that produce waste 
heat as low as possible. Therefore the capacitive insulator should have 
high leakage resistance and low dielectric losses. The inductive insulator 
also should have high total leakage resistance. | 

(4) Since the wires have impedance to ground and the ground itself 
is a low impedance, the wires have an impedance between them. There- 
fore the wires look upon the terminals of the insulators A and B as the 
terminals of a high impedance Z made up of the combined effects of 
the other impedances. 

b. Line with quarter-wave insulators. (1) Because a quarter-wave line 
shorted at one end acts at the other end as a very high resistive im- 
pedance, it can be used as an insulator. Since the transmission line (fig. 
379) regards its insulators A and B as merely two terminals between 
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Figure 380. Two-wire transmission line with quarter-wave insulator. 


353 





which a high impedance exists, the line can very effectively be supported 
on a quarter-wave stub (fig. 380). In fact, Z1, Za, and Zg3 now are higher 
than with the more conventional insulators because a quarter-wave line 
has lower losses. This quarter-wave line sometimes is called a metallic 
insulator, as has been described in section X. 


(2) However, while the insulators in figure 379 may be used for a 
wide range of frequencies to be sent out over the line, the quarter-wave 
line may be used for only extremely high frequencies, and then for only 
one frequency or a very narrow band of frequencies. If a widely different 
frequency is used, the stub length is no longer a quarter-wave length long 
and therefore it no longer can act as an insulator because it does not offer 
a high impedance across the line. 

x? 


A 
TL 7943A 


Figure 381. Quarter-wave insulator with shorting bar. 


(3) In measuring the quarter-wavelength in figure 381, the distance 
Dı + X should be approximately equal to a quarter-wavelength to ob- 





TL7944A 


Figure 382. Quarter-wave insulator with shorting plate. 
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tain maximum impedance looking into terminals A and B. Unless X is 
small compared to D4, the impedance per inch along X may be sufficiently 
different from that along D, to give considerable error because of the 
self-inductance of X. 


(4) The situation is different in figure 382. Here two rods at A and B 
are suspended from a flat metal plate which extends over a considerable 
area. Very few magnetic lines of force can encircle this plate in the dis- 
tance 2X compared to the number that could encircle the shorting bar 
of the same length in figure 381. Therefore the self-inductance along the 
plate is negligible compared to that along X in figure 381. Accordingly, 
the length of the shorting bar is not critical and may be neglected in cal- 
culating the length of the quarter-wave stub. Thus a rough rule is: When 
the lines of magnetic force cannot encircle the shorting bar (or yoke) 
the length of the bar is not critical. 


(5) In figure 383 a two-wire line is suspended from an overhead steel 
plate by quarter-wave copper rods. From the viewpoint of the line the 
quarter-wave suspension loops are merely very high impedances. The 
line cannot discriminate between them and any other kind of high im- 
pedance, as long as the frequency remains at a constant predetermined 
value. 





Figure 383. Two-wire line with quarter-wave insulators. 


(6) Of course a metallic insulator such as the quarter-wave rod is an 
insulator only because of its action as a parallel resonant circuit, which of 
necessity must be over a very narrow band of frequencies. At low fre- 
quencies and for direct current, the ordinary metallic insulator is prac- 
tically a short circuit. For example, in order to be a metallic insulator for 
a 60-cycle power line, the rods would have to be nearly 800 miles long. 
Although thus limited to very high frequencies in very narrow bands, 
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such insulators have the advantage of mechanical simplicity and unusually 
low power losses. 


(7) In figure 384, a two-wire line is supported at both top and bottom by 
quarter-wave insulators. In effect, the line is placed at the center of a half- 
wave line shorted at both ends, which is called a half-wave frame. To 
consider the case in which two of these insulators are placed close together 





Figure 384. Two-wire line with double quarter-wave insulators. 


or even are permitted to touch, suppose points T, and Ta are connected 
through a wire and switch S. Since there is a standing wave of voltage 
on the frame at B,, from line voltage at B, to zero at the shorting bar, 
Tı is at a certain percentage of line voltage depending on the distance 
from the point to B,. This same percentage holds for the point Tə as 
regards the line voltage at Bo, since the distance T,;B, = To2Bo. There 
is a voltage drop and phase shift from B, to Bo, if the power flow is to 
the right, but since the distances BB and T,T» are equal, the same 
shift appears along TıTə whenever switch S is closed. Thus conductor 
TıTə merely shunts the transmission conductors and provides a slightly 
lowered resistance path. 


c. Waveguides as transmission lines. (1) If the quarter-wave supports 
of figure 384 are placed so close together that they touch at all points, a 
rectangular metallic tube is created. The original transmission lines now 
become part of the side walls of the tube and the top and bottom quarter- 
wave lines are the top half and the bottom half of the tube respectively 
(fig. 385). This solid structure, called a waveguide, can be thought of as 
being composed of two bus-bars and a multitude of quarter-wave insula- 
tors. Actually, for mechanical simplicity, the tube is made of sheet meta!, 
rather than of metal rods which are soldered together. 


(2) A waveguide generated simply by increasing the number of half- 
wave frames until they touch, carries not only one frequency but also 
all higher frequencies, This can be explained when figure 386 is con- 
sidered along with figure 385. A waveguide may be considered as having 
upper and lower quarter-wave sections of metallic insulation and a 
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Figure 385. Waveguide near minimum frequency. 





central section of bus-bar. In figure 3850), the distance ab = cd = lm = 
on = % jj, and the distance C = the width of bus-bar. In figure 3860), 
at some higher frequency the width of the bus-bar in effect is increased 
to C’, while the quarter-wave insulators decrease in length until ey = 





TL-7948A 
Figure 386. Waveguide above minimum frequency. 


cd = o'n! = % hat the new frequency. Theoretically the waveguide 
could pass. an infinite number of frequencies as the 14 À insulators ap- 
proach the zero length and the bus-bar occupies the entire side of the 
guide. In practice this increase is limited by certain other factors. 

(3) One important fact should be carefully noted. If the wavelength 
increases (frequency decreases) so much that the two quarter-wave in- 
sulators cannot be created within the distance D shown in figures 385@) 


and 386@), the insulators automatically become less than a quarter-wave- 
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length. In this case, instead of being nigh resistive impedances, they 
become much lower inductive impedances, and the current flow is rapidly 
shorted out. As shown in figure 387, the effect of 346 wavelength would 
be to destroy the insulator effect by placing inductance across the line 
which would stop transmission. Thus a waveguide transmits a minimum 
frequency, called out-off frequency, plus all higher frequencies. 





@ 
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Figure 387. Waveguide below minimum frequency. 


(4) When the line becomes closed to form a waveguide, the lines of 
magnetic force no longer can link the yoke portion of the metallic in- 
sulators. Therefore the distance E in figures 385, 386, and 387 is not 
critical with regard to frequency. However, this distance between the 
bus-bars determines the voltage at which the waveguide arcs over. There- 
fore, for high power and voltage, the distance E should be large. In 
practice, E may be from 0.2 to 0.5 times the wavelength in air, while for 
good operation D may be about 0.7 times the wavelength in air. These 
dimensions are for the inside of the rectangular guide. 


87. ELECTROMAGNETIC FIELDS IN WAVEGUIDES. a. General. 
The energy that is transmitted by a waveguide is carried in the electro- 
magnetic fields within the guide. Since the electric field is zero wherever 
it is parallel to the metal surface of the guide, no part of this field can 
penetrate the metal. In the same way, the varying magnetic field is zero 
at the surface of the metal wherever it attempts to penetrate the walls of 
the guide, so that no part of the magnetic field can get outside the guide. 
Therefore, all of the energy in the field is wholly contained by the guide. 
Thus, measurements on the outside of the guide can detect neither 
oscillating electrons nor any electromagnetic fields caused by the electrical 
energy within the waveguide. 


b. E lines. (1) The way in which energy can be put into, transmitted 
through, and taken out of waveguides is understood better when the elec- 
tric and magnetic fields within the guide are explained. Figure 388 shows 
a section of transmission line, shorted at both ends, which is 114 wave- 
lengths long at some particular frequency. Assume that this line is 
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energized from a generator at the center and is supported top and bottom 
by quarter-wave insulators. Since the line is shorted, reflections occur 
which lead to the establishment of standing waves of current and voltage. 
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Figure 388. Voltage distribution in an energized short-circuited section 
of transmission line supported by % A= insulating frames of conducting 
material —diagrammatic. 


Likewise standing waves of current and voltage exist on the quarter-wave 
sections. For clarity, figure 388 shows only the voltage distribution for 
the insulating frames and for the line at a point in the cycle when all 
voltages are greatest. 

(2) The arrows show E lines which represent the electric field between 
conductors, and the arrowheads show the direction of the field at the 
particular instant represented by the diagram. The density of the lines 
shows the intensity of the electric field. The magnetic field, which of 
course is also present, will be shown in a following diagram to avoid 
making this picture too complex. Note that the maximum voltages in the 
standing wave occur at BB’, DD’, and FF’. The various insulating frames 
are excited to resonance by the line and hence have as their maximum 
whatever the voltage across the line is at the point where the frames are 
attached. The two frames shown below the main section of the line indi- 
cate that the maximum voltage is different for different positions along 
the line. It is very important to repeat at this point that E lines are always 
perpendicular to conducting surfaces. 


(3) The transmission line in figure 388 may be developed into a 
waveguide closed at each end by adding half-wave frames until surfaces 
are formed. Figure 389 shows the electric field in such a waveguide. 
The standing-wave distribution on the quarter-wave insulators combines 
with that on the transmission-line conductors to form an electric field 
of high intensity in the center of each half-wave section. Since the ends 
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of the guide are closed, the electric field exists ina standing wave, much 
as the voltage on a short-circuited transmission line is a standing wave. 
The E lines diminish to zero, build up to a maximum in the opposite 
direction, decrease to zero, and build up again, as shown in figure 389. 
These events occur in step with the frequency, but the lines always main- 
tain the same maximum density or voltage value at any one location along 
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Figure 389. Electric field pattern. 


the standing wave. An r-f voltage exists between the sides of the wave- 
guide on which the electric field terminates. Since the field intensity is 
zero along the imaginary planes at A, B, C. and D, the r-f voltage is 
also zero. But in the center of the guide halfway between 4 and B, B 
and C, or C and D, the field intensity is maximum, making the voltage 
across the guide also maximum. The distance D therefore must be suffi- 
cient to keep the maximum voltage from causing arc-overs in the guide 
at these locations. 


c. H lines. (1) The same transmission line of figure 388 is shown 
in figure 390 with only H lines, while the E lines are omitted to avoid 
confusion. The H lines represent the magnetic flux lines, which must 
form complete loops, and are always perpendicular to the E lines. H lines 
at a conducting surface are always parallel to that surface. The number 


or density of the lines in the figure indicates the intensity of the magnetic 
field. 


(2) These lines are shown forming loops inside the frame rather than 
encircling each conductor of the frame or of the transmission line. As 
long as there is considerable space between the conductors many of the 
lines do encircle the conductors as in figure 3910) and also as in the coil 


360 





JR, e pe y py y x Ss 






























y: 


== -an | SS | 
7 


NW 


Tal . a f a 4 “i Me po oe 
PAA og 
a s 5 » mw] t, G e Pi y P Ls 3 ke 
e” C D’ E F’ 6 
SHORT A ies ion 
LINE 
E E | A SK, AZ = 
il 
| d Md AN 15 e 
| A A mE a 
“sf 1 > el HA C i 
x N IN YE C W 
S AS bf 





E 
TT 
| 


"Ue 
hi 


TL-7952 


Figure 390. M agnetic flux distribution in an energized 3% » short-circuited 
transmission line supported by 14 A minus insulating frames of conducting 
material—diagrammatic. 
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Figure 391. H line closures. 


of figure 391@). But if the conductors are close together, the H lines 
cancel each other between conductors and add inside the frames or inside 
the turns of the coil. ; 
In a closely wound coil the H lines form loops by closing outside the coil 
as in figure 3910), but in the frame of (1) the direction of the arrows is 
such that the resulting H loops are entirely inside the frames as in ©. 


(3) If the line and insulating frames of figure 390 are developed 
into a solid-walled metal waveguide closed at both ends, the distribution of 
H lines is as shown in figure 392. These H lines or lines of magnetic 
flux appear as magnetic “whirlpools” spaced a half-wavelength apart, 
each group reversed in direction. There are no H lines outside the wave- 
guide as long as it is completely closed in. 
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TL-7954A 
Figure 392. Magnetic field pattern. 


d. Modes of transmission. (1) Although the E or H lines have been 
considered separately, both actually exist at the same time and in the same 
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Figure 393. End view of waveguide showing pattern of E and H lines. 
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space within a waveguide. However, three-dimensional drawings showing 
the distribution of both sets of lines in the same space are too confusing 
to be of use. Therefore, cross-section drawings of the guide are used 
customarily. For example, if the guide in figure 389 is cut crosswise half- 
way between A and B, the E line distribution is shown in figure 3930). 
Similarly, if figure 392 is cut between A and B, the H line distribution is 
shown in 3936). The combination of the two is shown in figure 3936). 
Arrows which go into the plane of the paper are shown by small x’s 
for the tails of the arrows ; those which come out of the plane of the paper 
are shown by dots for the points of the arrows. Figure 394@), @), and (3) 
show diagrams for a side view of the guide with the same field pattern. 
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Figure 394. Side view of waveguide showing pattern of E and H lines. 
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(2) It has been pointed out that the configuration of the electro- 
magnetic fields within a waveguide can take many forms, Each of these 
forms is called a mode of operation. For convenience of reference, a 
system has been devised to describe these modes. In all cases either the 
magnetic or the electric field must be perpendicular to the direction of 
propagation of energy. Therefore, any mode can be classified as either 
transverse electric, abbreviated TE, or as transverse magnetic, abbrevi- 
ated TM. In a transverse electric mode the electric field lies across the 
guide and no E lines point lengthwise along the guide. Similarly, in a 
transverse magnetic mode the H lines form loops in planes perpendicular 
to the walls of the guide, and no part of an H line is lengthwise along 
the guide. 


(3) In addition to the letters TE or TM, subscript numbers are used 
to complete the description of the field pattern. In describing field con- 
figurations in rectangular guide, the first number indicates the number of 
half-wave patterns of the transverse lines which exist along the short 
dimension of the guide through the center of the cross-section. Transverse 
lines are those which lie in a plane perpendicular to the walls of the guide. 
The second number indicates the number of transverse half-wave patterns 
that exist along the long dimension of the guide through the center of 
the cross-section. In case there is no change in the field intensity—that 
is, no pattern along one dimension—a zero is used. 


(4) For a circular waveguide, the first number indicates the number 
of whole (or full-wave) patterns of the lines encountered around the cir- 
cumference of the guide. The second number indicates the number of 
half-wave patterns that exist along a diameter. 


(5) To understand how this system can be applied, examine the field 
patterns shown in figures 393 and 394. First it must be determined which 
field is the transverse field. Examination of figure 393 indicates that the 
electric field is perpendicular to the broad sides of the guide. As a further 
check that none of the E lines lie along the guide, examine figures 389 
and 394. It is established that the electric field is transverse, and the mode 
must then be a TE mode. In order to determine the subscript numbers, ex- 
amine figures 393@). It is seen that there is no change in the electric field 
intensity along the short dimension through the center. That is, there is 
no pattern, and the first descriptive number is therefore O. Along the 
long dimension through the center the electric field intensity goes from 
zero at the bottom through a maximum at the center, and back to zero 
at the top of the cross-section. The field distribution along the vertical 
line, then, is of the form of a half sine wave, so that one half-wave pat- 
tern may be said to exist in this direction. Thus, the mode shown in 
figure 393 is TE, 4. 


(6) Six possible modes for both rectangular and round waveguides are 
shown in figure 395. Note that in @ and @ the modes are transverse 
magnetic in spite of the fact that the E lines appear to be transverse. 
In both of these cases part of the E lines lie along the axis of the guide, 
so that the electric field is not truly transverse. In order to provide further 
examples of the system of mode description, the number of half-wave and 
full-wave patterns is indicated for each guide. In addition, the expression 
is given for determining the maximum wavelength (A. = cut-off wave- 
nel that can be transmitted by each waveguide operating in the mode 
shown, 


364 








k- 2 HALF PATTERNS —] ive PATTERN 





| 5j ] F 
KA s 
A 23 A AS 
>) D 
| a i 
B -~———_B > B 
p Sela @ o A 
e 2AB :B 
A are Ac `g 2B 
1/2 PATTERN 1/2 PATTERN 
R R 
l |. 1/2 PATTERN —+| 
a ~ 






Nua va 





° TM, | 
> 
© TM © TEL) 
O, ` 
Az 2.62 R Ag 3.412 R - he" ¿q 
HAS AXIAL ELECTRIC A+B 
FIELD HAS AXIAL ELECTRIC 
FIELD 
ELECT ES TL-79624 


MAGNETIC LINES______ 
"CUT-OFF WAVELENGTH 
Figure 395. Modes of transmission. 


AH 





O AS 


x INDICATES ARROW INTO PAPER 
+ INDICATES ARROW OUT OF PAPER 
TL-7957A 


Figure 396. TEo,2 mode for a rectangular waveguide. 
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(7) The way in which a waveguide may be developed for operation 
in the TE o,2 mode is illustrated in figure 3960). In this case a two-wire 
transmission line is supported at B and B’ by a quarter-wave insulator on 
the top and a three-quarter wave insulator on the bottom. If this arrange- 
ment is developed into a waveguide by adding insulating frames to form 
a surface, a waveguide is produced in which the field pattern is as shown 
in figure 396@) and 395@). For a guide of the same size as that in figure 
393, the cut-off frequency is now doubled, and one complete wavelength 
exists between the top and bottom of the guide. This guide may be con- 
sidered to be made of two transmission lines that are separated by a half- 
wave section on one side and a pair of quarter-wave insulators at BB’ 
and MM”. Of course, higher frequencies than cut-off may be passed by the 
guide, as the width of the transmission line elements at BB’ and MM’ 
can be increased in order to shorten both the quarter-wave insulators and 
the half-wave separators. The thickness of the guide is not critical, but 
must be great enough to prevent arc-over. 


(8) Other modes can also be developed by the use both of an odd 
number of quarter-wave lengths and of different shapes of sections. 
Figure 397 shows how a waveguide shaped like a pipe or tube can be 
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Figure 397 TE, mode for a round waveguide. 
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Figure 398. TE,,, mode for a rectangular waveguide. 


developed by the use. of two quarter-wave semi-circular elements which 
meet the line conductors at BB’. This mode is called TE;,; for the cir- 
cular guide, and is almost the same as TEp,; for the rectangular guide 
(fig. 3956) and ©). The maximum wavelength (cut-off frequency) that 
can be transmitted in this circular guide is 1.70 times the diameter. 


(9) Figure 398 shows the development of a mode similar to the TEo02 
mode for the rectangular guide except that insulating elements having 
90° angles are used. In this case the quarter-wave dimension is as shown 
and the wavelength for cut-off (Àe) can be calculated from the for- 
mula shown in figure 3950) for Ac. 


(10) Figure 399 shows a different method of obtaining a mode. In 
@ a half-wave frame (two quarter-wave insulators joined at the high 
impedance point) is in resonance. If the distance X across the ends of 
the quarter-wave insulators is extended as in @) to some multiple of a 
half-wavelength, standing waves occur across the shorting bar, X, as well 
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Figure 399. TMo, mode for a round waveguide. 


as along the side of the insulator. If several insulators now are attached 
to small disks at 4 and B, the diagram at (3) results. Then if the spaces 
are filled with additional insulators, a waveguide is produced having a 
pattern lengthwise as in @) and crosswise as in G). Transmission at fre- 
quencies higher than the frequency which forms a half-wavelength across 
the diameter of the guide can be accounted for by the assumption that 
there are circular disks at each end. These disks, then, may be increased 
‘n diameter in order to maintain the quarter-wave insulator effect from 
the edge of the disks to the outside edge of the guide. This mode is 
called TMo,, for a circular guide (fig. 395@)). The TMi;,¡ mode for a 
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rectangular guide is very similar and can be developed in a similar way 
as indicated in figure 400. 





TL-79614, 


Figure 400. TMy,,, mode for a rectangular waveguide. 


e. Energy transmission through waveguides. (1) Thus far the wave- 
guides have been assumed to be closed at each end. Standing waves, then, 
are present both lengthwise and crosswise in the guide. For example, 
figure 394(3) shows the pattern for such standing waves. The maximum 
density of the E lines is separated 90 electrical degrees from the maxi- 
mum density of the H lines, because the energy is not traveling down 
the guide but merely reflecting back and forth in the guide. The condi- 
tion is similar to the 90° phase difference between the voltage and current 
in a short-circuited transmission line. 


(2) If a very long waveguide is available with a means of introducing 
and removing energy without setting up any reflections, the standing 
waves disappear in the direction in which the energy travels, but can be 
considered as remaining on the insulating sections. This condition can 
be represented by moving the E line maxima along the guide until they 
are at the same place as the H line maxima, which corresponds to the 
condition on a transmission line when voltage and current are in phase. 
Then consider the complete pattern moving down the guide at some 
velocity less than that of light. The result is that energy is delivered as 
on a properly terminated transmission line. 


(3) Although it is a fundamental law of physics that there can be no 
real velocity greater than the velocity of light, the apparent velocity in a 
waveguide seems to violate this law. Actually, the velocity of propagation 
of the energy down the pipe, called the group velocity, is somewhat less 
than that of light. However, superimposed on the travelling electro- 
magnetic waves is a variation of field intensity which appears to move at 
a much higher velocity. That this superimposed velocity of a change 
of field intensity, called the phase velocity, can exceed the group velocity 
can be explained rather simply by considering a caterpillar. The cater- 
pillar moves along as a group, and the rate at which his whole body 
moyes over the ground is his group velocity. However, in the process 
of moving, little ripples or waves proceed up and down his back at a 
much greater velocity, which may be considered his phase velocity. 


(4) Since the point of maximum field intensity, but not the actual 
energy, moves down the waveguide at the phase velocity, the apparent 
wavelength in the guide is greater than the wavelength in free space. 
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Figure 401. Various modes in waveguides. 


It must be emphasized that this is not the result of the energy being 
transmitted at a speed greater than that of light. Typical wavelengths 
found in practical waveguides usually run from 11% to 2 times the wave- 
length outside of the guide. This fact should be considered when wave- 
length calculations are made for waveguides. 


(5) The two most important modes used for transmission in round 
waveguides at the present time are probably TEo,1 and TMo,1. Figure 401 
illustrates for circular guides these two as well as two others, TE;,1 
and TM,,, which are used occasionally. Maxima of E and H lines are 
shown occurring at the same time, and therefore energy is assumed to be 
transmitted through the guide. The TEo,1 circular mode has the advan- 
tage of possessing decreasing attenuation as the frequency is increased; 
however, the TE,,, circular mode can be used in a smaller tube for the 
same frequency. The principal mode used in rectangular guides is prob- 
ably TEo,1 as shown in figure 401G). This figure is the same as was 
explained originally throughout the development of the waveguide, ex- 
cept that again energy is assumed to be traveling down the guide with 
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no reflection and therefore the £ and H lines maxima are at the same 
point, 


88. CAVITY RESONATORS. a. Development. (1) The first type of re- 
sonant circuit encountered in ordinary radio work usually consists of a coil 
of wire with a capacitor shunted across its terminals. As the frequency 
increases either the inductance or the capacitance or both must be re- 


duced, since the resonant frequency is da VLC. However, a frequency 


finally is reached at which the inductor L is a single turn of wire and 
the capacitor C consists of the distributed capacitance across the opposite 
sides of the same turn. Thus figure 402() illustrates the conventional 
radio tank circuit and figure 402(2) shows a quarter-wave line, represent- 
ing a very small L and C, which is resonant at a high frequency. 


(2) The resonant frequency cannot be increased further by the addi- 
tion of several quarter-wave lines in parallel (fig. 402()), since the con- 
nection of lines in parallel decreases the inductance in the same propor- 
tion that the capacitance is increased, leaving the resonant frequency un- 
changed. However, an important benefit is gained by paralleling the 
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Figure 402. Resonant circuits at high frequencies. 


quarter-wave lines. The resistance R of the circuit is decreased; in other 
words, the Q of the resonant circuit is increased. 


(3) Since the resonant frequency is not affected by the number of 
quarter-wave lines connected together at their open ends (high impe- 
dance points), the diagram of figure 402@ can be filled in completely 
to form a cyiinder with closed ends like a flat can (fig. 403), called a 
cavity resonator. The function of a cavity resonator is similar to that of 
any coil-and-capacitor resonant circuit. The Q is high and the circuit is 
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very selective. That is, it is resonant only for an extremely narrow fre- 
quency range. Because the size of a resonant cavity is great at broadcast 
radio frequencies, its use is practical only in the microwave region. For 
example, at 1 megacycle the cavity would have to be about 100 feet long 
or wide, but at 1,000 megacycles the size is measured in inches instead 
of feet. 
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Figure 403. Cavity resonator. 


b. Modes of resonance. (1) Since the boundary conditions for wave- 
guides apply equally well to cavity resonators, the fields generated are 
entirely inside the cavity as they are in waveguides. No E or H lines 
exist outside the closed cavity. Electron flow is limited to a thin layer 
of metal on the inside surface of the cavity. Figure 404 shows the field 
pattern for one mode in a cylindrical resonant cavity like that shown in 
figure 403. The graduated arrows show the direction and intensity of the 
electron flow on the inside surface at an instant when the field intensity 
is at a maximum. For the other half of the cycle all arrows are reversed 
in direction. 

(2) There is very little difference between a waveguide and a cavity 
resonator except in length. In fact the waveguides of figures 389, 392, 
393, and 394 can also be classed as a cavity resonator since they are 
closed at both ends and possess standing waves. If this waveguide is cut 
to a half-wavelength long instead of 114 wavelengths, and laid on its 
side, it shows almost exactly the same field distribution as illustrated in 
figure 404. Modes in cavities usually are designated by a three-number 
system, instead of the two-number system used for modes in wave- 
guides. The third subscript number signifies the number of half patterns 
crossed perpendicular to the transverse field. Thus the mode of figure 404 
is classed as TMo,1,9 for a cylindrical cavity. Similarly, the guide of 
figures 389, 392, 393, and 394 is classed as a rectangular cavity of mode 


371 


C 


Ci 


THICKNESS OF ARROWS PROPORTIONAL TO 
AMOUNT OF ELECTRON FLOW ON INNER WALLS 


KKM RAR RRM 


MAM KMKRM AK KR AR KKK XXX KKK KR 

MMR MOM MRR K MR KK RK KR KKK OK 
* 

RRR MK KRAM RM RK RRR KK ERK HK 


KR MMMKR KM KK 


| 





H LINES TMo,1,0 E LINES 


H- MAGNETIC 
FIELD STRENGTH 


era 





FPSS, 


E- ELECTRIC 
FIELD STRENTH 


TL -7966 A 


Figure 404. Fields in a cavity resonator. 


TEo,1,3 when 11% wavelengths long and TEo,,,, if reduced to a half- 
wavelength long. 


(3) The same cavity can oscillate at several different modes depend- 
ing upon the manner in which it is energized. Standing waves may be 
formed by reflections from various surfaces, so that a cavity usually can 
resonate at several fundamental. frequencies as well as harmonics of 
the fundamentals. Figure 405 illustrates two more possible modes for 
the cavity of figure 404. 


c. Forms. Cavity resonators may have various shapes, including shapes 
which result from taking sections of waveguides and closing the ends 
(fig. 406). Since the flow of electrons is confined to an exceedingly thin 
layer of metal on the inside surface of the cavity, this layer should pre- 
sent as low a resistance as possible so that losses will be negligible. Cavi- 
ties may be made from thin sheets of copper or from other metals plated 
with silver, copper, or gold on the inside. In some cases cavities may be 
constructed from nonconducting materials with the inside sprayed with a 


372 


H LINES 


E LINES 





@ TE 1,1, 1 E LINES RUN FROM ONE SIDE OF CAVITY 
TO ANOTHER. SOME WILL BE CURVED. ` 










9.2.2 2 2.9 8 






@® TEo,1,1, E LINES FORM CONCENTRIC CIRCLES 
FILLING. CAVITY. 


Figure 405. Modes in a cylindrical cavity. a? 


ae 








f+ 
wh | 
@ RECTANGULAR BOX 
f 
@ cuBE re 
(Q=28,000) E y 
@) CYLINDER 
© SPHERE 
@ CYLINDER (Q=26,000) 
(Q=31,000) 
© SPHERE (T) DOUGHNUT -SHAPED (8) CYLINDRICAL RING 


ARROWS INDICATE POSSIBLE DIRECTION OF ELINES. 
VALUES SHOWN FOR Q ARE ONLY APPROXIMATE FOR 
A NON=-LOADED CAVITY. 


Figure 406. Typical shapes of cavity resonators. 


373 


by 


thin layer of metal or covered with metal foil. Cavities for precision 
measurements of frequency often are made by hollowing out solid blocks 
of metal so that the dimensions (and hence the resonant frequency) do 
not change. The extra amount of metal is used for mechanical strength 
and rigidity only and contributes nothing toward lessening the resistance 
to the high-frequency electron flow. 


87. COUPLING AND MATCHING. a. Energizing waveguides and cavity 
resonators. (1) There are three principal ways in which energy can be 
put into and removed from waveguides and cavity resonators. The first 
is by placing a small loop of wire so that it “cuts” or couples the H lines 
of magnetic field, as in a simple transformer. The second is by providing 
an “antenna” or probe which can be placed paralled to the E lines of 
electric field. In this case, the probe has an electric field of its own which 
adds to or detracts from the electric field of the guide or cavity, and thus 
permits energy to be delivered or removed. The third method is to link 
or contact the fields inside of the guide or cavity by external fields 
through the use of slots or holes in the walls. 


(2) Figure 407 shows loop coupling (inductive coupling) to the H 
lines. The loop may be placed anywhere on the guide or cavity, as in 
O, ©, and Q, as long as it can link the magnetic field. Therefore, it is 
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Figure 407. Magnetic coupling from coaxial line to waveguide. 
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usually placed at a location where the H lines are at a maximum. If less 
coupling is desired, the loop can be rotated so that a smaller number 
of lines can go through it, or it can be shielded, or it can be moved to a 
position in the guide where there are fewer lines. If the loop is rotated 
90° from its position in figure 407, no lines pass through it and practi- 
cally no coupling is available. In the case of waveguides transmitting 
energy, the loop is placed for maximum coupling where it would be cut 
by the most H lines. 
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Figure 408. Electric coupling from coaxial line to waveguide. 


(3) Figure 408 shows maximum coupling by means of E lines 
(electric coupling). Less coupling can be obtained if the robe is moved 
away from the position of maximum E lines or if less of its length is 
exposed to the fields in the guide. Figure 409 shows a typical application 
in which the position of the field with respect to the probe can be varied 
by moving plunger A in the end of the waveguide. Plunger B at the top 
of the coaxial-line extension performs two functions, It acts as a short- 
ing plate to form a quarter-wave insulating support for the center con- 
ductor, and also provides a means for tuning the coaxial section so that 
the electric field of the coaxial line is at the proper position along the 
center conductor to energize the waveguide. 


(4) Figure 410 illustrates possibilites of coupling to waveguides and 
cavities through slots or openings. This method is sometimes used when 
only a small amount of coupling is desired. Variations of this method 
may be used in which the coupling is obtained by directing a beam of 
radio waves (an electromagnetic field) toward a hole in the wall of the 


guide or cavity or by shooting a stream of electrons through a hole in 
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Figure 409. Practical application of electric coupling from 
coaxial line to waveguide. 


one wall and out a hole on the opposite wall. The klystron (ultra-high- 
frequency tube) operates on the latter principle in delivering energy 
to its cavity. The movement of electrons creates moving fields which set 
up or link the fields of the cavity. 


(5) Energy may be either put into or removed from waveguides and 
cavities by the same means. In the case of waveguides which are trans- 
mitting energy, the output end may be left open. Some energy is radiated 
into space, while the remainder of the energy is reflected, causing stand- 
ing waves to be set up within the guide. In order to eliminate the reflec- 
tions and to terminate the guide properly for maximum power transfer, 
the opening may be flared in the shape of a horn. This flaring, in effect, 
matches the impedance of the guide to the impedance of free space. Any 
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Figure 410. Coupling through slots. 
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Figure 411. Radiation from a waveguide. 
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other method of terminating a waveguide in its characteristic impedance 
also causes energy to be absorbed without reflection. 


b. Impedance characteristics and matching. (1) The characteristic im- 
pedance of a waveguide can be thought to be the voltage-to-current ratio 
of waves traveling in one direction. The lowest characteristic impedance 
obtainable in a circular guide is about 350 ohms, but it may vary in a 
rectangular guide from O to 465 ohms depending on the dimensions 
and modes. When a waveguide of a certain characteristic impedance 
is matched to space by the use of a horn (fig. 411), the effect is the 
same as an array of dipole antennas, and a beam of energy is radiated 
into space. For a specified gain or width of beam the area of the horn 
opening can be determined by means of certain design formulas. For a 
certain opening there is also a certain length of horn which will give the 
best results. 


(2) Any abrupt change in the size or shape of a waveguide causes 
reflections. Therefore, in order to pass energy efficiently from a guide 
having one characteristic impedance to one having having another char- 
acteristic impedance, some form of matching section must be provided. 
For this purpose, the horn can be used to permit the fields to expand or 
contract smoothly to fit the different size of guide (fig. 412), 
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Figure 412. Impedance-matching section for waveguide, 


(3) Another method of joining two dissimilar waveguides is to use 
a cavity resonator as a transformer, F igure 4130) shows a resonant cir- 
cuit acting as a matching device. For higher frequencies the half-wave 
frame at (2) achieves the same result, At extremely high frequencies the 
matching device can consist of the resonant cavity as at (3), which has 
primary and secondary openings. The primary opening presents the cor- 
rect impedance Zp, to the smaller waveguide and the secondary opening 
presents Zo to the larger guide. Of course the cavity must be propor- 
tioned to be resonant in the proper mode, so that the electromagnetic field 
configuration is similar to that of the waveguide. 


(4) Other problems encountered in connecting two waveguides may 
include turning corners or rotating the fields so that they are in the 
proper direction for matching. Examples of connecting sections for turn- 
ing corners are shown in figure 414, while a section for rotating the field 
pattern a quarter turn is shown in figure 415. 

(5) When two sections of waveguide must be connected to allow 
for the effects of expansion, a choke joint (fig. 416@) is used. The 
choke flange has cut in it a circular slot a quarter-wave deep. The flange 
is so designed that the middle of the broad face of the waveguide is a 
quarter-wavelength from the edge of the slot, point M in figure 4166). 
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Figure 413. Comparison of resonant cavity with other impedance-matching devices. 


(E) RESONANT CIRCUIT 





When energy attempts to leak out of the waveguide at the joint, standing 
waves are set up in these quarter-wave sections. The short circuit at 4 
reflects to B as a high impedance. This high impedance is transformed 
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Figure 414. Waveguide elbows. 
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Figure 415. Waveguide section for rotation of fields. 


to a low impedance across the quarter-wave section from B to C. Thus 
the choke joint effectively short-circuits the points D and E in spite of 
the fact that there is no metallic connection between them. The choke 
joint is relatively ineffective at points such as P and Q in figure 4160), 
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Figure 416. Choke joint for waveguide. 
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since a high impedance is reflected across the ends of the two waveguides 
at these points. Since the r-f voltage is very low at these points, there is 
little tendency for energy to leak out ot the joint, and the choke joint for 
a rectangular guide is fully effective only at the point where the r-f- 
voltage is a maximum. However, the choke joint is very effective for a 
round waveguide since the distance from the waveguide to the edge of the 
slot can be made a quarter-wavelength all around the guide (fig. 416@) 
and @). This same arrangement can be used with round waveguides to 
allow one guide to turn relative to the other, as well as to permit the 
two pieces of guide to slip axially as they expand or contract. - 


(6) Impedance characteristics of waveguides may also be changed by 
the use of metal partitions. When the edges of the partitions are parallel 
to the E lines as in figure 41700, currents flow vertically in the partitions 
and create a local magnetic field. The partitions iiéretaré behave like a 
shunt inductor in the guide. If the partitions are turned crosswise as in 
(2), electrons accumulate first on one half and then on the other. Here the 
local field is largely electric and the partitions behave like a shunt capac- 
itor. A combination of the two types as in (3) behaves as either a capacitor 
or an inductor, depending upon the dimensions. If the inductance is 
sufficient to resonate with the capacitance, the partition may act as a 
high shunt resistance. In such case, the wave passes the partition as 
though it were not there. The effect of partitions on modes having re- 
versals in directions of lines from one side of the guide to the other 
is much more complicated. Such partitions may act as filters, rejecting 
all but certain bands of frequencies. A lengthwise partition as in (), 
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Figure 417, Partitions in waveguides. 


made of a resistive material such as graphited fiber, may be used in the 
guide as an attenuating device. This partition is dropped into the guide 
through a slot so that it cuts the maxima of the electric field. The farther 
the partition extends into the guide, the more attention is obtained 
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because the electric field intensity is decreased by the conduction that 
takes place in the resistive material. 

(7) In addition to a radiating horn, flared section and resonant-cavity 
transformer, certain other means can be used to terminate a waveguide 
in its characteristic impedance in order to absorb the transmitted energy. 
Four methods that are in use are shown in figure 418. In @, the energy 
is absorbed by a flat plate of resistive material crosswise in the guide. 
In @), the energy is dissipated by a small rod of resistive material from 
top to bottom across the guide at high-voltage points. In (3), the energy 
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Figure 418. Possible methods of terminating a waveguide 
in its characteristic impedance. 


is dissipated by a small particle of resistive material suspended by wires 
across the high-voltage points. In (4), the energy is dissipated by a mass 
of carbon-coated cloth or graphited sand. The small partitions tend to 
set up standing waves and place the resistive material at a high-voltage 
point. In general, the resistive materials act as resistance loads to dissi- 
pate energy. If the material has a low impedance at the frequency range 
of the guide and there are standing waves on the guide, the resistive 
material should be placed for proper matching at a place where the ratio 
of E lines to H lines is low. But if the material has a high impedance it 
should be placed where the E lines are at or near a maximum. This 
condition is similar to picking the proper E/I ratio on a two-wire reson- 
ance line for matching purposes (fig. 413@)). 


90. APPLICATIONS OF WAVEGUIDES AND CAVITY RESONATORS. 


-a. General. Waveguides are used in three basic applications: as a means 
of energy transmission, as a means of energy radiation, and as a means 
of obtaining resonant conditions. 


b. Energy transmission. Energy transmission is most important at fre- 
quencies for which the waveguide is reasonably small and has less losses 
than other forms of transmission line. For frequencies in the super- 
high-frequency range (3,000 to 30,000 megacycles per second) the wave- 
guide may become the principal means of transmission, since the dimen- 
sions are a few inches or less, 
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c. Energy radiation. (1) A waveguide left open on the end radiates 
a certain amount of energy into space, but the termination seldom is 
proper to prevent standing waves, and therefore low efficiency as an 
antenna results. The use of the horn reduces the reflections and enables 
maximum energy to be radiated. The radiation pattern from a horn 
(fig. 411) is shaped like the beam from an antenna array having the same 
frontal area, measured in wavelengths. 

(2) Some radiation also takes place from holes or slits in waveguides. 
Very little radiation takes place, however, if the hole or slit is covered 
by wire screen. 

d. Resonant cavities. (1) Sections of waveguides closed at both ends, 
or partitioned in such a way that reflections occur, contain standing 
waves and therefore act as resonant cavities. Such cavities can be used 
for matching waveguides of different characteristic impedances as in fig. 
413@); for creating variable impedance points for matching to load im- 
pedance as in figure 418; as tuned tank circuits for ultra-high-frequency 
oscillators; as wavelength-measurement devices or as matching and 
filtering section. 

(2) A waveguide section used as a resonator for wavelength measure- 
ment is shown in figure 419@). Energy is allowed to enter the small 
opening in the end plate from a source of radiated fields. If the plunger 
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Figure 419. Cavity resonator for wavelength measurement. 


is not at the proper position for the frequency of the entering waves, 
the cavity does not resonate and hence there is no reading on the r-f 
voltmeter. If the plunger is moved back and forth, a point may be found 
where resonance takes place and the energy wave reflected from the piston 
aids the incoming wave rather than cancels it. A standing wave of electric 
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field then is set up and may be detected by the r-f meter. If the resonat- 
ing section is long enough that a voltage maximum and minimum may 
be found by moving the r—f probe in its lengthwise slot, the wavelength 
may be determined. Thus, in figure 4196), if distance A or B is deter- 
mined, the wavelength in the guide is 2B or 44. The value is always 
greater than the wavelength in air for the same frequency. 


(3) Other methods besides the movable plunger method can be used 
to tune the cavity to resonance. One method is to introduce a variable 
capacitance at the point of highest voltage as in figure 4200) and @) in 
which the mode is assumed to be such that maximum voltage is along 
HG. Another method is to introduce a metal slug into the cavity as in 
figure 420@) and ©). If the metal mass is at the position of maximum E 
lines, these lines are shortened, the capacitance is increased, and there- 
fore the resonant frequency is lowered. If the metal mass is at the posi- 









SCREW IN TO 
LOWER RESONANT 


FREQUENCY 
© NO TUNING SLUG METAL SPHERE AT MAX- (G) METAL SPHERE AT MAX- 
IMUM E LINES—RESONANT IMUM H LINES—RESONANT 
FREQUENCY DECREASED. FREQUENCY INCREASED. 
TL 7985A 


Figure 420. Alternative methods of tuning resonant cavities. 


tion of maximum H lines, these lines are shortened, the inductance is 
decreased, and therefore the resonant frequency is raised. 


(4) Resonant sections of waveguides may be used as impedance- 
transfer and inverting devices in a similar manner to resonant two-wire 
lines; for example, odd multiples of shorted quarter-wave sections of 
waveguides act as open circuits where they join other waveguides, and 
multiples of shorted half-wave sections of waveguides act as solid walls 
where they join other waveguides. Figure 421() shows a quarter-wave 
shorted section attached to a transmitting waveguide. The transmission 
line from which the waveguide may be considered to have been developed 
is shown as a heavy dotted line. Thus, the action may be likened to a 
quarter-wave shorted stub of a two-wire line which presents high im- 
pedance between its terminals. In the equivalent two-wire line circuit of 
the waveguide (fig. 421@)) there is a high impedance between L and K. 
Therefore, in figure 421(3), the guide acts as if it had an open circuit in 
one side for frequencies which make the stub a resonant section. For 
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Figure 421. Action of quarter-wave shorted section of waveguide. 


these frequencies the waveguide may look like a high impedance, since 
the field distortion at the opening tends to prevent the passage of such 
frequencies. 
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Figure 422. Action of half-wave shorted section of waveguide. 
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(5) Figure 422@ shows a half-wave section of waveguide attached 
to a transmitting waveguide. Again the situation is similar to a half- 
wave shorted stub of a two-wire line which acts as a short across its 
terminals. Therefore the guide sees a short across MN in figure 4220), 
or sees in effect a closed wall in figure 4226). Thus a half-wave shorted 
section transmits the impedance of the shorting-end plate without change, 
while the quarter-wave shorted section inverts the plate to an open circuit. 


e. Dielectric waveguides. (1) Although the previous discussion was 
confined to hollow waveguides made with conducting metal walls, electro- 
magnetic waves can be confined to solid rods made of insulating material. 
The effect is similar to that of ordinary light which can be guided around 
corners by means of transparent plastic (lucite) rods, as used in doctors’ 
and dentists’ inspection lamps. The light rays travel inside the rod and are 
reflected back inside when they strike the surface of the rod at an oblique 
angle. In order to leave the material with appreciable strength, the rays 
must strike a perpendicular wall as they do when they arrive at the end 


of the rod. 


(2) Since electromagnetic E and H waves travel out in space, which 
is a dielectric material, in order to radiate energy, they can also travel 
through a solid dielectric material. However, if the dielectric material 
has the proper cross-section and sizé with respect to a wavelength, the 
electromagnetic waves are reflected at the surface where the air and 
dielectric meet, so that most of the field is confined within the insulating 
material. Dielectric waveguides lose much more energy to the surround- 
ing space than do hollow metal guides, and therefore the waves diminish 
much more rapidly, or are attenuated. However, dielectric guides are use- 
ful in matching metal waveguides and in cases where conducting mate- 
rial cannot be used. 
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SECTION XII 
ULTRA-HIGH-FREQUENCY GENERATORS 


aaa, 


91. FREQUENCY LIMIT OF NEGATIVE-GRID OSCILLATORS. a. General. 
(1) A negative-grid oscillator is an oscillator in which the average voltage 
of the grid is negative with respect to the cathode. Although the ordinary 
triode oscillators reviewed in section VI were negative-grid oscillators, 
this new designation is necessary in the discussion of high-frequency 
oscillators because positive-grid oscillators are sometimes used. 

(2) A conventional generator of high-frequency oscillations consists 
of a vacuum tube and an external oscillating circuit composed of an 
inductor, L, and a capacitor, C, connected between the plate and the 
grid of the tube (fig. 423). The generated frequency can be computed 
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Figure 423. Negative-grid vacuum-tube oscillator with emphasized 
interelectrode capacitances and lead inductances. 
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where L is measured in henrys and C in farads. To increase the fre- 
quency, either L or C or both must be reduced. It has been found that 
the maximum power output from any tube is independent of frequency 
until a certain frequency level is reached, beyond which the output falls 
off very rapidly. Three main factors limit the output and efficiency of a 
triode oscillator as the frequency is increased: 


(a) Inductances and capacitances associated with tube electrodes. 
(b) Increased radio-frequency loss. 
(c) Electron transit time. 


b. Limitations of physical structure of tube. (1) At ultra-high frequen- 
cies, the vacuum tube (fig. 423) must be viewed as an a-c circuit element 
consisting of capacitances Cer, Cex, and Cpr and inductances Lp, La, and 
Lx which are inherent in the structure of the tube. The combined effect 
of these capacitances on the generated frequency is equivalent to an 
increase of the tank capacitance, C, by.the amount 


Cpr Cox 
Es say Cop + Cpr + Cer 
At lower frequencies, when C is relatively large, this effect is negligible. 
However as the frequency is raised, the interelectrode capacitances be- 
come a proportionately greater part of the capacitance of the tuned circuit. 


(2) Since the lead inductances effectively combine in parallel with 
the tank-circuit inductance, L, their effect on the circuit is to raise the 
frequency limit. However, the inductance, which are negligible at low 
frequencies, may become troublesome in the ultra-high-frequency region. 
For example, a wire 0.040 inch in diameter and 4 inches long has an 
inductance of approximately 0.1 microhenry. At an ordinary broadcast 
frequency of 1 megacycle per second, this inductance represents an im- 
pedance of 


0.1 X 106 X 2r X 106 = 0.63 ohm 


at 100 megacycles per second it becomes 63 ohms, which will exercise 
considerable choking effect. In addition, the inductance of the cathode 
lead is common to the grid and plate circuits, so that it provides de- 
generative feedback which reduces the amplitude of the oscillation. 


.(3) In order to increase the frequency of an oscillator, the value of 
the components of the tank circuit must be decreased. Generally, decrease 
in the value of the elements requires that the physical size be reduced 
also. This decrease’ is indicated schematically in figure 424@ and ©. 
In the extreme case, the external capacitance of the tank circuit is zero 
and the tank circuit inductance shrinks to a straight conductor, short- 
circuiting the plate and grid terminals. The corresponding frequency is 
called the resonant frequency of the tube, which is the upper frequency 
limit of the tube. Figure 424@) shows this condition. Capacitor Cg has 
negligible reactance at the frequency of oscillation, so that the inductance 
La of the grid lead is in series with the inductance Lp of the plate lead. 
Thus the resonant circuit of the tube, shown by the solid lines, is deter- 
mined by the inductance of the plate and grid leads in parallel with a 
combination of the internal capacitances of the tube. The oscillator 
circuit is effectively an ultraudion circuit (par. 42c(3)). 


(4) Low interelectrode capacitance can be attained either by reducing 
the electrode size or by spreading the electrodes farther apart. However, 
unless abnormally high voltages can be used, spreading the electrodes will 
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Figure 424. Increasing the frequency of an oscillator. 


have the undesired effect of increasing the electron transit time. If all 
the linear dimensions of a vacuum tube are reduced by a factor n, the tube 
constants and plate current at fixed operating voltages remain unchanged, 
but the interelectrode capacitance, lead inductance, and transit time are 
reduced by the factor n. However, reduction of the physical size of the 
tube reduces its power-handling ability, since only small areas are present 
for dissipating heat. The reduction of the plate dissipation is proportional 
to the factor 1/,2. Therefore, forced air or water-cooled ultra-high- 
frequency tubes must be used if high average power output is to be 
obtained. 


(5) In addition to the reduction that results from decreasing the phy- 
sical size of the tube, the lead inductances may be further decreased by 
making the leads of large diameter rods and of the shortest length that 
will provide a safe insulating distance between the anode and other tube 
terminals. Thus, the leads in most ultra-high-frequency tubes are brought 
out straight through the tube envelope, and no conventional tube base 
is used. 


(6) The short transit time, small lead inductance and capacitance, 
and small interelectrode capacitance necessary for the production of 
ultra-high-frequency oscillations have been attained in the acorn and 
doorknob types of tubes. Acorn triodes (fig. 72) will oscillate at wave- 
lengths as low as 40 centimeters (7 50 megacycles per second), but they 
are designed primarily for use in amplifier and low-power oscillator 
circuits. . 


(7) Figure 425 shows a Western Electric type 316A doorknob tube, so 
named because the envelope resembles a doorknob in shape. This tube 
has an upper frequency limit of about 700 megacycles per second when 
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Figure 425. Western Electric type 316A doorknob tube. 


used as an oscillator. Note that the leads are brought out directly 
through the glass envelope, and are widely separated to reduce the capaci- 
tance between them. The tube elements are unusually small and closely 
spaced to provide both short electron transit time and small interelectrode 
capacitance. The grid, supported by cooling collars at each end, is com- 
posed of a number of straight wires which are parallel and equidistant 
from the axial filament. The rated plate dissipation for this tube, shown 
approximately two-third size in figure 425, is 30 watts. 





TL-7989 
Figure 426. Western Electric type 368A tube. 


(8) Figure 426 shows a Western Electric type 368A tube which has 
an upper frequency limit of approximately 1,700 megacycles per second. 
Its.grid and plate elements are supported by wires that go straight 
through the tube envelope, and thus provide two independent paths to 
each of these elements. The filament has only one set of leads. The 
grid, which consists of a series of tungsten wire loops supported by a 
cooling fin, projects into a semicircular groove in the block of graphite 
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which acts as the plate element. The limiting factor in the power-handling 
ability of this tube is the temperature of the grid, which is unusually 
close to the filament and may omit electrons if it becomes too hot. The 
double-ended construction of this tube permits reduction of the effect of 
the lead inductance and interelectrode capacitance by making possible a 
circuit in which the tube elements are at the center of a half-wave tuned 
line system with shorted ends. . 


c. Limitations of radio-frequency losses. (1) As the frequency of an 
pam is raised, the radio-frequency circuit losses increase because 
of,— 

(a) The increasing skin effect. 

(b) Greater capacitance-charging currents. 

(c) Eddy current loss in the adjacent conductors. 

(d) Dielectric loss in the glass parts of the tube. 

(e) Energy loss by direct radiation from the circuit. 

All of these losses cause the loading on the tuned circuit to be increased, 
so that the O of the tank circuit is decreased, resulting in poor efficiency 
of the tube itself. In addition, the losses increase at the expense of the 
permissible useful load, causing poor circuit efficiency and less useful 
output. 

(2) Skin effect forces the current to flow in a thin layer on the sur- 
face of the conductor. The depth of this layer is given, for copper, by 
i 2.63 x 109 

vi 

where d is the depth of penetration of the current in inches and f is the 
frequency in megacycles per second. Thus, the higher the frequency, the 
thinner will be the layer in which the current flows. The I?R losses that 
take place in a given conductor must increase, then, as the frequency 
increases, since the area in which current can flow is less, making the 
resistance greater. Skin effect is reduced by using conductors of large 
diameter so that the current can flow through a reasonably large cross- 
sectional area even though the depth of penetration is small. Thus, using 
large leads for ultra-high-frequency tubes reduces not only the lead in- 
ductance but also the lead resistance. As a means of further reducing skin 
effect, conductors are often plated with a low-resistivity metal such as 
silver. In cases where corrosion could convert the surface of the con- 
ductor to a high resistivity oxide, the conductor is plated with gold which 
does not corrode and which has excellent conductivity. 


(3) Because the reactance of interelectrode capacitance and distributed 
capacitance becomes small for ultra-high-frequencies, the magnitude of 
the charging current for these capacitances becomes large. A current 
of 60 amperes is not an unusual value for large tubes. Such currents 
contribute nothing to the power output, but in flowing through the re- 
sistance of the circuit they do produce losses. Because of skin effect, 
these currents follow the surface of the metal electrodes. In some cases 
this may cause excessive localized heating at the junctions of the elec- 
trodes and the glass envelope, which may result in cracked seals and 
failure of the tube. Thus, in ultra-high-frequency oscillators the tuned 
circuit is designed to have the maximum possible inductance. As a result, 
the minimum amount of capacitance is needed in addition to the inter- 
electrode capacitance to resonate with the inductance. The charging 
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current is reduced by the use of special tubes in which the capacitances 
are made very low. In addition, a push-pull connection (fig. 427) is used 
to reduce the effective capacitance. Since the interelectrode capacitances 





Figure 427. Parallel-rod transmission-line oscillator. 


are in series in this type of oscillator, the effective capacitance shunting 
the resonant circuit is half that for a single tube, and the charging 
current for this capacitance is correspondingly reduced. 

(4) Losses resulting from radiation and eddy currents in adjacent 
conductors are caused by the incomplete cancelation of the electro- 
magnetic field surrounding the circuit. If two parallel conductors are 
spaced closely, on the order of 1/100 of a wavelength, the field around 
one conductor neutralizes almost completely the field around the other. 
Thus, close spacing reduces radiation and eddy current losses. How- 
ever, decrease of conductor spacing below a certain value increases the 
r—f resistance of the conductors, and imposes a serious limitation on the 
maximum r-Í voltage that can exist with out break-down. The use of 
coaxial line instead of open-wire line almost completely eliminates both 
radiation and eddy current losses because the outer conductor acts as a 
shield which prevents the electromagnetic fields from expanding into 
space. 


(5) Dielectric losses in the tube envelope are objectionable not only 
because of the reduction of ouput and efficiency, but also because they 
may cause disintegration of the tube seals. Dielectric losses are reduced 
by eliminating the tube base and making connections directly to the loads, 
and by bringing the conductors through the glass at points on the con- 
ductors where the r—f voltage is minimum. 


(6) In oscillators for ultra-high-frequency use, not only must the tube 
losses be kept very low, but the losses in the associated circuits must also 
be kept as low as possible. In other words, the circuits when not loaded 
must be of the highest possible Q. For this reason, the tuned circuits 
associated with ultra-high-frequency oscillators are usually resonant 
sections of transmission line rather than coil and capacitor combinations. 
The Q of a quarter-wave short-circuited section of line (par. 831) can be 
made much higher than that of a conventional tank circuit because it is 
feasible to make a tuned line of conductors of larger diameter than is 
possible with the conventional inductor, making the skin effect less. In 
addition to their low losses, tuned transmission lines are used as circuit 
elements in ultra-high-frequency oscillators because the tube leads may 
act as extensions of the transmission line. Thus the interelectrode capaci- 
tances and lead inductances are incorporated as part of the tuned circuit, 
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d. Limitations of transit time. (1) In low-frequency operation it is usu- 
ally taken for granted that electrons leaving the cathode reach the plate 
instantaneously. Although nothing in nature happens instantaneously, 
no harm is done by this assumption, so long as the actual time of flight 
of electrons between the cathode and the plate is negligible compared to 
the duration of one cycle. For example, transit time of 1/ 1000 of a 
microsecond (10-9 second), which is not unusual, is only 1/1000 cycle 
at a frequency of 1 megacycle per second. However, the same transit time 
becomes one-tenth or a greater part of a cycle if the frequency is 100 
megacycles per second or higher. 


(2) It has been found experimentally that with the total transit time 
less than one-tenth of a cycle the tube operates satisfactorily. At transit 
times longer than one-tenth cycle the efficiency drops considerably. When 
the transit time approaches a quarter of a cycle at the oscillating fre- 
quency, the tube usually does not oscillate at all. This decrease in output 
is caused, in part, by the shift in phase between the plate current and 
the grid voltage and the decrease of the effective resistance between grid 
and cathode, which results from the relatively long transit time. 


(3) For high efficiency in a self-oscillator, the electron current should 
be in phase with the grid voltage and 180° out of phase with the plate 
voltage. When the electron transit time becomes an appreciable fraction 
of a cycle, this relation holds only at the instant that electrodes are 
emitted from the cathode. Thus the solid curve in figure 4283) shows 
the plate current that leaves the cathode. This current is in phase with the 
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Figure 428. Phase shift between grid voltage and plate 
current because of transit time. 


grid voltage, ®©, and 180° out of phase with the plate voltage, ®©. How- 
ever, since it takes an appreciable part of a cycle for the electrons to travel 
from cathode to plate, the current which is arriving at the plate at any 
instant must be different from the current leaving the cathode at that 
same instant. If a maximum number of electrons start toward the plate 
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at the same instant, they will not arrive at the plate until a short time 
later. Thus, the electrons which actually strike the plate make up the 
plate current, which lags the current emitted from the cathode. There- 
fore the plate current, shown by the dashed curve in figure 4280), lags 
the grid voltage by some small angle, and the phase difference between 
the plate current and plate voltage is greater than 180°. As a result of 
this shift, the power output decreases and the plate dissipation increases. 


(4) When an electron, which is a negative charge, approaches an 
electrode, it induces a positive charge on the electrode. As the electron 
approaches, the positive charge flows to the electrode; as the electron 
recedes, the positive charge flows away from the electrode. Thus, the 
electrons that form the plate current in a vacuum cause electrostatically 
induced currents in the grid as they move past it. In a low-frequency 
oscillator in which the grid is negative and the transit time is negligible, 
the number of electrons approaching the grid is always the same as the 
number of electrons going away from the grid. The current induced on 
one side of the grid by the approaching electrons is equal to that induced 
on the other side by the receding electrons. Since these currents are in 
opposite directions, the combined effect is zero. 


(5) However, when the transit time of the oscillator is an appreciable 
part of a cycle, the number of electrons approaching the grid is not 
equal at all times to the number going away. As a result, the electro- 
statically induced currents do not cancel. Thus, grid current can flow in 
an ultra-high-frequency oscillator even when the grid is negative relative 
to the cathode. This current consists of a movement of positive charges 
back and forth in the grid structure. The effect of this current is to 
produce in the grid itself a loss which may he considered as a loss that 
takes place in an imaginary input resistor connected between grid and 
cathode. The resistance of this imaginary resistor decreases rapidly as the 
frequency rises. At ultra high frequenceies this resistance may become 
so low that the grid is practically short-circuited to the cathode. pre- 
venting proper excitation of the tube. This additional ultra-high-fre- 
quency grid loss raises its temperature, which may become another limi- 
tation on the frequency at which a tube may generate oscillations. 


(6) Transit time may be decreased by reducing the spacing between 
electrodes, or by increasing the electrode voltages. Since insulation con- 
siderations prevent raising voltages greatly in many applications, tubes 
of special design are usually employed in applications where transit time 
effects may become serious. However, in many radar applications it is 
quite feasible to use plate voltages two or three times greater than the 
manufacturer’s rating because the unusual way in which the tubes are 
operated prevents the average plate dissipation from exceeding a safe 
value. 


92. NEGATIVE-GRID OSCILLATOR CIRCUITS. a. Concentric-line type. 
(1) Figure 429 shows the significance of the ever-increasing physical 
size of the tuning elements and tubes which creates an upper frequency 
limit for ultra-high-frequency oscillators. All three electrical circuits are 
resonant at 1.5 meters. The coil and capacitor tuned circuit is small 
compared to the relatively long lengths of the half-wave and quarter- 
wave concentric lines. The difference in the line lengths is caused by the 
fact that the half-wave line is open at both ends while the quarter-wave 
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Figure 429. Comparison of size of coil and capacitor circuit 
and concentric lines. 


line is shorted at one end. Both lines therefore are resonant at the same 
frequency. 

(2) Figure 430 shows a concentric-line tuned-grid tuned-plate oscil- 
lator in which the grid circuit is tuned by a quarter-wave shorted con- 
centric line. A small trimmer capacitor connected across the open end 
of the line may be used for fine adjustment of the resonant frequency. 
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Figure 430. Concentric-line tuned-plate tuned-grid oscillator. 


(3) The concentric line is well adapted for use in the frequency con- 
trol of ultra-high-frequency oscillators because it is completely shielded 
and offers the required high Q. Although the line may be resonant if its 
effective electrical length is near any multiple of a quarter-wave, the Q 
of the circuit is decreased by making the length longer than a quarter- 
wave. The resonant frequency of a line is proportional to the product 
of the inductance and capacitance, which is the same for A/4, 3A/4, 
5\/4, and so on. However, at a specified frequency, the Q is proportional 
to the ratio of the inductance to the resistance. Since the inductance is 
the same for 34/4, 5/4, etc., as it is for 1/4 (fig. 358), this factor is 
constant for any resonant length of line. But, as the line length is in- 
creased, the total resistance is also increased, making the O of the reson- 
ant circuit less. Since the power-handling capacity of an oscillator is 
limited by the break-down potential of the tuned circuit rather than by 
the amount of energy stored in the tank circuit, the use of a tuned line 
longer than a quarter-wave does not allow an oscillator to deliver higher 
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power. A line of large diameter must be used to prevent voltage break- 
down between the two conductors if high power is to be generated. 


b. Lecher-wire tuning elements. (1) Figure 427 shows a push-pull oscil- 
lator which makes use of resonant quarter-wave lines. Sliding bars or 
shorting strips are used for tuning. The grid bars may be varied for 
maximum stability, while the plate circuit can be adjusted for maximum 
output. Even though the plates are connected directly to the ends of the 
line, the loading on the line is comparatively light since the tubes are 
operated in series. Coupling to a resonant line may be accomplished by 
a hairpin loop about one-quarter of the length of the line. 


(2) Figure 431 shows a typical circuit for an ultra-high-frequency oscil- 
lator using quarter-wave concentric lines as resonant circuits for both grid 
and plate. The small capacitor C, at the end of the grid line serves to 
short the line effectively at this point, thus making the line equivalent to 
a tank circuit (fig. 343@)). Capacitor Cə serves the same function on the 
plate line. In ultra-high-frequency circuits the filament cannot be grounded 
directly by means of a bypass capacitor, as at lower frequencies, because 
of the high filament-lead reactance at these higher frequencies. In the 
circuit shown, the effect of the filament-lead inductance is eliminated by 
making this inductance part of a tuned line. The line is a half-wave in 
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Figure 431. Ultra-high-frequency oscillator using 
quarter-wave concentric lines. 


length from the cathode proper to ground, and is shorted effectively at 
the end away from the tube by the capacitors C and C4. Since a half- 
wave line shorted at the far end appears also to be shorted at the near 
end, C3 and C4 have the same effect as though they were connected 
directly from the cathode to ground inside the tube at the cathode itself. 


93. POSITIVE-GRID OSCILLATORS. a. General. A postive-grid oscillator 
operates with the grid potential positive with respect to the cathode, and 
plate potential at zero or slightly negative. High-frequency oscillations 
can be generated by making use of the finite transit time of the electrons 
in a positive-grid tube. The tuned circuit is usually placed between the 
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grid and plate, but it may be connected between any two electrodes. The 
frequency of oscillations is usually dependent on the values of the com- 
nonents of the resonant circuit. Under certain conditions, however, the 
frequency of oscillation, over a limited range of values of the circuit 
components, is independent of the external circuit, and depends only on 
the transit time of the electrons from cathode to plate. Oscillations of 
this second type were first observed by Barkhausen and Kurz. Conse- 
quently, the circuit in which such oscillations are generated is named 
after the discoverers. 


b. Theory of positive-grid oscillators. (1) To understand the action of 
a positive-grid oscillator, the motion of the electrons is first studied with 
the grid and plate potentials constant. In figure 432 an electron at L has 
just left the cathode K and is being drawn toward the highly positive 
grid G. By the time the electron reaches the grid, its velocity is high and 
it has gained energy by being accelerated. Either of two things may now 
happen. The electron may hit the grid and stop, delivering all of its 
energy to the grid in the form of heat; or the electron may pass through 
the space between the grid wires into the region between grid and plate. 
The positive grid still attracts the electron and the negative plate repels 
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Figure 432. Electron motion in a positive-grid oscillator 
with constant electrode voltages. 





it. These two forces cause the electron to slow down, and as it slows down 
it delivers its energy to the electric field between plate and grid. By the 
time the electron reaches the zero potential plane, at point M, it has lost 
all its energy and comes to rest for an instant. The attraction of the grid 
then causes the electron to move toward the grid again, so that the path 
that the electron follows is approximately that shown in figure 432. The 
electron acts like a ball attached to a rubber band, one end of which is 
firmly connected to the grid. If the ball is pulled over to the cathode and 
released, it is accelerated toward and travels past the grid, stretching the 
rubber band. When the energy that the ball possesses is transferred into 
stretch of the rubber band, the ball comes to rest for an instant. It will 
swing back and forth past the grid until at some time it hits one of the 
grid wires. | 

(2) The motion of the electrons is considerably different if the elec- 
trode “potentials are not constant. Assume that there is superimposed on 
the steady grid voltage a sinusoidally varying voltage having a period 
equal to the time required for an electron to move from the cathode to 
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the vicinity of the plate. If an electron leaves the cathode at the instant 
that the alternating component of the grid voltage is zero and changing 
from negative to positive, the motion will be approximately as shown in 
figure 433@), During the time that the electron moves from the cathode 
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Figure 433. Motion of an electron that absorbs energy from source 
of alternating grid potential. 


to the grid, the grid is more positive than it would be if in the absence 
oí the a-c voltage. Thus the acceleration at every instant in this portion 
of the path is greater than the acceleration caused by the steady grid 
voltage. At the instant that the electron reaches the grid plane the alter- 
nating component of grid voltage reverses, so that the attracting force of 
the grid on the electron is reduced while the electron is traveling from 
the grid toward the plate. Because the acceleration caused by the rela- 
tively large grid voltage in the interval to-t, is greater than the decelera- 
tion caused by the reduced grid voltage in the interval t¡-to, the electron 
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will probably strike the plate and be eliminated. However, if the electron 
comes to rest before it reaches the plate, the fact that the acceleration in 
the interval to-tz is greater than the decelration in the interval fg-t4 will 
insure that this electron will either strike the grid or reenter the cathode 
during the next cycle. 

(3) Because the acceleration of this electron is always greater than 
that provided by the steady grid voltage, and the deceleration is always 
less, the electron absorbs energy from the source of alternating grid 
voltage on both halves of the cycle. This electron therefore tends to damp 
out oscillation. However, the energy that the electron absorbs helps to 
eliminate it quickly from the interelectrode space. The energy absorbed 
by this electron causes the grid current to increase, as shown in figure 
4330). 

(4) An electron which is emitted a half-cycle later moves in the inter- 
electrode space (fig. 4340). In this case the grid voltage is swinging 
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Figure 434. Motion of an electron that gives up energy 
to source of alternating grid voltage. 
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negative through zero as the electron starts. Thus the accelerating voltage 
is the difference between the steady grid voltage and the alternating grid 
voltage, and the electron is not accelerated to as high a speed as in the 
case shown in figure 433, In addition, the decelerating voltage acting on 
the electron while it is traveling from the grid toward the plate is greater 
than that provided by the steady grid voltage. As a result, the electron 
does not approach the plate as closely as before. Since the grid voltage 
is low in the interval fo-ts, the acceleration during this time is less than 
the deceleration caused by the large grid voltage in the interval ts-t4. 
Therefore the electron comes to rest before it reaches the cathode. The 
fact that the electron stops before it strikes the cathode, while it would 
have reached the cathode if the grid voltage were constant, indicates that 
the electron has lost energy to the source of alternating grid voltage. 

(5) The moving electron induces on the grid a positive charge which 
moves toward the grid as the electron approaches, and away from the 
grid as the electron recedes: The effect of electrons oscillating about the 
grid is to produce an alternating current in the grid. Since the electron 
motion is in the same direction in both cases considered, the grid current 
in figure 4343) is of the same polarity as that in figure 433G). The grid 
current is in phase with the grid voltage in figure 433, indicating that the 
electrons absorb energy from the grid. However, in figure 434 the grid 
current is 180° out of phase with the grid voltage, indicating that the 
electrons deliver energy to the grid. The number of electrons which 
absorb energy from the grid is approximately the same as the number 
that deliver energy. However, the electrons that absorb energy are quickly 
eliminated from the interelectrode space, but those which deliver energy 
make several trips past the grid. As a result, the amount of energy de- 
livered to the grid is greater than that which is absorbed. The net energy 
thus delivered to the grid tends to maintain oscillations in the resonant 
circuit connected to the tube, since the voltage drop caused by the induced 
current reinforces the existing voltage in the circuit. 


(6) After the electron comes to rest at time t4 in figure 4340, it may 
make another trip toward the plate. However, on this trip the electron 
starts from a point which is positive with respect to the cathode, so that 
the accelerating voltage is less than on the first trip. As a result, the 
distance that the electron can move is reduced. Ultimately the electron 
will strike the grid.and be removed from the interelectrode space. On all 
trips, this electron contributes some energy to the grid, which accounts 
for the decreasing amplitude of the swing of the electron. 

c. Barkhausen-Kurz oscillator. (1) A circuit in which ultra-high-fre- 
quency oscillations can be generated is shown in figure 435. The resonant 
circuit is a section of transmission line which is tuned to a quarter-wave- 
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Figure 435. Barkhausen-Kurz oscillator. 
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length by the very low reactance of capacitor C. A capacitor is used as 
a shorting bar in this case to permit the grid to be held at a high positive 
potential and the plate at a slightly negative potential. The frequency 
of oscillation is controlled by the applied voltage and the spacing of the 
tube elements. The resonant line is used to provide voltage variations 
which are 180° out of phase on the grid and plate, but it may exert a 
slight control on the frequency of oscillation. The r-f chokes L4 and La 
are used to prevent loss of radio-frequency energy from the tuned line. 

(2) The Barkhausen-Kurz oscillator can be used to generate oscilla~ 
tions in the frequency range of 30 to over 2,000 megacycles per second. 
Because many electrons contribute nothing to sustaining the oscillations, 
and other electrons even tend to damp them out, this type of oscillator is 
very inefficient. As the frequency rises, the efficiency decreases. A repre- 
sentative value of efficiency is 2 percent or less. Since the power output 
of this type of oscillator is very low, other tubes, such as the klystron and 
magnetron, are in greater demand as ultra-high-frequency generators. 
Consequently, this type of oscillator is not used in radar, but a knowledge 
of how it operates is useful in understanding other more practical tubes 
in which the frequency of oscillation also depends on electron transit time. 


94, VELOCITY-MODULATED TUBES. a. General. A velocity-modulated 
tube is one in which the operation depends upon modulation or change 
in the speed of electrons passing through it. By means of this change of 
electron speed, the tube produces bunches of electrons separated by spaces 
in which there are few electrons. 


b. Theory of operation. (1) The first requirement is to produce a 
stream of electrons, all traveling with the same speed. This is accom- 
plished with an electron gun (fig. 436). The electrons are emitted from 
the heated cathode, and are attracted toward the accelerator grid which 
is maintained at a positive potential with respect to the cathode. Most of 
the electrons miss the grid wires and pass through the grid to form a 
beam of electrons, all traveling at the same speed. 
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Figure 436. Electron gun. 


(2) The beam of electrons is then passed through a pair of closely 
spaced grids, called buncher grids, each of which is connected to one 
side of a tuned circuit (fig. 437). The tuned circuit and the grids are at 
the same d-c potential as the accelerator grid. The alternating voltage 
which exists across the tank circuit causes the velocity of the electrons 
leaving the buncher grids to differ, depending on the time at which they 
pass through the grids. 

(3) The manner in which the buncher produces groups of electrons can 
be understood by considering the motion of individual electrons. An elec- 
tron that passes the center of the buncher at the instant that the alter- 


401 


jo ge 
i BUNCHED 
i 1] peni ta 
CATHODE 2 eedo0q099800Joo0jon. Lo 
oo0 o0 9009 6,0) 99 loo 0, 9 
© 100000,9 oloo slož e) 
ARTS 9029091 2.2192 Ses 
60 leees 9 01999 o” Ə 
ACCELERATOR 
GRID 
4. TUNED 
CIRCUIT TL-8600 


Figure 437. Buncher grids and electron gun. 


nating voltage is passing through zero leaves the buncher at the same 
velocity with which it entered. The positions that these electrons will 
occupy are plotted against time in figure 438 at A, E, and A’. The slope 
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Figure 438. Electron bunching (Applegate diagram). 


of these lines represents the velocity of the electrons. Electrons which pass 
the center of the buncher a few electrical degrees earlier than the point 
of zero voltage, as at C and D, leave with reduced velocity, since the 
decreased voltage of the buncher slows them up. Electrons that pass a 
few electrical degrees after the instant of zero voltage, as at F and G, 
leave with increased velocity, since the voltage of the buncher is now 
higher than that of the accelerator grid. If the space beyond the buncher 
is field-free, the faster electrons, F and G, will catch up with electron E 
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that left with unchanged velocity, and the slower electrons C and D will 
lag behind and hence draw near to E. At some point beyond the buncher 
grids, electrons C, D, E, F, and G will be close together in a group. 
Another electron, as at A’, that leaves the buncher a half-cycle later than 
E has its neighbors draw away. Consequently the electron stream down 
the tube consists of bunches of electrons separated by regions in which 
there are few electrons. 


(4) These bunches are allowed to pass through a similar second set 
of grids called catcher grids, coupled to another oscillating circuit. If the 
relative grid potentials are as shown in figure 4390, when each bunch 
of electrons reaches the first grid of this set the field is such that it slows 
down the electrons and thus absorbs energy from them. By the time the 
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Figure 439. Change of catcher-grid polarity with oscillation. 


bunch of electrons reaches the second grid of the set, the relative grid 
potentials are reversed, as shown in figure 439@, because it takes the 
group of electrons approximately a half-cycle to go from one grid to the 
other. Therefore, the second catcher grid also slows down the electrons, 
absorbing more energy from the electrons. Thus in delivering energy to 
the tuned circuit connected to the catcher grids the speed of the electrons 
is greatly reduced. After passing this second set of grids the spent elec- 
trons are removed from the circuit by a positive collector plate. 

c. Klystron. (1) A vacuum tube containing the electron gun, grids, 
and plate described above is called a klystron (fig. 440). Energy may be 
coupled into or out of each tuned circuit by using small coils inductively 
coupled to the tuned coil or by using coupling capacitors. If the output 
from the catcher is fed back into the buncher, and if the proper phase 
and energy relations are maintained between buncher and catcher, the 
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Figure 440. Klystron—schematic diagram. 
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tube operates as an oscillator. The successful operation of such a device 
requires that the energy needed for bunching be less than that delivered 
to the catcher. This amplifying action is possible because the electrons 
pass through the buncher in a continuous stream and through the catcher 
in definite bunches. 


(2) Since a continuous stream of electrons enters the bunching grids, 
the number of electrons accelerated by the alternating field between the 
buncher grids on one half-cycle of oscillation is equaled exactly by the 
number of decelerated on the other half-cycle. Therefore the net energy 
exchange between the electron stream and the buncher is zero over a com- 
plete cycle, except for the losses that occur in the tuned circuit of the 
buncher. 


(3) At the catcher a different situation exists. The electrons are trav- 
eling in bunches with the proper spacing so that they enter the catcher 
field only when the oscillating circuit is in its decelerating half-cycle. 
By this action more energy is delivered to the catcher than is taken from 
it, Thus the tube produces an amplification of power. 


(4) The klystron may be used as an amplifier, oscillator, or mixer. 
For work at high frequencies the tuned circuits of the buncher and 
catcher usually are cavity resonators (fig. 441) in which a grid is attached 
to each side of the cavity. These resonant cavities are very efficient, and 
are so small at extremely high frequencies that the entire cavity may be 
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Figure 441. Klystron tube with cavity, resonators. 


sealed inside the envelope of the tube. In this case, the cavity is tuned 
by varying the spacing of the cavity grids. Thus a slight flexing of the 
tube varies the effective capacitance of the tuned cavity circuit. In another 
type of construction the grid connections are brought out through the 
envelope of the tube and an external cavity is used, clamped around the 
tube. In such a system, the cavity is tuned by changing its effective in- 
ductance. This can be done; for example, by screwing plugs into the 
periphery of the cavity. Energy may be coupled into or out of the cavity 
resonators by means of one-turn coupling loops, placed as shown in figure 
441, which provide coupling with the concentric magnetic flux within the 
cavity. Energy is carried to or from these loops on coaxial lines. 


d. Reflex klystron. (1) A klystron tube, especially one using cavity 
resonators, is very critical to adjust since the tuning and spacing of the 
cavities are interdependent. Therefore, when it is desired to use a velocity- 
modulated tube as an oscillator only, a simplified form called the reflex 
klystron (fig. 442) is used. This tube is so named because the same set of 
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Figure 442. Schematic diagram of a reflex klystron. 


grids is used for both bunching and catching, and a negative repeller plate 
is provided to force the electrons to retrace their paths after their first 
passage through the grids. 


(2) By proper adjustment of the negative voltage on the repeller plate, 
the electrons which have passed the bunching field may be made to pass 
through the resonator again at the proper time to deliver energy to this 
circuit. Thus the feedback needed to produce oscillations is obtained and 
the tube construction is simplified. Spent electrons are removed from the 
tube by the positive accelerator grid or by the grids of the resonator. 
Energy is coupled out of the cavity by a one-turn coupling loop. The 
operating frequency can be varied over a small range by changing the 
negative potential of the repeller. This potential determines the transit 
time of the electrons between their first and second passages through the 
renator. However, the output of the oscillator is affected considerably 
more than the frequency by changes in the repeller voltage. This is be- 
cause the output depends upon the fact that the electrons go back through 
the resonator just at the time when they are bunched and at exactly the 
decelerating half-cycle of oscillating resonator grid voltage. The volume 
of the resonant cavity 15 changed to change the oscillator frequency. The 
repeller voltage may be varied over a narrow range to provide minor 
adjustments of frequency. 


(3) Three typical tubes of the reflex klystron type are the McNally 
tube, using an external cavity with screw plugs for tuning; the Pierce 
(or Shepard) tube, using a cavity sealed in the tube and tuned by means 
of flexing the tube envelope to vary the grid spacing; and the klystron 
417, a large tube with built-on cavity tuned by flexing the sides of the 
cavity. These reflex klystrons are by far the most widely used types of 
4 local or beating oscillators in ultra-high-frequency receivers. 


| ot aR e. Other tubes. The entire field of velocity modulation is very new. 





Consequently many new and different tubes using these principles may 
| be expected. At the present time tubes using these principles are the only 
ones offering possibilities as amplifiers as well as oscillators at extremely 


high frequencies. 
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95. MAGNETRONS. a. General. (1) Magnetron oscillators for genera- 
tion of ultra high frequencies are classified as electronic oscillators and 
negative-resistance oscillators. 


(2) An elecromc magnetron oscillator operates by reason of the elec- 
ron transit-time characteristics of a vacuum tube; that is, the time elec- 
trons take to travel from the cathode to the plate. This oscillator is capable 
of generating. very large peak-power outputs at frequencies in the thou- 
sands of megacycles. Although its average output is small, it is especially 
well adapted for pulse-type operation. 


(3) A negative-resistance magnetron oscillator operates by reason of 
a static negative resistance between its electrodes and has a frequency 
equal to the natural period of the tuned circuit connected to the tube. 


b. Basic magnetron. The magnetron is a type of diode in which a 
magnetic field is set up perpendicular to the electric field existing between 
the cathode and the plate. The magnetic field is provided by an electro- 
magnet in some instances and by a permanent magnet in others. Figure 
443 shows a basic magnetron tube in which the magnetic field is supplied 
by a permanent magnet. The tube consists of a cylindrical plate with a 
cathode placed coaxial with it. The tuned circuit (not shown) in which 
oscillations take place is connected between plate and cathode. 


c. Effect of magnetic field on electron flow. (1) When no magnetic field 
exists, heating the cathode results in a uniform and direct electron move- 
ment from the cathode to the plate surrounding it (fig. 443@)). However, 
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Figure 443. Basic magnetron. 
as the magnetic field surrounding the tube is continually increased, a 


single electron is affected as shown in figure 444, In figure 4440, the 
magnetic field has increased to a point where the electron proceeds to the 
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Figure 444. Effect of magnetic field on single electron. 
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plate in a curved rather than direct path. In figure 4440), the magnetic 
field has reached a value great enough to cause the electron just to miss 
the plate and return to the filament in a circular orbit. This value is the 
critical value of field strength. In figure 4440), the value of field strength 
has been increased to a point beyond the critical value, and the electron 
is made to travel to the filament in a circular path of smaller diameter. 


(2) Figure shows how the magnetron plate current varies under 
the influence of the varying magnetic field. In figures 443@ and 4440) 
the electron flow reaches the plate, so that there is a measurable plate 
current flowing. However, when the critical field value is reached, the 
electrons are deflected away from the plate and the plate current drops 
abruptly to zero. 

(3) When the magnetron is adjusted to the plate-current cut-off or 
critical field value and the electrons just fail to reach the plate in their 


= circular motion, the magnetron can produce oscillations at an ultra high 


frequency by virtue of the currents induced electrostatically by the mov- 
ing electrons. This frequency is determined by the time it takes the elec- 
trons to travel from the cathode toward the plate and back again. A 
transfer of ultra-high-frequency energy to a load is made possible by 
connecting an external circuit between the cathode and plate of the 
magnetron. 
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Figure 445. Split-anode magetron and its circuit. 


d. Split-anode negative-resistance magnetron. (1) The split-anode mag- 
netron is a variation of the basic magnetron which operates at a higher 
frequency and is capable of more output. Its general construction is 
similar to the basic magnetron, except that it has a split plate (fig. 4450). 
These half plates are operated at different potentials to provide an electron 
motion as shown in figure 446. The electron leaving the cathode and 
progressing toward the high potential plate is deflected by the magnetic 
feld at a certain radius of curvature. After passing the split between the 
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Figure 446. Movement of electron in split-anode magnetron. 


two plates, the electron enters the electrostatic field set up by the lower- 
potential plate. Here the magnetic field has more effect on the electron, 


407 





which is deflected at a smaller radius of curvature. The electron then con- 
tinues to make a series of loops through the magnetic and electric fields 
until it finally falls on the low potential plate. 

(2) Oscillations can be started by applying the proper value of mag- 
netic field to the tube. The value of field required is somewhat beyond the 
critical value which, for the split-anode tube, is the field required to cause 
all electrons to miss the plate when its halves are operating at the same 
potential. However, the alternating voltages impressed on the plates as 
a result of the oscillation generated in the tank circuit will cause electron 


motion such as that shown in figure 446, and current will flow. Since a ` 


very concentrated magnetic field is required for the negative-resistance 
magnetron oscillator, the length of the tube plate is limited to a few centi- 
meters for a magnet of reasonable dimensions. In addition, a small- 
diameter tube is required to make the magnetron operate efficiently at 
ultra-high frequencies. Both of these facts greatly limit the plate size 
and therefore impose a serious limitation on the permissible plate-heat 
dissipation. For this reason, a heavy-walled plate is used to increase the 
radiating properties of the tube. To obtain still greater dissipation, tubes 
with high outputs use an artificial cooling method such as forced air or 
water cooling. : 


(3) The output of magnetrons is somewhat reduced by the bombard- 
ment of the filament by electrons which travel in loops (fig. 444@) and 
(3)). This effect causes an increase of filament temperature under certain 
conditions of high magnetic field and high plate voltage, and sometimes 
results in unstable operation of the tube. Filament bombardment can be 
reduced by operating the filament at reduced voltage. In some cases the 
plate voltage and field strength also are reduced to prevent destructive 
filament bombardment. 
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Figure 447. Plate tank circuit of magnetron. 


e. Split-anode electron-resonance magnetron. (1) In this type of tube 
the plate itself may be so constructed as to resonate and function as the 
tank circuit. Thus, there are no external tuned circuits, and power is de- 
livered directly from the tube to a transmission line (fig. 447). The tube 
constants and operating conditions are such that the electron paths are 
somewhat different from those in figure 446. Instead of having closed 
spirals or loops, the path is a curve having a series of abrupt points (fig. 
448). Ordinarily this type of magnetron also has more than two segments 
in the plate. For example, figure 448 illustrates an eight-segment plate. 

(2) This type of magnetron is the most widely used at present for 
ultra high and super high frequencies. Modern designs have a reasonably 
high efficiency and relatively high output. However, one disadvantage of 
the electronic magnetron is that its frequency of oscillation is not ad- 
justable, since each tube is designed to operate on a particular frequency. 
In addition, its average power is limited by the filament emission and the 
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tube life desired. Furthermore, the peak power is limited by the maximum 
voltage which it can withstand without injury. 
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Figure 448. Electron path in electron-resonance magnetron. 


f. Proper operation of magnetrons. (1) When a magnetron is supplied 
with a rectangular plate-voltage pulse of proper magnitude and duration 
and is itself operating as it should, the ultra-high-frequency output wave- 
form should be as shown in figure 4490). If this output voltage is rectified 
and filtered, it appears as in figure 449@. If a nonrectangular pulse is 
supplied to the magnetron, or if the magnetron itself is not operating 
properly, the pulse envelope is not as shown in figure 449@). Hence, 
observation of the pulse envelope from a transmitter gives an indication 
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Figure 449. Output voltage of magnetron. 


of the magnetron performance. In general, if the frequency or plate 
voltage of a magnetron changes, the power output changes, which also 
makes a change in the observed pulse-envelope height. As a further 
check on the operation of magnetrons, coaxial wavemeters are sometimes 
used to measure the wavelength of oscillation or to check the relative 
power outputs between different tubes. 

(2) Under certain conditions, the frequency of the magnetron is very 
sensitive to the r-f tuning. In these cases, the mere variation in the im- 
pedance of the line resulting from faulty rotating joints or from other 
causes may shift the magnetron frequency by several megacycles. 

(3) A magnetron must not have its plate voltage applied when the 
magnetic field is not present. If this is done, the plate may be bombarded 
and the tube destroyed almost at once. 

(4) Another precaution to observe concerns the powerful permanent 
magnets which are frequently used to supply the magnetic field. Striking 
or jarring these magnets or touching them with a magnetic material such 
as a screw driver greatly lowers their field strength. 


SECTION XIII 
ANTENNAS 





96. RADIATION. a. Fundamental concepts. (1) A current alternating at 
a radio frequency flowing in a wire of finite length can produce electro- 
magnetic fields that may be disengaged from the wire and set free in 
space. The method of setting these waves free is discussed here. 


(2) The principles of the radiation of electromagnetic energy are based 
on the laws that a moving electric field creates a magnetic field and a 
moving magnetic field creates an electric field. The created field at any 
instant is in phase in time with its parent field, but is perpendicular to 
it in space. Although previously a conductor was always considered to 
be present when a moving electric or magnetic field was mentioned, the 
laws which govern these fields say nothing about a conductor. These laws 
hold true whether a conductor is present or not. 


(3) In figure 450@ a piece of wire is cut in half and attached to the 
terminals of a high-frequency alternating-current generator. The fre- 
quency of the generator output is chosen so that each half of the wire 
is one-quarter of the wavelength of the generator output. The result is 
a common type of antenna known as a dipole. 


(4) At a given time, the right side of the generator is positive and 
the left side negative. Since like charges repel, electrons will flow away 
from the negative terminal as far as possible while the positive terminal 
will draw electrons to it. Figure 450@) shows the direction and distribu- 
tion of electron flow. The distribution curve shows that most current flows 
in the center and none at the ends. There is no place for the electrons 
to go when they reach the end of the wire; therefore the current at the 
ends must be zero. The current distribution over the antenna will always 
be the same no matter how much or how little current is flowing, but the 
current amplitude at any given point on the antenna will vary directly 
with the amount of voltage developed at the generator terminals. The 
generator is a sine-wave generator; so the current amplitude, but not 
necessarily the current distribution, will vary as a sine wave. _ 


(5) One-quarter of a cycle after electrons have begun to flow because 
of the voltage developed by the generator, the generator will develop its 
maximum voltage and the current will decrease to zero. At that time, 
the condition shown in figure 450G) will exist. No current will be flowing, 
but there will be a maximum amount of electrons at the left end of the 
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Figure 450. Development of an antenna. 


line and a minimum at the right end. The distribution of the charges 
(and consequently voltage) will be as shown with most of the charges 
at the ends trying to get as.far as possible from the generator terminals. 
As was true with the current distribution, the charge distribution along 
the wire will always be the same although the magnitude of the charge at 
any given point on the antenna will vary as the voltage of the generator 
varies. 

(6) The conclusions which may be drawn from (4) and (5) above 
are: 

(a) A current of which the amplitude varies sinusoidally with the 
generator voltage flows in the antenna. Its distribution must always be as 
shown in figure 4506). 

(b) A sinusoidal distribution of charge, as shown in figure 4506), 
exists on the antenna. Every half-cycle the charges reverse position. 


(c) The sinusoidal variation in charge magnitude lags the sinusoidal 
variation in current by one-quarter of a cycle or 90°. 

b. Induction field. A current flows in the antenna; therefore a mag- 
netic field, H, is set up around the antenna (fig. 451@)). Separated posi- 
tive and negative charges also appear on the antenna, causing an electric 
field, E, to be set up. This field is represented by lines of force drawn 
between the positive and negative charges ( fig. 451@)). Since the current 
and charges producing these fields are 90° out of phase, the two fields 
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Figure 451. Fields around an antenna. 


must also be out of phase 90%. Thus, in spite of the fact that they are 
perpendicular, these fields do not constitute the radiated electromagnetic 
field referred to in a(2) above. These fields constitute the induction field, 
the energy of which cannot be detached from the antenna. Its amplitude 
varies inversely as the square of the distance from the antenna, and con- 
sequently its effect is quite local. 


c. Radiation field. (1) Consideration will now be given only to the 
electric field set up about the antenna. The charges producing this field 
are constantly moving from one end of the antenna to the other as the 
polarity of the voltage at the generator changes. At one instant, one end 
of the antenna is positive. An instant later, the antenna is uncharged. 
A negative charge next appears where the positive charge was; then the 
antenna is again uncharged and the whole cycle repeats. 


(2) In figure 452@ flux lines are drawn between positive and negative 
charges. An instant later in figure 452@) the antenna is nearly discharged 
as the charges approach each other and bring together the two ends of 
the flux lines associated with them. When the charges do touch, they seem 
to disappear, and their flux line should also disappear. Most of the flux 
which represents the induction field does disappear, but some flux is re- 
pelled by other lines nearer the antenna and, as in figure 4520), the 
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Figure 452. Creation of closed electric flux lines 
on a half-wave antenna. 


repelled flux lines are left with their heads touching their tails. A closed 
electric field will be created without an associated electric charge. 


(3) An instant after the independent field has been formed, the 
antenna charges again in the opposite direction and produces lines of 
force that repel the recently formed independent electric field. Figure 
452@) shows that the repelling field is of the proper polarity to do this. 
The radiated field is forced away from the antenna at the speed of light. 


(4) As previously stated, a moving electric field generates a per- 
pendicular magnetic field in phase with it. Since the radiated electric field 
of the previous paragraph is moving, it generates a magnetic field in 
accordance with this principle. The result is a radiated electromagnetic 
field that can travel great distances and deliver a usable part of its energy 


to a receiving antenna. 


(5) In the preceding discussion, the magnetic field generated by the 
antenna current has been ignored as a factor in generating radiated fields, 
but, by similar reasoning, magnetic lines of force may become detached 
from the antenna. Since these detached lines will move away from the 
antenna, they will generate a perpendicular in-phase electric field. The 
result is also a radiated electromagnetic field. 


(6) The electromagnetic radiation from the antenna apparently is 
made up of two components: the electric-generated field and the mag- 
netic-generated field. The two fields are identical in composition, but 
occur 90° out of phase in time. It can be shown that these fields will add 
and give a single sinusoidally varying radiated field. | 


d. Reception. Tf a radiated electromagnetic field passes through a 
conductor, some of the energy in the field will set electrons in motion 
in the conductor. This electron flow constitutes a current that varies 
in accordance with the variations of the field. Thus a variation of the 
current in a radiating antenna causes similar varying current in a con- 
ductor at a distant location. Any intelligence being produced as current 
in a transmitting antenna will be reproduced as current in any receiving 
antenna. The characteristics of receiving and transmitting antennas are 
quite similar, so that a good transmitting antenna is also a good receiving 
antenna. 


97. BASIC ANTENNA PRINCIPLES. a. General. (1) An antenna is a 
conductor or system of conductors which serves to radiate or intercept 
energy in the form of electromagnetic waves. In its elementary form an 
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antenna or aerial may be simply a length of elevated wire like the com- 
mon receiving antenna for an ordinary broadcast receiver. However, for 
communication and radar work, other factors make the design of an 
antenna system a more complex problem. For instance, the height of 
the radiator above ground, the conductivity of the earth below it, and 
the shape and dimensions of an antenna all affect the radiated-field pat- 
tern in space. Also, the antenna radiation often must be directed between 
certain angles in either the horizontal or the vertical plane or both. 

(2) An antenna may be constructed to resemble a resonant two-wire 
line with the wires so arranged that the field produced by the currents 
in the wires add in some directions instead of cancelling completely. 


Figure 453@) shows one way to provide a wide spacing by making the . 


earth one conductor, In this manner the fields resulting from the current 





TL-8614A 


Figure 453. Half-wave antenna. 


I expand considerably further into space than if the other conductor 


were near by, and therefore can be detached by rapid reversals much 
more easily, Another way to accomplish the radiation is to spread the 
ends of the two-wire line shown in figure 4536) to the position shown in 
G). The currents which cancel each other’s fields in (2) now aid in pro- 
ducing a field in space in (3) like that produced in ®©. 

(3) The antenna in figure 4530) can be extended as shown in figure 
454. Current flowing to the right is represented by a positive distribu- 
tion curve, and current flowing to the left by a negative curve. Similarly, 
voltages at any point on the antenna are positive or negative according 
to the position of the voltage curve above or below the antenna. The 





Figure 454, Multiple half-wave antenna. 


effectiveness of such an antenna is not greatly increased since currents 
flowing in opposite directions side by side produce cancelling fields in 
some directions. The result is that the intensity of the radiated field at 
various points in space is considerably changed when compared to the 
field of the simple dipole. 
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(4) Nonresonant lines also can be expanded to antennas, but they 
prove inefficient. Resonant conductors are more efficient radiators since 
they have large standing waves of voltage and current and hence intense 
fields with a minimum of generator current and voltage. Thus the an- 
tenna of figure 453() which is cut to an electrical half-wavelength, also 
radiates other frequencies, but its effectiveness as a radiator diminishes 
as the standing waves of current and voltage decrease. 


b. Electrical length. If an antenna is made of extremely small wire and 
is isolated perfectly in space, its electrical length corresponds closely to 
its physical length. Thus in free space a one-wavelength antenna for 
10 meters would be 10 meters in length, a two-wavelength antenna for 
10 meters would be 20 meters in length, and a half-wavelength antenna 
would be 5 meters in length. In actual practice, however, the antenna is 
never isolated completely from surrounding objects and the velocity of the 
wave along the conductor is always less than the velocity in space. At 
frequencies above 30 megacycles a correction factor of approximately 
0.95 must be used. While the physical length of an antenna varies with 
different installations, the following formula gives the physical length 
of a half-wave antenna for a given frequency. It does not apply to an- 
tennas longer than a half wave: 

492 X 0.95 __ 468 
E f 
where 1 is length in feet and f is frequency in megacycles. 

c. Antenna input impedance. (1) The antenna input impedance de- 
termines the antenna current at the feed point for the value of r-f voltage 
at that point. It may be expressed mathematically by Ohm’s law for 
alternating current: 


1 


Z = E/I 
where Z is the anténna impedance and E and J are the r-f voltage and 
current, respectively. Impedance is also expressed as 


Z == MESA? 
where R and X are the input resistance and reactance, respectively. 


(2) In a half-wave antenna, the current is a maximum at the center 
and zero at the ends, while the voltage is a maximum at the ends and 
minimum in the center. The impedance, therefore, varies along the an- 
tenna and is a minimum at the center and a maximum at the ends. In 
the case of a half-way antenna isolated in free space, the impedance is 
approximately 73 ohms at the center and 2,500 ohms (allowing for 
losses) at the ends. The intermediate points have intermediate values of 
impedance. 

(3) Figure 455 is a plot of the input resistance and reactance of 
centerfed antennas of any length up to 2A. The values are plotted against 
the half-length of the antenna. Both a thin and a thick antenna are plotted 
so that the effect of the diameter of the wire is apparent. The curves 
show that an antenna may be either inductive or capacitive depending 
on its length, and abrupt charges of impedance occur near the 1/2 and 
Ahalf-lengths. The points in figure 4556) where the reactance curves 
cross zero indicate the resonant lengths of the antenna. Because the 
curves are plotted in terms of the free-space wavelength, the effect of 
the reduced velocity of the wave motion along the antenna is shown 
by the curves. Thus, a half-wave antenna element is resonant only when 
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it is less than the free-space half-wavelength. This foreshortening is 
caused by increased capacitance associated with the elements. If the 
diameter of the radiator is large, for example 1/500, the capacitance 


is greater than for a thin element. As a result, the large-diameter radi- 
ator is foreshortened more than the thin radiator. 
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Figure 455. Impedance curves for a center-fed antenna. 


416 


<=. 





(4) Figure 455 may be used to calculate the input impedance of center- 
fed antennas. The impedance of a thin (diameter = ),/50,000) antenna 
of half-length 54/8 is given by the formula 


Z = VR? + X?2 
From the curves in figure 455, R = 150 ohms, and X = —1,100 ohms; 
therefore, 
Z = V 1502 + (—1,100)2 = 1,110 ohms : 
Thus, a feedline to a 51/8 center-fed antenna in free space must be 
designed to present a reactance of +1,100 ohms and a resistance of 
+150 ohms for maximum transfer of energy to the antenna. 

(5) The input impedance of an antenna is affected by the presence 
of nearby conductors. Any object that can be affected by the induction 
field will distort the field and the antenna voltage and current distribu- 
tion. Therefore, the input impedance will be changed and necessary 
corrections must be made to obtain the best match to each antenna. Since 
this effect is almost always difficult if not impossible to calculate, cor- 
rections are usually determined by trial and error. 


d. Radiation resistance. (1) Radiation resistance is an intagible re- 
sistance that is the measure of the actual radiation of energy into space. 
It is defined as the ratio of the total power radiated to the square of 
the effective value of the maximum current in the radiating system. For 
a half-wave antenna, this resistance is approximately 73 ohms and equals 
the input resistance of the center of the antenna. In genéral, however, 
the input resistance and the radiation resistance are not equal. 


(2) Figure 456 shows how the radiation resistance varies with an- 
tenna length for an antenna in free space. For a half-wave antenna the 
radiation resistance is approximately 73.2 ohms, measured at the cur- 
rent maximum which is at the center of the antenna. For a quarter-wave 
antenna measured at its current maximum, the radiation resistance is 
approximately 36.6 ohms. The radiation resistance is also affected some- 
what by the height of the antenna above ground and by its proximity 
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Figure 456. Radiation resistance of antennas measured 
at current maxima for various lengths. 


to other nearby objects. Other small losses from an antenna are caused 
by the ohmic resistance of the conductor, corona discharge, and insulator 
losses. 

e. Wave polarization. (1) The position of an antenna in space deter- 
mines the polarization of the emitted wave. Thus an antenna which is 
vertical with respect to the earth radiates a vertically polarized wave, 
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Figure 457. Vertical and horizontal polarization. 
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while a horizontal antenna radiates a horizontally polarized wave. Figure 
457 shows the vertical electric field of a vertical antenna and the hori- 
zontal electric field of a horizontal antenna. For low frequencies this 
polarization continues to be the same while the radiated field travels 
through space. At high frequencies, however, the polarization usually 
varies, sometimes quite rapidly, because the wave splits into several 
components which follow different paths. These paths will not be the 
same length; therefore the recombined electric vectors will not be parallel 
in general. If this is the case, the path traced by the point of the resultant 
vector may be circular or elliptical and such a radiated field is known as 
either a circular or elliptically polarized field. 


(2) When the antennas are close to the ground, vertically polarized 
waves yield a stronger signal close to the earth than do horizontally 
polarized waves. However, when the transmitting and receiving antennas 
are at least one wavelength above ground, the two types of polarization 
give approximately the same field intensities near the surface of the 
earth. When the transmitting antenna is several wavelengths above 
ground, horizontally polarized waves result in a stronger signal close to 
the earth than is possible with vertical polarization. 

f. Field strength. Field strength, which refers to the value of the elec- 
tric field at a given point, is measured in terms of volts per meter. One 
volt per meter is equivalent to a potential of 1 volt induced in an antenna 
wire 1 meter long. Since a volt per meter is too large a unit for most 
practical considerations, millivolts per meter and microvolts per meter 


418 








rn 


" 
p FEC N + i d 
E Paeon Aled. 


are used more frequently. For example, if 50 microvolts are generated 
between the ends of a conductor 1 meter long when a radiated wave 
cuts across it, the field strength is 50 microvolts per meter or 50 pv/m. 
At the higher frequencies the intensity of the electric field is usually 
greater at high altitudes than near the ground because of the cancela- 
tion caused by ground reflection. 


g. Polar diagrams. The variation of signal strength around an an- 
tenna system can be shown graphically by polar diagrams, which are 
simply circular charts which resemble the face of a compass. Zero is 
taken at the center of the chart while its circumference is laid off in 
angular degrees. Computed or measured values of field strength then 
may be plotted radially in a manner that shows both magnitude and di- 
rection for a given distance from the antenna. Field strengths in the 
vertical plane are plotted on a semicircular polar chart and are referred 
to as vertical polar diagrams. 


98. BASIC ANTENNAS. a. Half-wave dipole. A half-wave dipole con- 
sists of two lengths of wire rod, or tubing, each a quarter-wave long at 
a certain frequency. Sometimes known as a half-wave Hertz or half-wave 
doublet, it is a basic unit from which many more complex antennas are 
constructed. It operates independently of ground and therefore may be 
installed far above the surface of the earth or other absorbing bodies. 
For a half-wave dipole, the current is maximum at the center and zero 
at the ends while voltage is minimum at the center and maximum at the 
ends. | 


b. Vertical grounded antenna. (1) The vertcial quarter-wave antenna 
acts like one-half of a half-wave antenna, and the ground or earth acts 
as a mirror to supply the missing quarter-wave section (fig. 458). The 





Figure 458. Vertical quarter-wave grounded antenna. 


current maximum of a quarter-wave vertical antenna, therefore, is at 
the base rather than at the center of the antenna, as in the case of the 
half-wave dipole. Sometimes this type of of grounded antenna is re- 
ferred to as a Marconi antenna. 


(2) A vertical grounded antenna must be an odd number of quarter- 
wavelengths long if resonance is to be obtained at the base. For example, 
if the antenna is less than a quarter-wavelength high, it will be capacitive 
at the base, and a coil must be added in series to make it resonant. Tf 
the antenna is over a quarter-wavelength high, but less than a half- 
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wavelength high, the input at the base will be inductive, requiring the 
addition of a capacitor in series with the feed to make the input resonant. 


(3) The current distribution on a vertical grounded antenna must 
always be such that the current is zero at the top end. The magnitude 
of the current increases as the distance from the top is increased, until 


the current reaches a maximum a quarter-wave from the top of the 
antenna (fig. 458). 


99. RADIATION PATTERN FOR HALF-WAVE ANTENNAS. a. General. 
Since the current is greatest at the center of a dipole, maximum radia- 
tion takes place at this point and practically no radiation takes place 
from the ends. If this antenna could be isolated completely in free space, | 
its radiation would be at right angles to the plane of the conductor and 
would encircle the conductor completely. The shape of the radiation | 


pattern would resemble a doughnut with the antenna wire passing through 
its center (fig. 459@). 
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Figure 459. Radiation pattern of dipole. 


. b. Vertical dipole. The vertical dipole radiates equally in all directions 
in the horizontal plane. Figure 4598) shows the field pattern in the 
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horizontal plane which is obtained from a vertical dipole. Since a cir- 
cular field pattern is created, the field strength is the same in any compass 
direction. 


e. Vertical radiation. Theoretically the vertical dipole in free space 
has no vertical radiation along the direct line of its axis. However, it 
may produce a considerable amount of radiation at other angles measured 
to the line of the axis. Figure 459@) is a vertical cross-section of the 
radiation pattern shown in figure 459@). The radiation along OA is zero 
but at another angle represented by AOB there is appreciable radiation. 
At AOC, the radiation is still greater. Because of this vertical directivity 
or variation in field strength at different vertical angles, a field-strength 
pattern taken in a horizontal plane of a vertical half-wave antenna must 
specify the vertical angle of radiation for which the pattern applies. 

d. Horizontal dipole. If a horizontal dipole is used, the free-space pat- 
tern of figure 45960) applies if it is rotated 90°. Thus figure 4594) shows 
the doughnut pattern for a horizontal half-wave dipole cut in half. The 
maximum radiation takes place in a line perpendicular to the center of 
the antenna. As the angle decreases from 90° the radiation also decreases. 
This variation is shown by the relative lengths of the vectors. Thus the 
horizontal dipole has a decided bidirectional characteristic in the hori- 
zontal plane. 


100. FOLDED DIPOLES, A single dipole presents a resistance of about 
73 ohms when measured at the center. This relatively low input impe- 
dance may be preferable in some cases in which a low-impedance trans- 
mission line is to be used to feed the dipole. In other cases, however, in 
which an open-wire line is the method of feeding, a higher-impedance 
feed point on the antenna is more desirable. If two or more dipoles are 
connected as shown in figure 460 the input impedance can be increased 
because the total length of the radiating element is now approximately 
one wavelength, so that the antenna is fed with high voltage and low 
current. This two-wire half-wave doublet consists of two parallel, close- 
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Figure 460. Folded dipole. 


ly spaced half-wave wires connected together at the ends and fed in 
phase. Very small spacing d between the wires, for example 1/100, can 
be used for wavelengths above approximately 4% meter. With the an- 
tenna in free space, the input impedance is about 300 ohms. Thus it is 
practical to connect an open-wire transmission line of this impedance 
directly to the terminals of the antenna without a matching transformer. 


101. ANTENNA FEEDLINES. a. General. The process of supplying pow- 
er to the antenna is termed feeding or exciting the antenna. There are 
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two primary types of feed systems: the resonant line and the nonresonant 
line. If a half-wave antenna is fed at its end where the voltage is at a 
maximum, the antenna is said to be voltage fed. On the other hand, if it 
is fed in the center where the current is at a maximum, it is said to be 
current fed. 


b. Resonant line. The resonant transmission line is not widely used as 
an antenna-feed method because it tends to be inefficient and is very 
critical with respect to its length for a particular operating frequency. 
However, in certain high-frequency applications, resonant feeders some- 
times prove convenient. 


c. Nonresonant line. The nonresonant feedline is the more widely used. 
The open-wire line, the shielded pair, the coaxial line, and the twisted 
pair may be used as nonresonant lines. This type of line has negligible 
standing waves if it is properly terminated in its characteristic impedance 
at the antenna end. It has a great advantage over the resonant line in 
that its operation is practically independent of its length. 


102. DIRECTIONAL ANTENNAS. a. General. (1) All practical anten- 
nas are directive to some extent. In general, however, the term direc- 
tional antenna refers to a radiating system which has been designed de- 
liberately to concentrate its radiation in a relatively narrow beam. 


(2) R-f energy can be reflected in much the same manner as light 
energy and under the same condition that the dimensions of the re- 
flector must be large compared to the wavelength of the energy to be 
reflected. Parabolic metallic reflecting surfaces are used to beam the 
r-f energy in a fashion similar to beaming of light by an automobile 
headlamp. This type of beam transmission is most practical for ultra- 
high-frequency use in which the physical dimensions of the radiating 
systems are small. 

(3) Directional effects are also produced by the use of two or more 
antennas so spaced and phased that radiation from the antennas adds in 
some preferred directions and cancels in other directions. 

b. Principle of two-element array. (1) When two antennas 4 and B, 
a half-wave apart, are excited in phase, their radiation is concentrated 
along a line at right angles to their plane (fig. 461). 

(2) The reason for this directional effect is as follows: Since the 
currents of A and B are equal and in phase, the fields radiated at any 
instant are identical in polarity, phase, and amplitude. However, by 
the time energy from A reaches B, because of the time required for 
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Figure 461. Horizontal radiation pattern of two vertical antennas 
spaced a half-wave apart and fed in phase. 
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energy to travel a half-wavelength, the phase of the energy in the field 
at B has changed by a half-wavelength or 180° and the two fields prac- 
tically cancel. The same condition applies to energy radiated from B 
reaching A. Thus, the radiation in the plane of the two antennas is 
reduced to a negligible value. At the same time the radiation fields of 
the two antennas arriving at any point at right angles to.the plane of the 
antennas are in phase and therefore add, producing a stronger radiation 
field at that point. This type of two-element array has a bidirectional 
field pattern, since the radiation is in the plane perpendicular to the 
array. If radiation is wanted in only one general direction, a different 
element arrangement must be used, or the elements must be fed out of 
phase. 

(3) If two identical antennas are placed parallel to each other, spaced 
one quarter-wavelength or 90° apart, and driven with equal currents 
having a phase angle of 90°, the radiation pattern will be unidirectional. 
By the time the radio wave leaving antenna A in figure 4620) reaches 
antenna B, the wave leaving antenna B will have the same phase so that 
the two waves add to produce maximum radiation to the right. How- 
ever, by the time the radio wave leaving antenna B reaches antenna 4 
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Figure 462. Radiation patterns of two antennas used to obtain 
maximum radiation in only one direction. 
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the wave leaving antenna A will be 180° out of phase, causing complete 
cancelation to the left. At other angles the waves add to give intermedi- 
ate values as shown in figure 4620) for the vertical plane and figure 462G) 
for the horizontal plane. The solid surface pattern of figure 462G) gives 
a better idea of the radiation in other directions. 


c. Parasitic elements. (1) If an antenna slightly longer than a half- 
wavelength and not connected to a power source is placed paralled to and 
slightly less than a quarter-wavelength from a driven half-wave antenna, 
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it will act as a parasitic reflector. It absorbs power and reradiates it with 
such a phase relation to the original radiation that the fields of the two 
antennas add in one direction and subtract in the other, producing the 
field pattern shown in figure 462(4). A parasitic element shorter than a 
half-wavelength placed parallel to and slightly less than a quarter-wave- 
length from a half-wave driven antenna is a director. It absorbs power 
and reradiates it with such a phase relation that the fields of the two 
antennas add in the direction of the director as shown in figure 4626). 


(2) When the field produced by the driven antenna cuts the reflector, 
it induces a voltage in the reflector in such a direction as to produce a 
field opposite in polarity to the inducing field. If the reflector is properly 
designed, the induced field is comparable in magnitude to the inducing 
field. In practice the reflector is assumed to set up about 85 percent of 
the field of the driven antenna. Therefore, only a small amount of energy 
can travel beyond the reflector because two fields cancel when they are 
of opposite polarity and in time phase. However, by the time any energy 
from the reflector field reaches the radiating antenna, the time of one 
half-wavelength has elapsed since the initial radiation of energy and 
therefore the field of the antenna has reversed its polarity. Since the 
energy from the reflector arrives at the driven antenna exactly in time 
phase and having the same polarity, it adds to the antenna field. Thus, 
the effective radiation is in a direction away from the reflector. 


d. Directivity of antenna. (1) The directivity of an antenna system re- 
fers to the sharpness or narrowness of its radiation pattern. An antenna 
with a sharp pattern in the horizontal plane has good horizontal direc- 
tivity. An antenna with a sharp pattern in the vertical plane has good 
vertical directivity. Antennas which have directivity for transmitting 
exhibit similar directivity when used for receiving. 


(2) A wide variety of field patterns can be obtained even with a simple 
directional system containing only one parasitic element. Two variables 
can change this pattern: the length or tuning of the parasitic element, and 
the spacing between the parasitic element and the driven element. 


(3) The parasitic element should be spaced one quarter-wavelength 
from the driven element to provide the required cancelation and rein- 
forcement of the radiation from the driven element. However, if the 
physical spacing is made less than a quarter-wavelength, the required 
time delay must be provided by electrical means. This process is an 
application of the fact that the current lags in a circuit which is pre- 
dominantly inductive and leads in a circuit which is predominantly capaci- 
tive. Therefore, if a reflector parasitic element is placed less than one 
quarter-wavelength behind the driven element, for example, one-eighth 
wave or 45°, the current in this element can be made to lag by the same 
amount. Hence the resonant frequency of the reflector must be made 
slightly lower than that of the driven element so that it js sufficiently 
inductive at the operating frequency to produce the required 45° current 
lag. The reflector, then, must be slightly longer physically than the 
driven element. 


(4) A similar consideration shows that when a director is spaced less 
than a quarter-wavelength in front of the driven element, its length must 
be made slightly less than that of the driven radiator. It then acts as a 
capacitive reactance and causes the current in the director to lead. It 
must be tuned to provide the lead in current which will cause the waves 
to add in the forward direction. 
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e. Power gain of antenna. (1) Power gain is a term used to express 
the power increase of one antenna over a standard antenna used for 
comparison, usually a half-wave antenna having the same polarization 
as the antenna under consideration. Power gain used in connection with 
directional antennas is usually measured in the optimum direction of the 
antenna. Power gain is sometimes called power ratio. In this case, either 
the ratio between the power in two antennas may be indicated, or the 
ratio of the front and back radiation from a unidirectional array may 
be represented. 


(2) Figure 463 shows the effect of the element spacing on the power 
gain of an array as compared to the field strength of a half-wave antenna 
alone. Curve A shows the power gain for director spacings in wavelengths 
between a half-wave director and the driven half-wave radiator. Curve B 
shows the power gain for half-wave reflector spacings between the reflec- 
tor and the driven half-wave radiator. Note that a reflector provides only 
a very small amount of gain when spaced at a distance of 0.10 wave- 
length from the driven element and that the gain falls off sharply at 
spacings of around 0.075 wavelength. The director, however, may have 
useful gain at much smaller spacings. 
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Figure 463. Relative power gains of parasitic arrays for 
different reflector and director spacings. 
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Figure 464. Examples of multielement parasitic antenna. 
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f. Multielement parasitic arrays. Several parasitic elements can be used 
in conjunction with a driven antenna to increase further the directivity 
and power gain. Various practical combinations of antenna, reflector, and 
director are shown in figure 464. The theoretical power gain of direc- 
tional antenna arrays composed of an excited element and various 
numbers of parasitic elements is as follows: 


Number of elements Power gain 
2 2.5 
3 3.6 
4 5.0 
5 6.4 


The advantages of multielement arrays are therefore apparent when a 
unidirectional powerful beam with a minimum front-to-back ratio is 
required. Arrangements such as shown in figure 464@) and @ are often 
termed Yagi arrays. Figure 465, showing the type of pattern they. pro- 
duce, demonstrates how several parasitic elements concentrate radiation 
in a narrow beam. 
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Figure 465. Field pattern produced by Yagi array. 


103. PHASED ARRAYS. a. General. (1) The two most widely used types 
of phased systems are the colinear and the broadside. The colinear an- 
tenna consists of two or more half-wave radiators placed end to end and 
excited in phase. Maximum radiation is perpendicular to the axis of the 
elements and is bidirectional when the antennas are horizontal. When a 
colinear array is vertical above the ground it is sometimes called a 
Franklin antenna. The broadside antenna consists of two or more ele- 
ments placed back to back or in parallel with each other. The maximum 
radiation is broadside to the plane of the elements and is also bidirectional. 


(2) Another type of directional antenna sometimes used is the end-fire 
array. This antenna consists of two or more half-wave radiators placed 
parallel to each other but excited out of phase. The exact phase difference 
is dependent on the separation and the desired pattern. The maximum 
radiation is in the plane of the wires through the centers of the elements. 
Radiation from the end-fire array is either bidirectional or unidirectional 
depending upon the separation and phase difference of the elements. 

b. Colinear antenna. (1) The simplest form of colinear antenna array 
consists of two horizontal antennas a half-wave long erected so that they 
are in line with their free ends directly opposite, and fed in phase (fig. 

). The resulting radiation is in a direction at right angles to the 
plane of the antenna conductors. Three-element and four-element colinear 
arrays appear in figure 466@) and @). The field patterns for all three 
types are shown in figure 467. Note how the beam becomes sharper as 
the number of elements is increased. 
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Figure 466. Colinear or Franklin antenna. 
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Figure 467. Horizontal field patterns for horizontal colinear arrays. 


(2) Two half-wave sections in phase give a power gain approximately 
1.6 greater than a single half-wave antenna. Three sections have a power 
gain of approximately 2.6, and four sections have a power gain of 
approximately 3.2. 

(3) When a colinear system is oriented horizontally it has most of its 
directivity in the horizontal plane; when it is oriented vertically most of 
the directivity is in a vertical plane. A colinear system may be made 
unidirectional by the use of reflecting wire or a metal reflecting screen. 


c. Broadside array. (1) If colinear elements are stacked above and be- 
low another set of similar elements the result is a broadside array. This 
array is sometimes called a billboard array, particularly when it is backed 
up by a sheet metal or screen reflector. Quite high power gains may be 
obtained with broadside arrays, depending on the spacing, number, and 
tuning of the elements. 


(2) Figure 468 shows a broadside radiator consisting of a number 
of half-wave sections so arranged as to concentrate energy in a hori- 
zontally narrow beam and at very low angles above the horizon. This 
low-angle radiation is obtained by arranging several in-phase half-wave 
antennas one above the other and separating them by a half-wavelength. 
This method of stacking the dipoles practically eliminates vertical radia- 
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Figure 468. Broadside array. 


tion. In all, sixteen horizontal half-wave antenna elements are shown, 
four in line horizontally and four in parallel vertically. Equivalent polari- 
ties and voltages on all adjacent elements are separated by a half-wave- 
length. This separation is accomplished by spacing the antennas a half- 
wavelength apart vertically and by transposing the half-wave transmission 
lines between antenna sections. 


(3) Without a reflector this antenna would radiate a narrow beam of 
energy in both directions at right angles to the plane of the conductors. 
Unidirectional operation may be obtained by erecting a similar array of 
parasitic reflectors from one-tenth to one-quarter-wavelength behind the 
first antenna. Better results may be obtained with a sheet metal or metal 
screen reflector. Figure 469 shows the typical energy distribution from 
an antenna array like that shown in figure 468 but with a reflector added. 
The energy is in a well-confined beam approximately 20° wide, 
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a PLANE OF REFLECTOR 
Figure 469. Field pattern for broadside array with reflector. 


(4) If a still narrower beam than can be obtained from this antenna 
is required, additional units may be added either horizontally or verti- 
cally, depending upon the direction in which it is desired to restrict the 
radiation. The pattern of radiated energy may be made narrower in the 
vertical plane by stacking many elements one above the other. The pattern 
may be made narrower in the horizontal plane by adding many elements 
alongside each other. These arrays can be used with the elements placed 
either vertically or horizontally. 
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104. GROUND REFLECTIONS. a. Antenna images. (1) The total radia- 
tion from an antenna in effect is made up of two components. One com- 
ponent leaves the antenna directly, and the other is a ground reflection 
which appears to come from an underground image of the real antenna 
(fig. 470). This image is always considered to be as far below the. 


DIRECT RAY 
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Figure 470. Reflected ray from antenna image. 


ground as the real antenna is above it. The antenna need not be placed 
at the surface of the earth to produce the image. The image concept 
holds equally well for antennas above the surface and for antennas in 
front of large flat sheets of conducting material. The image antenna 
assumes a variety of forms depending upon the composition of the soil 
adjacent to the antenna. 
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Figure 471. Current distribution in real and image antennas. 


(2) Figure 471 shows current distributions for real antennas along 
with their images. The current distribution for quarter-wave and three- 
quarter-wave grounded antennas and their images is shown in @) and O), 
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respectively. The images and current distribution for half-wave antennas 
in different positions above the surface of the earth are shown in @), O, 
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Figure 472. Variation of gaps and lobes for half-wave 
antennas of different heights. 





and ©). It is particulary noticeable that the currents in the horizontal 
antenna and its image are flowing in opposite directions and therefore 
are 180° out of phase, while the currents in the vertical antenna and its 
image are flowing in the same direction and therefore are in phase. Thus 
the effect of ground reflection is different for horizontal antennas as 
compared with vertical antennas. 


b. Height of antenna above ground. (1) The total radiated field in any 
direction from an antenna and its image is represented by the vector sum 
of the direct wave and the reflected wave. There are certain directions in 
which the direct wave from the real antenna and the reflected wave from 
its image are exactly equal in amplitude but opposite in phase. There are 
other directions in which the direct and reflected waves are equal in 
amplitude and in phase. Thus the resultant field strength may be either 
twice the field strength from the real antenna alone, or zero field strength 
or some intermediate value, depending on the direction and location of 
the point at which the field strength is measured. 


(2) In figure 472, vertical polar diagrams are used to show graphic- 
ally the result of ground reflection. These graphs are not plots of the 
radiation patterns of vertical antennas, but are simply multiplying factors 
representing the result of reflection from the ground. Figure 472@ shows 
the ground-reflection factor for vertical half-wave antennas placed at 
distances ranging from one quarter-wave to three half-waves above the 
earth. Figure 472@ shows the ground-reflection factor for horizontal 
half-wave antennas for the same heights above the ground. In both 
cases a perfectly conducting earth is assumed. As seen from the graphs, 
the additions or reinforcements of the radio waves in some directions and 
the subtractions or cancellations in other directions cause an antenna system 
to have a non-uniform vertical field pattern. Thus, where reinforcement 
occurs lobes are present, and where cancellation occurs gaps are in evi- 
dence. The main factors which determine the angle of elevation of the 
lobes ard gaps in the vertical polar diagrams are the wavelength and 
the height of the antenna above ground. If the height of the antenna is 
large compared to the wavelength, the first lobe is at a very low angle. 
Although these graphs are subject to errors in that the earth is not a 
perfect conductor, on the whole they give satisfactory indication of the 
effects of ground reflection. 


c. Vertical pattern of a directional array. (1) The vertical free-space 
pattern of a directional array is shown in figure 473@). If this array is 
located horizontally near the ground, all values of this pattern must be 
multiplied by the proper ground reflection factor to obtain a true pic- 
ture of the field pattern. 


(2) If the antenna is located horizontally 114 above the ground, the 

free-space pattern must be multiplied by the factor shown in figure 
4736). The value of the field strength at every angle is multiplied by the 
value of the ground reflection factor at the same angle. The resultant 
vertical pattern is shown in figure 473G). 
105. MICROWAVE ANTENNA SYSTEMS. a. General. The fundamental 
principles of antennas for use at microwavelengths are the same as those 
for use at lower frequencies. Microwave directive arrays containing several 
parasitic antennas may be built into a very small space. Likewise, direc- 
tive arrays with parabolic and horn type reflectors which would be too 
bulky for use at the lower frequencies become very practical at micro- 
wavelengths because of their small physical size. 
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Figure 473. Effect of ground reflections. 


_b. Parabolic reflectors. (1) Since microwaves have characteristics very 
similar to those of light waves, the parabolic reflector is an obvious di- 
rectional device for use at these frequencies. If a dipole is placed at the 
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focal point 4 of figure 474, the parabolic reflector concentrates the ra- 
diation from the dipole into a beam in much the same manner in which 
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Figure 474. Parabolic reflector. 


a searchiight refiector controls a light beam. The parabola thus converts 
the spherical waves as radiated by the dipole into vertical lines that rep- 
resent the wave front after reflection. 


(2) One form of parabolic reflector is known as the paraboloid of 
revolution or rotational parabola. This is the surface generated by the 
revolution of a parabola about its axis and somewhat resembles an egg- 
shell cut in haif. Figure 475 shows a cross-section view of a rotational 
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Figure 475. Paraboloid or rotational parabola—cross-section view. 


parabola which is excited by a vertical antenna located at the focal point 
inside the parabola. A hemispherical shield is used to direct all the radia- 
tion back toward the parabolic surface. By this means direct radiation is 
eliminated, the beam is made sharper, and power is saved. Without the 
shield some of the power would leave the radiator directly. Since it 
would not be reflected, it would not become a part of the main beam 
and thus could serve no useful purpose. 


Another method of accomplishing the same result is through the use 
of a parasitic array to direct the power back to the reflector. The ra- 
diation pattern of a rotational parabola contains a major lobe, which is 
directed along the axis of revolution, and several minor lobes (fig. 476). 
Very narrow beams are possible with this type of reflector. 
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Figure 476. Typical directional pattern obtainable with 
rotational parabola antenna of figure 475. 


(3) Another form of parabolic reflector is the cylindrical parabola 
with open or closed ends (fig. 477). Cylindrical parabolic reflectors have 
a parabolic curvature in one plane, usually the horizontal plane, and no 
curvature in any plane perpendicular to this horizontal plane. This type 
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Figure 477, Cylindrical parabolas with open and closed ends. 


of parabola normally is excited by an antenna placed parallel to the cy- 
lindrical surface and located at the axis of the parabola. The parabola 
should be so designed that the focus lies well within its mouth, in order 
that most of the radiated energy will be intercepted by the reflecting 
surfaces. 


c. Horn-type radiators. (1) Horn radiators are frequently used to 
obtain directive radiation at microwavelengths. They are very practical 
in this frequency region because the dimensions, which must be large 
compared with the operating wavelength, do not involve unduly large 
physical sizes. Since they do not involve resonant elements, they have 
the advantage of being usable over a wide frequency band. 


_ (2) The operation of a horn as an electromagnetic directing device is 
similar to that of acoustic horns. However, the throat of an acoustic 
horn usually has dimensions much smaller than the sound wavelengths 
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for which it is used, while the throat of the electromagnetic horn has di- 
mensions which are comparable to the wavelength being used. 

(3) Horn radiators are adapted readily for use with waveguides, since 
they may not serve not only to match the impedance of the waveguide 
to the external space, but also to produce directive wave patterns. The 
application of horn radiators is not confined to waveguide operation, for 
they may be fed by a coaxial or other type of line. 


@ RECTANGULAR @ PYRAMIDAL @ CONICAL 


Figure 478. Different types of horn radiators. 


(4) Horns may be constructed in a variety of shapes (fig. 478). The 
shape of the horn along with the dimensions of the mouth measured in 
wavelength determines the field-pattern shape for a given magnitude 
and the phase distribution of the field produced across the mouth of the 
horn. In general, the larger the opening of the horn, the more directive 
is the resulting field pattern. An aperture of approximately five wave- 
lengths produces a radiated major-lobe of approximately 30€; 

d. Corner Reflector. The corner-reflector antenna consists of two flat 
conducting sheets which meet at an angle to form a corner (fig. 479). 
This type of reflector is normally driven by a half-wave radiator which 
bisects the corner, with the maximum radiation being given out in the 
horizontal plane. This type of reflector has a somewhat greater gain 
than the parabolic type. The corner reflector has greatest gain where 
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Figure 479. Corner reflector excited by single dipole. 
the distance S is a half-wavelength and the angle between the sides is 
45°. In addition, the corner reflector is easier to construct than the para- 
bolic type. The sheets are made the same height as the dipole which ex- 


cites the corner and about two wavelengths on a side. The side length is 
not critical but the dipole should bisect the angle accurately. 
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GLOSSARY OF TERMS 





Acorn tube. An acorn-shaped vacuum tube designed for ultra-high-fre- 
quency circuits. The tube has short electron transit time and low inter- 
electrode capacitance because of close spacing and small size electrodes. 

Align. To adjust the tuned circuits of a receiver or transmitter for 
maximum signal response. 

Alternation. One-half of a complete cycle. 

Ammeter. An instrument for measuring the electron flow in amperes. 

Ampere (amp). The basic unit of current or electron flow. 

Amplification (A). The process of increasing the strength of a signal. 

Amplification factor (p). The ratio of a small change in plate voltage 
to a small change in grid voltage, with all other electrode voltages 
constant, required to produce the same small change in plate current. 

Amplifier. A device used to increase the signal voltage, current, or 
power, generally composed of a vacuum tube and associated circuit 
called a stage. It may contain several stages in order to obtain a de- 
sired gain. 

Amplitude. The maximum instantaneous value of an alternating volt- 
age or current, measured in either the positive or negative direction. 

Amplitude distortion. The changing of a waveshape so that it is no 
longer proportional to its original form. Also known as harmonic dis- 
tortion, 

Anode. A positive electrode; the plate of a vacuum tube. 

Antenna, A device used to radiate or absorb r-f energy. 

Aquadag. A graphite coating on the inside of certain cathode-ray tubes 
for collecting secondary electrons emitted by the screen. 

Array (antenna). An arrangement of antenna elements, usually di- 
poles, which results in desirable directional characteristics. 

Attenuation. The reduction in the strength of a signal. 

Audio frequency (a-f). A frequency which can be detected as a sound 
by the human ear. The range of audio frequencies extends approxim- 
ately from 20 to 20,000 cycles per second, 

Autodyne circuit. ‘A circuit in which the same elements and vacuum 
tube are used as an oscillator and as a detector. The output has a 
frequency equal to the difference between the frequencies of the re- 
ceived signal and the oscillator signal. 


Automatic gain control (agc) A method of automatically regulating 
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the gain of a receiver so that the output tends to remain constant 
though the incoming signal may vary in strength. 

Automatic volume control (avc). See Automatic gain control. 

Autotransformer. A transformer in which part of the primary wind- 
ing is used as a secondary winding, or vice versa. 

Azimuth. The angular measurement in a horizontal plane and in a 
clockwise direction, beginning at a point oriented to north. 

Ballast resistance. A self-regulating resistance, usually connected in the 
primary circuit of a power transformer to compensate for variations 
in the line voltage. 

Ballast tube. A tube which contains a ballast resistance. 

Band of frequencies. The frequencies existing between two definite 
limits. 

Band-pass filter. A circuit designed to pass with nearly equal response 
all currents having frequencies within a definite band, and to reduce 
substantially the amplitudes of currents of all frequencies outside that 
band. 

Bazooka. See Line-balance converter. 

Beam-power tube. A high vacuum tube in which the electron stream 
is directed in concentrated beams from the cathode to the plate. Vari- 
ously termed beam-power tetrode and beam-power pentode. 

Beat frequency. A frequency resulting from the combination of two 
different frequencies. It is numerically equal to the difference between 
or the sum of these two frequencies. 

Beat note. See Beat frequency. 

Bias. The average d-c voltage maintained between the cathode and 
control grid of a vacuum tube. 

Biasing resistor. A resistor used to provide the voltage drop for a re- 
quired bias. 

Blanking. See Gating. 

Bleeder. A resistance connected in parallel with a power-supply out- 
put to protect equipment from excessive voltages if the load is re- 
moved or substantially reduced; to improve the voltage regulation, 
and to drain the charge remaining in the filter capacitors when the 
unit is turned off. 

Blocking capacitor. A capacitor used to block the flow of direct cur- 
rent while permitting the flow of alternating current. 

Break-down voltage. The voltage at which an insulator or dielectric 
ruptures, or at which ionization and conduction take place in a gas 
or vapor. 

Brilliance modulation. See Intensity modulation. 

Buffer amplifier. An amplifier used to isolate the output of an oscil- 
lator from the effects produced by changes in voltage or loading in 
following circuits. 

Buncher. The electrode of a velocity-modulated tube which alters the 
velocity of electrons in the constant current beam causing the elec- 
trons to become bunched in a drift space beyond the buncher electrode. 

Bypass capacitor. A capacitor used to provide an alternating current 
path of comparatively low impedance around a circuit element. 

Capacitance. The property of two or more bodies which enables. them 
to store electrical energy in an electrostatic field between the bodies. 

Capacitive coupling. A method of transferring energy from one circuit 
to another by means of a capacitor that is common to both circuits. 
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Capacitive reactance (X.). The opposition offered to the flow of an - 
alternating current by capacitance, expressed in ohms. 

Capacitor. Two electrodes or sets of electrodes in the form of plates, 
separated from each other by an insulating material called the di- 
electric. 

Carrier. The r-f component of a transmitted wave upon which an audio 
signal or other form of intelligence can be impressed. 

Catcher. The electrode of a velocity-modulated tube which receives 
energy from the bunched electrons. 

Cathode (K). The electrode in a vacuum tube which is the source of 
electron emission. Also a negative electrode. 

Cathode bias. The method of biasing a tube by placing the biasing re- 
sistor in the common cathode return circuit, making the cathode more 
positive, rather than the grid more negative; with respect to ground. 

Cathode follower. A vacuum-tube circuit in which the input signal is 
applied between the control grid and ground, and the output is taken 
from the cathode and ground. A cathode follower has a high input 
impedance and a low output impedance. 

Characteristic impedance (Z,). The ratio of the voltage to the current 
at every point along a transmission line on which there are no stand- 
ing waves, 

Choke. A coil which impedes the flow of alternating current of a speci- 
fied frequency range because of its high inductive reactance at that 
range. 

Chopping. See Limiting. 

Clamping circuit. A circuit which maintains either amplitude extreme 
of a waveform at a certain level of potential. 

Class A operation. Operation of a vacuum tube so that plate current 
flows throughout the entire operating cycle and distortion is kept to 
a minimum. 

Class AB operation. Operation of a vacuum tube with grid bias so that 
the operating point is approximately halfway between Class A and 
Class B. 

Class B operation. Operation of a vacuum tube with bias at or near 
cut-off so that plate current flows during approximately one-half 
cycle. 

Class C operation. Operation of a vacuum tube with bias considerably 
beyond cut-off so that plate current flows for less than one-half cycle. 

Clipping. See Limiting. 

Coaxial cable. A transmission line consisting of two conductors con- 
centric with and insulated from each other. 

Coefficient of coupling (K). A numerical indication of the degree of 
coupling existing between two circuits, expressed in terms of either 
a decimal or a percentage. 

Condenser. See Capacitor. 

Conductance (G). The ability of a material to conduct or carry an 
electric current. It is the reciprocal of the resistance of the material, 
and is expressed in ohms. 

Continuous waves. Radio waves which maintain a constant amplitude 
and a constant frequency. 

Control grid (G). The electrode of a vacuum tube other than a diode 
upon which the signal voltage is impressed in order to control the 
plate current. 

Control-grid-plate transconductance. See Transconductance. 
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Conversion transconductance (gc). A characteristic associated with the 
mixer function of vacuum tubes, and used in the same manner as 
transconductance is used. It is the ratio of the i-f current in the primary 
of the first i-f transformer to the r-f signal voltage producing it. 

Converter. See Mixer. 

Converter tube. A multielement vacuum tube used both as a mixer and 
as an oscillator in a superheterodyne receiver. It creates a local fre- 
quency and combines it with an incoming signal to produce an inter- 
mediate frequency. 

Counting circuit. A circuit which receives uniform pulses representing 
units to be counted and produces a voltage in proportion to their fre- 
quency. 

Coupled impedance. The effect produced in the primary winding of a 
transformer by the influence of the current flowing in the secondary 
winding. 

Coupling. The association of two circuits in such a way that energy 
may be transferred from one to the other. 

Coupling element. The means by which energy is transferred from one 
circuit to another; the common impedance necessary for coupling. 

Critical coupling. The degree of coupling which provides the maximum 
transfer of energy between two resonant circuits at the resonant fre- 


ency. 

Crystal (Xtal). (1) A natural substance, such as quartz or tourmaline, 
which is capable of producing a voltage stress when under pressure. 
or producing pressure when under an applied voltage. Under stress 
it has the property of responding only to a given frequency when cut 
to a given thickness. 

(2) A nonlinear element such as gelena or silicon, in which case the 
piezo-electric characteristic is not exhibited. 

Crystal mixer. A device which employs the nonlinear characteristic of a 
crystal (nonpiezo-electric type) and a point contact to mix two fre- 
quencies. 

Crystal oscillator. An oscillator circuit in which a piezoelectric crystal 
is used to control the frequency and to reduce frequency instability 
to a minimum. 

Current (I). Flow of electrons; measured in amperes. 

Cut-off (c.o.). The minimum value of negative grid bias which pre- 
vents the flow of plate current in a vacuum tube. 

Cut-off limiting. Limiting the maximum output voltage of a vacuum-tube 
circuit by driving the grid beyond cut-off. 

Cycle. One complete positive and one complete negative alternation of 
a current or voltage. 

Damped waves. Waves which decrease exponentially in amplitude. 

Decoupling network. A network of capacitors and chokes, or resistors, 
placed in leads which are common to two or more circuits to prevent 
unwanted interstage coupling. 

Deflection sensitivity (CRT). The quotient of the displacement of the 
electron beam at the place of impact by the change in the deflecting 
field. It is usually expressed in millimeters per volt applied between 
the deflection electrodes, or in millimeters per gauss of the deflecting 
magnetic field. 

Degeneration. The process whereby a part of the output signal of an 
amplifying device is returned to its input circuit in such a manner 
that it tends to cancel the input. 
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De-ionization potential. The potential at which ionization of the gas 
within a gas-filled tube ceases and conduction stops. 

Demodulation. See Detection. 

Detection. The process of separating the modulation component from 
the received signal. 

Dielectric. An insulator; a term applied to the insulating material be- 
tween the plates of a capacitor. 

Dielectric constant. The ratio of the capacitance of a capacitor with 
a dielectric between the electrodes to the capacitance with air between 
the electrodes. 

Differentiating circuit. A circuit which produces an output voltage 
substantially in proportion to the rate of change of the input voltage. 

Diode. A two-electrode vacuum tube containing a cathode and a plate. 

Diode detector. A detector circuit employing a diode tube. 

Dipole antenna. Two metallic elements, each approximately one quarter 
wavelength long, which radiate r-f energy fed to them by the trans- 
mission line. 

Directly heated cathode. A filament cathode which carries its own heat- 
ing current for electron emission, as distinguished from an indirectly 
heated cathode. 

Director (antenna). A parasitic antenna placed in front of a radiating 
element so that r-f radiation is aided in the forward direction. 

Distortion. The production of an output waveform which is not a true 
reproduction of the input waveform. Distortion may consist of irregu- 
larities in amplitude, frequency, or phase. 

Distributed capacitance. The capacitance that exists between the turns 
in a coil or choke, or between adjacent conductors or circuits, as dis- 
tinguished from the capacitance which is concentrated in a capacitor. 

Distributed inductance. The inductance that exists along the entire 
length of a conductor, as distinguished from the self-inductance which 
is concentrated in a coil. 

Doorknob tube. A doorknob-shaped vacuum tube designed for ultra- 
high-frequency circuits. This tube has short electron transit time and 
low interelectrode capacitance, because of the close spacing and small 
size of electrodes. 

Dropping resistor. A resistor used to decrease a given voltage to a 
lower value. 

Dry electrolytic capacitor, An electrolytic capacitor using a paste in- 
stead of a liquid electrolyte. See Electrolytic capacitor. 

Dynamic characteristics. The relation between the instantaneous plate 
voltage and plate current of a vacuum tube as the voltage applied 
to the grid is moved; thus, the characteristics of a vacuum tube during 
operation, 

Dynatron. A negative resistance device: particularly, a tetrode oper- 
ating on that portion of its i, vs. ep characteristic where secondary 
emission exists to such an extent that an increase in plate voltage 
actually causes a decrease in plate current, and, therefore, makes the 
circuit behave like a negative resistance. 

Eccles-Jordan circuit (trigger circuit). A direct coupled multivibrator 
circuit possessing two conditions of stable equilibrium. Also known 
as a flip-flop circuit. 

Effective value. The equivalent heating value of an alternating cur- 
rent or voltage, as compared to a direct current or voltage. It is 0.707 
times the peak value of a sine wave. It is also called the rms value. 
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Efficiency. The ratio of output to input power, generally expressed 
as a percentage. 

Electric field. A space in which an electric charge will experience 
a force exerted upon it. 

Electrode. A terminal at which electricity passes from one medium into 
another. 

Electrolyte. A water solution of a substance which is capable of con- 
ducting electricity. An electrolyte may be in the form of either a 
liquid or a paste. 

Electrolytic capacitor. A capacitor employing a metallic plate and an 
electrolyte as the second plate separated by a dielectric which is pro- 
duced by electrochemical action. 

Electromagnetic field. A space field in which electric and magnetic vec- 
th ot right angles to each other travel in a direction at right angles 

Electron. The negatively charged particles of matter, The smallest 
particle of matter. 

Electron emission. The liberation of electrons from a body into space 
under the influence of heat, light, impact, chemical disintegration, or 

- potential difference. 

Electronic switch. A circuit which causes a start-and-stop action or 
a switching action by electronic means. 

Electronic voltmeter. See Vacuum tube voltmeter. 

Electrostatic field. The field of influence between two charged bodies. 

Equivalent circuit. A diagrammatic arrangement of coils, resistors, and 
capacitors, representing the effects of a more complicated circuit in 
order to permit easier analysis. 7 

Farad (f). The unit of capacitance. 

Feedback. A transfer of energy from the output circuit of a device 
back to its input. 

Field. The space containing electric or magnetic lines of force. 

Field intensity. Electrical strength of a field. 

Filament. See Directly heated cathode. 

Filter. A combination of circuit elements designed to pass a definite 
range of frequencies, attenuating all others. 

Firing potential. The controlled potential at which conduction through 
a gas-filled tube begins. 

First detector. See Mixer. 

Fired bias. A bias voltage of constant value, such as one obtained from 
a battery, power supply, or generator. 

Fixed capacitor. A capacitor which has no provision for varying its 
capacitance. 

Fixed resistor. A resistor which has no provision for varying its re- 
sistance. 

Fluorescence. The property of emitting light as the immediate result 
of electronic bombardment. 

Fly-back. The portion of the time base during which the spot is re- 
turning to the starting point. This is usually not seen on the screen 
of the cathode-ray tube, because of gating action or the rapidity with 
which it occurs. 

Free electrons. Electrons which are loosely held and consequently tend 
to move at random among the atoms of the material. 

Free oscillations. Oscillatory currents which continue to flow in a tuned 
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circuit after the impressed voltage has been removed. Their frequency 
is the resonant frequency of the tuned circuit. Oe tee 

Frequency (f). The number of complete cycles per second existing in 
any form of wave motion; such as the number of cycles per second 
of an alternating current. : 

Frequency distortion. Distortion which occurs as a result of a 
to amplify or attenuate equally all frequencies present in a complex 
wave. 

Frequency modulation. See Modulation. ; po 
Frequency stability. The ability of an oscillator to maintain its opera- 
tion at a constant frequency. 2 
Full-wave rectifier circuit. A circuit which utilizes both the positive 
and the negative alternations of an alternating current to produce a 

direct current. | 

Gain (4). The ratio of the output power, voltage, or current to the 
input power, voltage, or current, respectively. ; 

Gas tube. A tube filled with gas at low pressure in order to obtain 
certain desirable characteristics. : 

Gating (cathode-ray tube). Applying a rectangular voltage to the grid 
or cathode of a cathode-ray tube to sensitize it during the sweep time 
only. 

Grid E Current which flows between the cathode and the grid 
whenever the grid becomes positive with respect to the cathode. 

Grid detection. Detection by rectification in the grid circuit of a de- 
tector. 

Grid leak. A high resistance connected across the grid capacitor or 
between the grid and the cathode to provide a d-c path from grid to 
cathode and to limit the accumulation of charge on the grid. 

Grid limiting. Limiting the positive grid voltage (minimum output 
voltage) of vacuum-tube circuit by means of a large series grid re- 
sistor. 

Ground. A metallic connection with the earth to establish ground po- 
tential. Also, a common return to a point of zero r-f potential, such 
as the chassis of a receiver or a transmitter. 

Half-wave rectification. The process of rectifying an alternating current 
wherein only one-half of the input cycle is passed and the other half 
is blocked by the action of the rectifier, thus producing pulsating 
direct current. 

Hard tube. A high vacuum electronic tube. 

Harmonic. An integral multiple of a fundamental frequency. (The 
second harmonic is twice the frequency of the fundamental or first 
harmonic. ) 

Harmonic distortion. Amplitude distortion. 

Heater. The tube element used to indirectly heat a cathode. 

Henry (h). The basic unit of inductance. 

Helmholtz coil. A variometer having horizontal and vertical balanced 
coil windings, used to vary the angle of phase difference between any 
two similar waveforms of the same frequency. 

Heterodyne. To beat or mix two signals of different frequencies. 

High-frequency resistance. The resistance presented to the flow of high- 
frequency current. See Skin effect. 

Horn radiator. Any open-ended metallic device for concentrating energy 
from a waveguide and directing this energy into space, 
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= Hysteresis.. A lagging of the magnetic flux in a magnetic material be- 
ae 


hind the magnetizing force which is producing it. 


Image frequency. An undesired signal capable of beating with the 


=- local oscillator signal of a superheterodyne receiver which produces 

a difference frequency within the bandwidth of the i-f channel. 

Impedance (Z). The total opposition offered to the flow of an alter- 
nating current. It may consist of any combination of resistance, in- 
ductive reactance, and capacitive reactance. 

Impedante coil. See Choke. 


~- Impedance coupling. The use of a tuned circuit or an impedance coil 


as the common coupling element between two circuits. 

Impulse. Any force acting over a comparatively short period of time, 

- such as a momentary rise in voltage. 

Indirectly heated cathode. A cathode which is brought to the tempera- 
ture necessary for electron emission by a separate heater element. Com- 
pare Directly heated cathode. 

Inductance (L). The property of a circuit which tends to oppose a 
change in the existing current. 

Induction. The act or process of producing voltage by the relative 

` motion of a magnetic field across a conductor. 

Inductive reactance (X,). The opposition to the flow of alternating 
or pulsating current caused by the inductance of a circuit. It is meas- 
ured in ohms. l 

Inductor. A circuit element designed so that its inductance is its most 
important electrical property ; a coil. 

Infinite. Extending indefinitely; having innumerable parts, capable of 
endless division within itself. 

In phase. Applied to the condition that exists when two waves of the 
same frequency pass through their maximum and minimum values of 
like polarity at the same instant. 

Instantaneous value. The magnitude at any particular instant when a 
value is continually varying with respect to time. 

Integrating circuit. A circuit which produces an output voltage sub- 
stantially in proportion to the frequency and amplitude of the input 

voltage. l 

Intensify. To increase the brilliance of an image on the screen of a 
cathode-ray tube. 

Intensity modulation. The control of the brilliance of the trace on the 
screen of a cathode-ray tube in conformity with the signal. 


Interelectrode capacitance. The capacitance existing between the elec- 


trodes in a vacuum tube. 


-Intermediate frequency (i-f). The fixed frequency to which r-f carrier 


waves are converted in a superheterodyne receiver. 

Inverse peak voltage. The highest instantaneous negative potential which 
the plate can acquire with respect to the cathode without danger of 
injuring the tube. ` 

Ion. An elementary particle of matter or a small group of such particles 
having a net positive or negative charge. 

Tonization. Process by which ions are produced in solids, liquids, or 


gases. 


Ionization potential. The lowest potential at which ionization takes 
= place within a gas-filled tube. 
Tonosphere. A region composed of highly ionized layers of atmosphere 
from 70 to 250 miles above the surface of the earth, 
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a Kilo (k). A prefix meaning 1,000. . O AERE 
K Kilocycle (kc). One thousand cycles; conversationally used to in- | 
E dicate 1,000 cycles per second. 

sh Klystron. A tube in which oscillations are generated by the bunching 

to of electrons (that is, velocity modulation). This tube utilizes the tran- 

En sit time between two given electrodes to deliver pulsating energy to 

ya a cavity resonator in order to sustain oscillations within the cavity. 

EL Lag. The amount one wave is behind another in time; expressed in 

od electrical degrees. ‘ 


Lead The opposite of lag. Also, a wire or connection. 
A Leakage. The electrical loss due to poor insulation. 
Y Lecher line. A section of open-wire transmission line used for meas- 
eS urements of standing waves. 


E Limiting. Removal by electronic means of one or both extremities of 
X a waveform at a predetermined level. 

— Linear. Having an output which varies in direct proportion to the in- 
put. 

Line-balance converter. A device used at the end of a coaxial line to 
P isolate the outer conductor from ground. 


Load. The impedance to which energy is being supplied. 
Local oscillator. The oscillator used in a superheterodyne receiver the 
E output of which is mixed with the desired r-f carrier to form the 
íy intermediate frequency. 
Loose coupling. Less than critical coupling; coupling providing little 
transfer of energy. 
Magnetic circuit. The complete path of magnetic lines of force. 
Magnetic field (H). The space in which a magnetic force exists. 
Magnetron. A vacuum-tube oscillator containing two electrodes, in 
as which the flow of electrons from cathode to anode is controlled by an 
externally applied magnetic field. 
Matched impedance. The condition which exists when two coupled 
circuits are so adjusted that their impedances are equal. 
Meg (mega) (m). A prefix meaning one million. 
Megacycle (M,). One million cycles: Used conversationally to mean 
| 1,000,000 cycles per second. f 
x Metallic insulator. A shorted quarter-wave section of a transmission 
x line which acts as an electrical insulator at a frequency correspond- 
E ing to its quarter-wave length. 
Mho. The unit of conductance. 
Micro (n). A prefix meaning one-millionth. 
Microsecond (us). One-millionth of a second. 
Milli (m). A prefix meaning one-thousandth. 
Milliampera (ma). One-thousandth of an ampere. 
Mixer. A vacuum tube or crystal and suitable circuit used to combine 
the incoming and local-oscillator frequencies to produce an intermediate 
+ frequency. See Beat frequency. 
$5 Modulation. The process of varying the amplitude (amplitude modula- 
F tion), the frequency (frequency modulation), or the phase (phase 
l modulation) of a carrier wave in accordance with other signals in 
iy order to convey intelligence. The modulating signal may be an audio- 
hane frequency signal, video signal (as in television), or electrical pulses  . 
| or tones to operate relays, etc. 
Modulator. The circuit which provides the signal that varies the ampli- 
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tude, frequency, or phase of the oscillations generated in the trans- 
mitter tube. 

Multielectrode tube. A vacuum tube containing more than three elec- 
trodes associated with a single electron stream. 

Multiunit tube. A vacuum tube containing within one envelope two or 
more groups of electrodes, each associated with separate electron 
streams. 

Multivibrator. A type of relaxation oscillator for the generation of 
nonsinusoidal waves in which the output of each of its two tubes is 
coupled to the input of the other to sustain oscillations. 

Mutual conductance (gm). See Transconductance. 

Mutual inductance. A circuit property existing when the relative posi- 
tion of two inductors causes the magnetic lines of force from one 
to link with the turns of the other. 

Negative feedback. See Degeneration. 

Neon bulb. A glass bulb containing two electrodes in neon gas at low 
pressure. 

Network. Any electrical circuit containing two or more interconnected 
elements. 

Neutralization. The process of nullifying the voltage fed back through 
the interelectrode capacitance of an amplifier tube, by providing an equal 
voltage of opposite phase; generally necessary only with triode tubes. 

Node. A zero point; specifically, a current node is a point of zero cur- 
rent and a voltage node is a point of zero voltage. 

Noninductive capacitor. A capacitor in which the inductive effects at 
high frequencies are reduced to the minimum. | 

Noninductive circuit. A circuit in which inductance is reduced to a mini- 
mum or negligible value. 

Nonlinear. Having an output which does not vary in direct proportion 
to the input. 

Ohm (w). The unit of electrical resistance. 

Open circuit. A circuit which does not provide a complete path for the 
flow of current. 

Optimum coupling. See Critical coupling. 

Oscillator. A circuit capable of converting direct current into alternating 
current of a frequency determined by the constants of the circuit. It 
generally uses a vacuum tube. 

Oscillatory circuit. A circuit in which oscillations can be generated or 
sustained. 

Oscillograph. See Oscilloscope. 

Oscilloscope. An instrument for showing, visually, graphical represen- 
tations of the waveforms encountered in electrical circuits. 

Overdriven amplifier. An amplifier designed to distort the input signal 
waveform by a combination of cut-off limiting and saturation limiting. 
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. Overload. A load greater than the rated load of an electrical device. 
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Parallel feed. Application of a d-c voltage to the plate or grid of a tube 
in parallel with an a-c circuit so that the d-c and a-c components flow 
in separate paths. Also called shunt feed. 

Parallel-resonant circuit. A resonant circuit in which the applied voltage 
is connected across a parallel circuit formed by a capacitor and an 
inductor. 

Paraphase amplifier. An amplifier which converts a single input into a 
push-pull output. 


~ 


. 


MA a de o a 
J < Bi q KJ ; 
YA 


A E UT A 


1 
h 
a 
Ps 


- $ 


Parasitic suppressor. A resistor in a vacuum-tube circuit to prevent un- 


wanted oscillations. 

Peaking circuit. A type of circuit which converts an input to a peaked 
output waveform. | 

Peak plate current. The maximum instantaneous plate current passing 
through a tube. 

Peak value. The maximum instantaneous value of a varying current, 
voltage, or power. It is equal to 1.414 times the effective value of a 
sine wave. 

Pentode. A five-electrode vacuum tube containing a cathode, control, 
grid, screen grid, suppressor grid, and plate. 

Phase difference. The time in electrical degrees by which one wave 
leads or lags another. 

Phase inversion. A phase difference of 180° between two similar wave- 
shapes of the same frequency. 

Phase-splitting circuit. A circuit which produces from the same input 
waveform two output waveforms which differ in phase from each other. 

Phosphorescence. The property of emitting light for some time after 
excitation by electronic bombardment. 

Piezoelectric effect. The effect of producing a voltage by placing a stress, 
either by compression, by expansion, or by twisting, on a crystal, and, 
conversely, the effect of producing a stress in a crystal by applying a 
voltage to it. 

Plate (P). The principal electrode in a tube to which the electron stream 
is attracted. See Anode. 

Plate circuit. The complete electrical circuit connecting the cathode and 
plate of a vacuum tube. 

Plate current (ip). The current flowing in the plate circuit of a vacuum 
tube. 

Plate detection. The operation of a vacuum-tube detector at or near cut- 
off so that the input signal is rectified in the plate circuit. 

Plate dissipation. The power in watts consumed at the plate in the form 
of heat. 

Plate efficiency. The ratio of the a-c power output from a tube to the 
average d-c power supplied to the plate circuit. 

Plate impedance. See Plate resistance. 

Plate-load impedance (R, or Z,). The impedance in the plate circuit 
across which the output signal voltage is developed by the alternating 
component of the plate current. 

Plate modulation. Amplitude modulation of a class-C r-f amplifier by 
varying the plate voltage in accordance with the signal. 

Plate resistance (rp). The internal resistance to the flow of alternating 
current between the cathode and plate of tube. It is equal to a small 
change in plate voltage divided by the corresponding change in plate 
current, and is expressed in ohms, It is also called a-c resistance, in- 
ternal impedance, plate impedance, and dynamic plate impedarice. The 
static plate resistance, or resistance to the flow of direct current is a 
different value. It is denoted by R,. 

Positive feedback. See Regeneration. 

Potentiometer. A variable voltage divider: a resistor which has a vari- 
able contact arm so that any portion of the potential applied between 

_ its ends may be selected. 

Power, The rate of doing work or the rate of expending energy. The 
unit of electrical power is the watt. | 
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Power amplification. The process of amlifying a signal to produce a 
gain in power, as distinguished from voltage amplification. The gain in 
the ratio of the alternating power output to the alternating power input = 
- of an amplifier. l a 
Power factor. The ratio of the actual power of an alternating or pul- 
sating current, as measured by a wattmeter, to the apparent power, as es 
indicated by ammeter and voltmeter readings. The power factor if an 
inductor, capacitor, or insulator is an expression of the losses. Me 
Power tube. A vacuum tube designed to.handle a greater amount of 
| power than the ordinary voltage-amplifying tube. $; 
= Primary circuit. The first, in electrical order, of two or more coupled Ki 
= circuits, in which a change in current induces a voltage in the other or a 
sae secondary circuits; such as the primary winding of a transformer. 
~ Propagation. See Wave propagation. | 
poo. Pulsating current. A unidirectional current which increases and de- 
creases in magnitude. 
Push-pull circuit. A push-pull circuit usually refers to an amplifier cir- 
cuit using two vacuum tubes in such a fashion that when one: vacuum 
tube is operating on a positive alternation, the other vacuum tube 
= operates on a negative alternation, 
O. The figure of merit of efficiency of a circuit or coil. Numerically it | 
is equal to the inductive reactance divided by the resistance of the = 
de ia circuit or coil. i 
= Radiate. To send out energy, such as r-f waves, into space. 
= Radiation resistance. A fictitious resistance which may be considered to 
à dissipate the energy radiated from the antenna. | 
Radio frequency (r-f). Any frequency of electrical energy capable of © 
pe propagation into space. Radio frequencies normally are much higher 
=< eNA than sound-wave frequencies. 
= Radio-frequency amplification. The amplification of a radio wave by a 
receiver before detection, or by a transmitter before radiation. 
Radio-frequency choke (RFC). An air-core or powdered iron core coil 
used to impede the flow of r-f currents. ` 
Radio-frequency component! See Carrier. 
Ratio. The value obtained by dividing one number by another, indi- 
cating their relative proportions. 
Reactance (X). The opposition offered to the flow of an alternating 
current by the inductance, capacitance, or both, in any circuit. 
Reciprocal. The value obtained by dividing the number 1 by any quan- 


e Y 


e. es A a 

= at. (os 

> ee ? 
e 





Years 





tity. 
Reber. A device used to change alternating current to. unidirectional 
current. 
ss Reflected impedance. See Coupled impedance. ome 
E Reflection. The turning back of a radio wave caused by reradiation from 
‘ z3 | any conducting surface which is large in comparison to the wavelength 
os F- of the radio wave. | 
8 Reflector. A metallic object placed behind a radiating antenna to pre- 
wet, vent r-f radiation in an undesired direction and to reinforce radiation 
ima desired direction. En 
> ea Regeneration. The process of returning a part of the output signal of ae 
Ey cae an amplifier to its input circuit in such a manner that it reinforces the ut 
A grid excitation and thereby increases the total amplification. : atc 
Regulation (voltage). The ratio of the change in voltage due to a load = ~ 
= se. to the open-circuit voltage, expressed in per cent. | ees 
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Relaxation oscillator. A circuit for the generation of nonsinusoidal 


waves by gradually storing and quickly releasing energy either in the _ ee 
electric field of a capacitor or in the magnetic field of an inductor. 3 
Reluctance. The opposition to magnetic flux. : 
Resistance (R). The opposition to the flow of current caused by the WE * 
nature and physical dimensions of a conductor. sie 8 
Resistor. A circuit element whose chief characteristic is resistance ; used rs A 
to oppose the flow of current. “ae 
Resonance. The condition existing in a circuit in which the inductive Se 
and capacitive reactances cancel. aaa 
Resonance curve. A graphical representation of the manner in which a ai ta 
resonant circuit responds to various frequencies at and near the reso- Bet 
nant frequency. es 
Rheostat. A variable resistor. tre 
Ripple voltage. The fluctuations in the output voltage of a rectifier, filter, A 
or generator. ie 
rms. Abbreviation of root mean square. See Effective value. set 
Saturation. The condition existing in any circuit when an increase in aba 
the driving signal produces no further change in the resultant effect. os 
Saturation limiting. Limiting the minimum output voltage of a vacuum- aes 
tube circuit by operating the tube in the region of plate-current satura- oo 
tion (not to be confused with emission saturation). een 
Saturation point. The point beyond which an increase in either grid Bee 
voltage, plate voltage, or both produces no increase in the existing plate Bi oa 
current. <N 
Screen dissipation. The power dissipated in the form of heat on the fy 
screen grid as the result of bombardment by the electron stream. ne” sa 
Screen grid (Se). An electrode placed between the control grid and the A 
plate of a vacuum tube to reduce interelectrode capacitance. W 
Secondary. The output coil of a transformer. See Primary circuit. ae 
Secondary emission. The emission of electrons knocked loose from the Ese 
plate, grid, or fluorescent screen of a vacuum tube by the impact or bi sen 
bombardment of electrons arriving from the cathode. Ke 
Selectivity. The degree to which a receiver is capable of discriminating == 
between signals of different carrier frequencies. VaR 
Self-bias. The bias of a tube created by the voltage drop developed across PE 


a resistor through which either its cathode current or its grid current 
flows. 

Self-excited oscillator. An oscillator depending on its resonant circuits 
for frequency determination. Sze Crystal oscillator, 

Self-induction. The production of a counterelectromotive force in a con- 
ductor when its own magnetic field collapses or expands with a change 
in current in the conductor. 

Sensitivity. The degree of response of a circuit to’signals of the fre- 
quency to which it is tuned. 

Series feed. Application of the d-c voltage to the plate or grid of a tube A 
through the same impedance in which the alternating current flows. = 
Compare Parallel feed. l 

Series resonance. The condition existing in a circuit when the source 
of voltage is in series with an inductor and capacitor whose reactances 
cancel each other at the applied frequency and thus reduce the im- 
pedance to'a minimum. 

Series-resonant circuit. A resonant circuit in which the capacitor and 
the inductor are in series with the applied voltage. 









os Veg j 
E 25 Che; pe 
le PA > 


“aw TS 
4 


$ 
ru. 





Shielding. A metallic covering used to prevent magnetic or electrostatic 
coupling between adjacent circuits. 

Short-circuit. A low-impedance or zero-impedance path between two 
points. 

Shunt. Parallel. A parallel resistor placed in an ammeter to increase its 
range. 

Shunt feed. See Parallel feed. 

Sine wave. The curve traced by the projection on a uniform time scale 
of the end of a rotating arm, or vector. Also known as a sinusoidal 
wave. 

Skin effect. The tendency of alternating currents to flow near the 
surface of a conductor, thus being restricted to a small part of the 
total cross-sectional area. This effect increases the resistance and be- 
comes more marked as the frequency rises. i 

Soft tube. A vacuum tube the characteristics of which are adversely 
affected by the presence of gas in the tube; not to be confused with 
tubes designed to operate with gas inside them. 

Solenoid. A multiturn coil of wire wound in a uniform layer or layers 
on a hollow cylindrical form. 

Space charge. The cloud of electrons existing in the space between the 
cathode and plate in a vacuum tube, formed by the electrons emitted 
from the cathode in excess of those immediately attracted to the plate. 

Space current. The total current flowing between the cathode and all 
the other electrodes in a tube. This includes the plate current, grid 
current, screen-grid current, and any other electrode current which may 
be present. 

Stability. Freedom from undesired variation. 

Standing wave. A distribution of current and voltage on a transmission 
line formed by two sets of waves traveling in opposite directions, and 
characterized by the presence of a number of points of successive 
maxima and minima in the distribution curves. 

Static. A fixed nonvarying condition ; without motion. 

Static characteristics. The characteristics of a tube with no output load 
and with d-c potentials applied to the grid and plate. 

Superheterodyne. A receiver in which the incoming signal is mixed with 
a locally generated signal to produce a predetermined intermediate 
frequency. 

Suppressor grid (Su). An electrode used in a vacuum tube to minimize 
the harmful effects of secondary emission from the plate. 

Surge. Sudden changes of current or voltage in a circuit. 

Surge impedance (čo). See Characteristic impedance. 

Sweep circuit. The part of a cathode-ray oscilloscope which provides a 
time-reference base. 

Swing. The variation in frequency or amplitude of an electrical quantity. 

Swinging choke. A choke with an effective inductance which varies with 
the amount of current passing through it. It is used in some power- 
supply filter circuits. 

Synchronous. Happening at the same time; having the same period and 
phase. 

Tank circuit. See Parallel-resonant circuit. 

Tetrode. A four-electrode vacuum tube containing a cathode, control 
grid, screen grid, and plate. 

Thermionic emission. Electron emission caused by heating an emitter. 

Thermocouple ammeter. An ammeter which operates by means of a 
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voltage produced by the heating effect of a current passed through 


the junction of two dissimilar metals. It is used for r-f measurements. 

T'hyratron. A hot-cathode, gas-discharge tube in which one or more 
electrodes are used to control electrostatically the starting of an unidi- 
rectional flow of current. R 

Tight coupling. Degree of coupling in which practically all of the mag- 
netic lines of force produced by one coil link a second coil. 

Trace. A visible line or lines appearing on the screen of a cathode-ray 
tube in operation. 

Transconductance (Gm). The ratio of the change in plate current to the 
change in grid voltage producing this change in plate current, while all 
other electrode voltages remain constant. 

Transformer. A device composed of two or more coils, linked by mag- 
netic lines of force, used to transfer energy from one circuit to another. 

Transient. The voltage or current which exists as the result of a change 
from one steady-state condition to another. 

Transit time. The time which electrons take to travel between the cath- 
ode and the plate of a vacuum tube. 

Transmission lines. Any conductor or system of conductors used to 
carry electrical energy from its source to a load. 

Triggering. Starting an action in another circuit, which then functions 
for a time under its own control. 

Triode. A three-electrode vacuum tube, containing a cathode, control 
grid, and plate. 

Tuned circuit. A resonant circuit. 

Tuning. The process of adjusting a radio circuit so that it resonates at 
the desired frequency. 

Unbalanced line. A transmission line in which the voltages on the two 
conductors are not equal with respect to ground: for example, a coaxial 
line, 

Unidirectional. In one direction only. 

Vacuum-tube voltmeter ( VTVM). A device which uses either the ampli- 
fier characteristic or the rectifier characteristic of a vacuum tube or both 
to measure either d-c or a-c voltages. Its input impedance is very high, 
and the current used to actuate the meter movement is not taken from 
the circuit being measured. It can be used to obtain accurate measure- 
ments in sensitive circuits. 

Variable-u tube. A vacuum tube in which the control grid is irregularly 
spaced, so that the grid exercises a different amount of control on the 
electron stream at different points within its operating range. 

Variocoupler. Two independent inductors, so arranged mechanically that 
their mutual inductance ( coupling) can be varied. 

Variometer. A variocoupler having its two coils connected in series, 
and so mounted that the movable coil may be rotated within the fixed 
coil, thus changing the total inductance of the unit. 

Vector. A line used to represent both direction and magnitude. 

Velocity modulation. A method of modulation in which the input signal 
voltage is used to change the velocity of electrons in a constant-current 
electron beam so that the electrons are grouped into bunches. 

Video amplifier. A circuit capable of amplifying a very wide range of 
frequencies, including and exceeding the audio band of frequencies. 

Volt (V). The unit of electrical potential. ' 

Voltage amplification. The process of amplifying a signal to produce a 
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gain in voltage. The voltage gain of an amplifier is the ratio of its 
alternating-voltage output to its alternating-voltage input. 

Voltage divider. An impedance connected across a voltage source. The 
load is connected across a fraction of this impedance so that the load 
voltage is substantially in proportion to this fraction.. 

Voltage doubler. A method of increasing the voltage by rectifying both 
halves of a cycle and causing the outputs of both halves to be additive. 

Voltage regulation. A measure of the degree to which a power source 
maintains its output-voltage stability under varying load conditions. 

Watt (w). The unit of electrical power. 

Wave. Loosely, an electromagnetic impulse, periodically changing in in- 
tensity and traveling through space. More specifically, the graphical 
representation of the intensity of that impulse over a period of time. 

Waveform. The shape of the wave obtained when instantaneous values 
of an a-c quantity are plotted against time in rectangular coordinates. 

Wavelength (A). The distance, usually expressed in meters, traveled by 
a wave during the time interval of one complete cycle. It is equal to 
the velocity divided by the frequency. 

Wave propagation. The transmission of r-f energy through space. 

Wien-bridge circuit. A circuit in which the various values of capacitance 
and resistance are made to balance with each other at a certain fre- 
quency. 

X. The symbol for reactance. 

Z. The symbol for impedance. 
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